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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


SUPPLEMENTAL  ITEMS 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

1K01050 

X.  . 

ACID,  POTASSIUM  PHTHALATE, HBCgH.O.: 
(Must  be  secured  from  the  Bureau  of 
Standards*  Certificate  is  sent  with 
each  lot.) 

60  gm 

$3.00 

2.2 

1K01075 

X.  . 

ADHERENT,  FOR  SKIN  TRACTION: .  .  . 

4  os 

.60 

2.4 

1K01105 

X.  . 

ALUMINUM  HYDROXIDE:  Colloidal 
suspension. 

16  os 

.22 

2.7 

1K024O5 

X.  . 

AMINOPHYLLINE,  NNR:  (Theophylline 
with  ethylenediamine) •  0.24  gm.  10 

CC  in  ampule  for  intrarenous  use* 

(4  Gr.) 

25 

2.40 

0.4 

1K02625 

X.  . 

AMINOPHYLLINE,  NNR,  0. 1  GM  TAB:  1.5 
Gr. 

100 

.75 

0.6 

1K02626 

X.  . 

AMINOPHYLLINE,  NNR,  0.195  Of  TAB:  3 
Gr*  Enteric  coated* 

100 

.75 

0.9 

1K03000 

X.  . 

AMMONIUM  CHLORIDE,  USP,  74  GR  TAB: 
Enteric  coated* 

100 

.20 

1.6 

1K02800 

X.  . 

AMYTAL,  14  GR  TAB:  0.1  Gm.  .  .  . 

500 

5.75 

0.6 

1E06000 

X.  . 

ASCORBIC  ACID  (VITAMIN  C  PARENTERAL) : 
100  mgm  in  2  CC  amp* 

100 

3.00 

0.9 

1K07502 

x(l) 

ATABRINE,  0.2  GM  AMP:  With  10  CC  amp. 
sterile  distilled  water. 

5 

2.00 

2.7 

1K07625 

x(l) 

AVERT IN  SOLUTION,  NNR: . 

100  CC 

10.00 

0.4 

1K08100 

x(l) 

AZOCHLORAMID,  SALINE  MIXTURE,  POWDER: 

Ounce 

•  80 

2.2 

1K08550 

X.  . 

BENZEDRINE  SULFATE,  NNR,  10  MGM  TAB: . 

250 

1.80 

1.1 

1K08552 

X.  . 

BENZEDRINE  SULFATE,  NNR,  5  MGM  TAB, 

6: 

Tube 

.15 

18.0 

IK 12900 

x.  . 

BILE  SALTS,  NNR,  5  GR  TAB:.  .  .  . 

100 

1.50 

1.1 

1K12960 

X.  . 

BUTYN  SULFATE  POWDER,  NNR,  5  GM:  In 
bottle. 

Bottle 

4.00 

1.8 

1K16400 

X.  . 

CALCIUM  MANDELATE,  0.5  Of,  74  GR  TAB: 

200 

3.15 

0.4 

1K17205 

X.  . 

CARB ARSONS,  NNR,  0.25  GM,  3-3/4  GR, 

IN  CAPSULE: 

20 

.70 

0.5 

1K17280 

X.  . 

CARBARSONE,  NNR,  0.25  GM,  3-3/4  GR, 

IN  CAPSULE: 

500 

12.00 

1.1 

1K17800 

X.  . 

CHINIQFON,  NNR  (YATRBN) ,  0.25  GM,  4 

GR  TAB:  Enteric  coated. 

50 

1.25 

1.8 

1K23100 

x(6) 

DILAUD ID  HYDROCHLORIDE,  NNR,  l/l6  GR 
HYPO  TAB: 

20 

.55 

0.5 

1K23305 

x(6) 

DILAUD ID  HYDROCHLORIDE,  NNR,  l/32  GR 
HYPO  TAB: 

20 

.45 

2.0 

*  Deteriorating  items  -  1,000  men  for  *  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


SUPPLEMENTAL  ITEMS - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

1K23315 

X.  . 

DIGDOQUIN,  3.2  GR  TAB: . 

500 

$9.50 

1.8 

1K23800 

x(l) 

DIODRAST,  NNR:  30  CC  in  vial  with 
diaphragm  stopper. 

30  CC 

2.10 

4.5 

1K01700 

x(l) 

EPINEPHRINE  (ADRENALIN)  HYDROCHLORIDE, 
NNR,  1: 100  SOLUTION:  5  CC  in  vial. 

Vial 

1.00 

0.7 

1K00600 

x(l) 

EPINEPHRINE  (ADRENALIN)  HYDROCHLORIDE, 
NNR,  1:1000  SOLUTION:  1  CC  amp. 

Dozen 

.75 

0.7 

1X00700 

x(l) 

EPINEPHRINE  (ADRENALIN)  IN  PEANUT  OIL: 
2  mgm  in  1  CC  amp. 

Dozen 

1.70 

0.3 

1K24602 

X.  . 

EPHEDRINE  SULFATE,  NNR,  0.025  GM,  3/8 
GR,  IN  CAPSULE: 

500 

1.65 

0.9 

1K24605 

X.  . 

EPHEDRINE  SULFATE,  NNR,  0.05  GM,  3/4 
GR,  IN  CAPSULE: 

500 

1.65 

0.4 

1K24800 

X.  . 

ERGOTRATE  (ERGOMETRINE) ,  0.2  MGM, 
l/320  GR: 

100 

3.75 

0.5 

1K24810 

X  (l) 

EYE  SOLUTION,  M-l,  h~ OZ:  With 
separate  dropper,  in  package. 

Pkg. 

.45 

18.7 

1K24812 

X.  . 

FOILLE,  1-GALLON: . . 

Bottle 

9.50 

3.0 

1K24815 

X.  . 

FOLLLE,  1-QUART: . 

Bottle 

2.70 

12.0 

1K24817 

X.  . 

FOILLE,  3/4-OUNCE  TUBE,  2  TUBES  IN 
PACKAGE: 

Pkg. 

.30 

1.1 

1K25600 

X.  . 

FUADIN  SOLUTION,  NNR  (STIBOPHEN)  ,  5 

CC  AMP: 

10 

2.75 

0.7 

1K27505 

X.  .• 

HALAZONE,  NNR,  l/l6  GR  TAB,  100: .  . 

Bottle 

.15 

0.05 

1X27507 

X.  . 

HALAZONE,  NNR,  l/l6  GR  TAB,  200:.  . 

Bottle 

.30 

5.6 

1K28500 

X.  . 

HEX YLRESORC INOL ,  0.2  GM  PILL: 
Anthelmintic. 

5 

.55 

2.7 

1X30000 

X.  . 

HISTAMINE  PHOSPHATE,  USP,  1  CC  AMP: 
(Equivalent  Histamine  1  mg  per  CC)  • 

6 

1.25 

0.3 

•  •  • 

•  •  • 

•  •  • 

1K31200 

X.  . 

INSECT  REPELLENT,  1-OUNCE: .... 

Bottle 

.20 

0.001 

1X31205 

X.  . 

INSECT  REPELLENT,  2^-OUNCE: .  .  .  . 

Bottle 

.40 

0.001 

1X31315 

X,  . 

IOD OCHLOROL  (IODIZED  AND  CHLORINATED 
OIL): 

20  CC 

1.00 

0.1 

1X32300 

X.  . 

KAOLIN,  NF: . 

Pound 

.25 

0.7 

1X32350 

X.  . 

LIPIODOL-LAFAY,  NNR,  DIAGNOSTIC,  40$ 
IODINE,  5  CC:  In  ampule,  4  in  box. 

Box 

1.42 

1.3 

1X32340 

X.  . 

LIPIODOL-LAFAY,  NNR,  DIAGNOSTIC,  40$ 
IODINE,  20  CC:  In  glass  flask. 

Flask 

1.30 

0.9 

1X34710 

X  (l) 

MAPHARSEN,  NNR,  0.06  GM  AMP:.  .  .  . 

10 

1.80 

7.8 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


supplemental  ITEMS - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

1K34800 

X  (l) 

MAPHARSEN,  NNR,  0.6  GW  AMP:  10  doses 

10 

$5.50 

3.1 

in  amp . 

1K35111 

X.  . 

MERCRESIN,  TINCTURE: . 

Gallon 

7.00 

0.7 

1K35500 

X.  . 

MERCURIC  OXIDE,  YELLOW,  USP,  POWDER:. 

Ounce 

.38 

0.1 

1K35300 

X.  . 

MERCUPURIN,  NNR,  0.1  GM:  1.1  CC  in 
ampule. 

5 

1.30 

1.9 

1K35400 

X(1) 

MERCURIN  (MERCUPURIN)  SODIUM  SALT 
SUPPOSITORIES:  0.5  gm  each. 

25 

7.75 

0.2 

1K36000 

X.  . 

MERCUROCHROME  SOLUBLE,  NNR:.  .  .  . 

50  gm 

5.75 

0.2 

1K39200 

X.  . 

MERCURY  OXYCYANIDE: . 

Pound 

5.40 

0.4 

1K39300 

X.  . 

MERSALYL  (SALYRGAN)  WITH  THEOPHYLLINE, 
NNR:  10%,  2  CC  amp. 

10 

2.50 

0.4 

1K35200 

X  (l) 

MERTHIOLATE,  OPHTHALMIC  OINTMENT,  NNR: 
1  dram  in  tube. 

Dozen 

1.55 

0.2 

1K35605 

X.  . 

MERTHIOLATE,  TINCTURE,  NNR,  1:1000:. 

Pint 

.35 

2.5 

1K35610 

X.  . 

MERTHIOLATE,  TINCTURE,  NNR,  1:1000:. 

Gallon 

1.75 

1.4 

1K39700 

x(l) 

MET AP HEN  OPHTHAIMIC  OINTMENT,  NNR: 
(Butyn  2%  plus  Metaphen  1: 3000)  .  l/8 
oz.  in  tube. 

Dozen 

2.15 

0.5 

1K39610 

X.  . 

METAPHEN,  TINCTURE,  NNR,  1:200:.  .  . 

Gallon 

13.50 

0.5 

1K40300 

X.  . 

METHYLENE  BLUE,  USP: . 

£  lb 

1.20 

0.1 

1K39810 

X.  . 

METRAZOL  SOLUTION.  NNR,  1  CC  AMP:  (l 
CC  equals  0. 1  Gm)  • 

6 

.75 

0.9 

1K39803 

X.  . 

METRAZOL  SOLUTION.  NNR,  3  CC  AMP:  (l 
CC  equals  0.1  Gm)  . 

5 

1.15 

0.5 

1K40112 

X.  . 

METYCAINE  SOLUTION,  NNR:  10%,  2  CC 

100 

4.80 

0.1 

amp# 

1K40120 

X.  . 

METYCAINE  SOLUTION,  NNR:  20%,  5  CC 

25 

2.40 

0.1 

3/Dlp  • 

1K46502 

x(l) 

NEOSYNEPHRIN  HYDROCHLORIDE  JELLY,  NNR: 
£%,  5/8  oz  tube. 

12 

3.30 

0.5 

1K46506 

x(l) 

NEOSYNEPHRIN  HYDROCHLORIDE  SOLUTION, 
NNR:  1%,  sterile. 

Pint 

9.50 

0.5 

1K46520 

X  (l) 

NEOSYNEPHRIN  HYDROCHLORIDE  SOLUTION, 
NNR:  1%,  sterile,  5  CC  in  vial. 

12 

8.30 

0.1 

1K20605 

X.  . 

NIKETHAMIDE  (CORAMINE) :  1. 5  CC  of  25% 

aqueous  sterile  solution  in  ampule. 

25 

2.00 

0.4 

1K20615 

X.  . 

NIKETHAMIDE  (CORAMINE):  1.5  CC  of  25% 
aqueous  sterile  solution  in  ampule. 

100 

6.00 

0.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 


supplemental  items — continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

1K46600 

X. 

ft 

NUPERCAINAL  OINTMENT: . 

Pound 

$2.61 

0.5 

1K46700 

X. 

ft 

NUPERCAINE  (HYDROCHLORIDE),  NNR, 
POWDER:  For  preparation  of 

solutions. 

5  gm 

1.90 

1.1 

1K48505 

X. 

ft 

NUPERCAINE  SOLUTION,  NNR,  1:200,  2  CC 
AMP:  For  spinal  anesthesia. 

10 

2.05 

2.4 

1K54610 

X(6) 

PANTOPON,  20  MGM,  l/3  GR  HYPO  TAB:.  . 

20 

.50 

2.8 

1K46115 

X. 

ft 

PENTOBARBITAL  SODIUM,  NNR  (NEMBUTAL) : 
l£  Gr  in  capsule  (0. 1  Gm)  • 

500 

1.40 

1.8 

1K56700 

X. 

ft 

PENTOTHAL  SODIUM  WITH  STERILE 

DISTILLED  WATER:  1  Gm  ampule,  50  CC. 

25 

17.60 

2.7 

1K57600 

X. 

ft 

PHOSPHO-SODA,  FILET: . 

Pint 

.64 

0.6 

1K59105 

X. 

ft 

PITRESSIN  SOLUTION.  NNR,  0.5  CC  AMP 
(10  PRESSOR  UNITS) : 

100 

9.50 

0.5 

1K59103 

X. 

ft 

PITRESSIN  SOLTTTION,  NNR,  1  CC  AMP  (20 
PRESSOR  UNITS) : 

100 

18.70 

0.3 

1K60100 

X. 

ft 

PLASMOCHIN,  0.01  GM  (l/6  GR)  TAB:.  . 

500 

9.00 

4.7 

1K61100 

X. 

ft 

PONTOCAINE  COMPOUND  OINTMENT,  1-OZ: . 

Tube 

.35 

0.9 

1K62100 

X. 

ft 

PONTOCAINE  HYDROCHLORIDE  SOLUTION, 

NNR:  1  %,  2  CC  amp. 

10 

2.40 

1.4 

1K62320 

X. 

ft 

POWDER,  DEVELOPING,  X-RAY,  KODALK 

TYPE:  (q.s.  5  gals.) 

Pkg. 

1.80 

1.6 

1K66900 

X. 

ft 

PROPADRINE  HYDROCHLORIDE,  NNR,  24  MGM 
(3/8  GR),  CAPSULE: 

100 

1.75 

0.3 

1K67320 

X. 

• 

PROSTIGMINE,  PROPHYLACTIC  SOLUTION, 
1:4000:  1  CC  in  ampule. 

100 

12.15 

0.1 

1K67340 

X. 

ft 

PROSTIGMINE,  REGULAR  SOLUTION,  1:2000: 
1  CC  in  ampule. 

50 

8.10 

0.05 

1K74825 

X. 

ft 

SECONAL,  0. 1  GM  (l£  GR)  PULVULE:  .  . 

500 

9.70 

0.6 

1K74850 

X. 

ft 

SHELL  NATRON  (CARBON  DIOXIDE 

ABSORBENT) :  (16—18  ounces.)  For  use 

with  Item  93640. 

Can 

.65 

1.4 

1K75300 

X. 

ft 

SKIODAN,  STERILE  SOLUTION,  NNR,  40% 

(BY  VOLUME)  : 

50  CC 

3.00 

1.1 

1K75625 

X. 

ft 

SKIODAN,  1.0  GM  TAB,  NNR: . 

100 

13.50 

0.5 

1K75750 

X. 

ft 

SODIUM  ALURATE,  NNR,  0.12  GM  (l-3/4 

GR)  TAB: 

500 

5.50 

1.4 

1K75755 

X. 

ft 

SODIUM  ALURATE,  NNR,  0.24  GM  (3fc  GR) 
TAB: 

500 

10.00 

1.4 

1K75825 

X. 

ft 

SODIUM  AMYTAL,  NNR,  0.2  GM  (3  GR)  TAB:. 

500 

1.75 

2.0  • 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


SUPPLEMENTAL  ITEMS - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al 1 owarfce 
per  1000* 

1 

2 

3 

1K75900 

X.  . 

SODIUM  AMYTAL,  NNR,  0.5  GM  (7£  GR)  IN 
AMP: 

Ampule 

$0.65 

18.0 

1K76405 

X  (l) 

SODIUM  MORRHUATE  SOLUTION,  NNR:  5%. 

In  rubber  capped  bottle. 

30  CC 

.60 

0.4 

1K76410 

X.  . 

SODIUM  MORRHUATE  SOLUTION,  NNR:  5%. 

5  CC  in  amp. 

25 

1.70 

0.5 

1K76525 

X.  . 

SODIUM  SULAMYD.  1  GRAM.  25:  In  paper 
packets.  With  empty  l— ounce  dropper 
Dottle. 

Pkg. 

1.00 

0.1 

1K79750 

x(l) 

SUPEROXOL  (HYDROGEN  PEROXIDE)  30%: 

(lOO  Volume) .  With  label  "For 
Chemical  Use  Only". 

4  oz 

.75 

0.3 

1K80400 

X.  . 

THEOBROMINE  CALCIUM  SALICYLATE  NNR, 

0.5  GM  TAB:  (Theocalcin)  . 

500 

9.50 

0.1 

1K80300 

X.  . 

THEOBROMINE  WITH  SODIUM  SALICYLATE,  5 
GR  CAPSULE: 

100 

.80 

0.8 

1K80605 

X.  . 

THIAMIN  HYDROCHLORIDE  SOLUTION,  NNR, 

5  MGM  IN  1  CC  AMP: 

6 

.70 

3.0 

1K80610 

X.  . 

THIAMIN  HYDROCHLORIDE  SOLUTION,  NNR, 

50  MGM  PER  CC:  In  5  CC  rubber 
capped  vial. 

Vial 

.35 

0. 1 

1K86800 

X.  . 

VITAMIN  K,  WATER  SOLUBLE,  TAB  OR 
CAPSULE:  To  contain  not  less  than 

the  equivalent  of  2  mgm  of 
menadione. 

50 

.65 

1.4 

1K29600 

X.  . 

VITAMIN  K,  WATER  SOLUBLE,  IN  1  CC 
AMPULE:  To  contain  not  less  than  the 

equivalent  of  2  mgm  menadione.  For 
intravenous  use. 

6 

1.50 

1.4 

1K61500 

X.  . 

VITAMINS,  MULTIVITAMIN  CAPSULE:  100 
in  bottle.  (2  capsules  equal 
minimum  daily  requirements.) 

Bottle 

1.00 

0.1 

1K86880 

X.  . 

ZEPHIRAN  CHLORIDE  SOLUTION 
(CONCENTRATE),  10%: 

4  oz 

.17 

0.1 

1K80620 

X.  . 

ZEPHIRAN  CHLORIDE,  TINCTURE:  1:1000 
tinted. 

Gallon 

3.75 

1.1 

*-  * 

1K90000 

X.  . 

ZINC  PEROXIDE  (MEDICINAL  GRADE):.  . 

15  gm 

.36 

0.1 

Issue  While  In  Stock  Items 

1K01100 

X.  . 

ALUMINUM  HYDROXIDE:  Colloidal 
suspension. 

6  oz 

.10 

1K34610 

x(l) 

MAPHARSEN,  NNR,  0.04  GM  AMP:.  .  .  . 

10 

1.60 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


SUPPLEMENTAL  ITEMS - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

1K90020 

x(l) 

CULTURE  MEDIA 

AGAR,  (GRANULAR)  ,  BACTO: . 

Pound 

$3.00 

0.1 

1K90030 

x(l) 

BEEF,  BACTO: . 

Pound 

5.25 

0.1 

1K90040 

x(l) 

BLOOD  AGAR  BASE: . 

Pound 

12.00 

0.1 

1K90045 

x(l) 

BLOOD  SERUM,  LOEFFLER'S: . 

Pound 

6.00 

0.1 

1K90060 

x(l) 

BRAIN  HEART  INFUSION: . 

Pound 

12. 00 

0.1 

1K90070 

X  (l) 

BRILLIANT  GREEN,  BACTO:  (DBg-l) .  . 

10  gm 

2.00 

0.1 

1K90075 

x(l) 

BRILLIANT  GREEN  BILE,  2%,  BACTO: .  . 

Pound 

5.75 

0.1 

1K90095 

x(l) 

CITRATE  AGAR,  SIMMONS':.  .  .  .  . 

Pound 

6. 00 

0.1 

1K91108 

x(l) 

CRYSTAL  VIOLET,  BACTO:  (DC-l) .  .  . 

10  gm 

1. 50 

0.1 

1K91115 

x(l) 

DESOXYCHOLATE,  CITRATE  MEDIA: .  .  . 

it  lb 

2.  70 

0.1 

1K91125 

X  (l) 

DEXTROSE  AGAR,  SABOURAUD' S: .  .  .  . 

it  lb 

2.00 

0.1 

1K91130 

x(l) 

DEXTROSE  PROTEOSE  NO.  3,  AGAR,  BACTO:. 

Pound 

6.  50 

0.1 

1K91145 

x(l) 

DOUBLE  SUGAR,  RUSSELL'S: . 

Pound 

6. 50 

0.1 

1K91155 

X(1) 

EOSIN  METHYLENE  BLUE  AGAR,  BACTO:.  . 

Pound 

8.00 

0.1 

1K91160 

X  (l) 

EOSIN  Y,  BACTO:  (DE-3) . 

10  gm 

1.25 

0.1 

1K91170 

x(l) 

FUCHSIN,  BASIC,  BACTO:  (DF-5) .  .  . 

10  gm 

.75 

0.1 

1K91180 

x(l) 

GELATIN  (GRANULAR),  BACTO:.  .  .  . 

Pound 

2.50 

0.1 

1K91200 

x(l) 

HEMOGLOBIN,  BACTO: . 

Pound 

2.50 

0.1 

1K91210 

x(l) 

IRON  AGAR,  KLIGER'S,  BACTO:.  .  .  . 

Pound 

8.00 

0.1 

1K92000 

x(l) 

LACTOSE  BROTH,  BACTO:  (For  water).  . 

Pound 

7.25 

0.1 

1K92015 

x(l) 

MALTOSE,  BACTO: . 

100  gm 

2.05 

0.1 

1K92025 

x(l) 

METHYLENE  BLUE,  BACTO:  (DA-4) .  .  . 

10  gm 

.90 

0.1 

1K92035 

x(l) 

NITRATE  AGAR: . 

Pound 

8.00 

0.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

supplemental  ITEMS - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

1K92045 

X(l) 

NUTRIENT  AGAR,  BACTO:  (Standard 
methods  for  water). 

Pound 

$7.25 

0.1 

1K92050 

X(l) 

NUTRIENT  BROTH,  BACTO: . 

Pound 

8.00 

0.1 

1K92060 

x(l) 

OX-GALL,  BACTO: . 

4  lb 

.85 

0.1 

1K92070 

x(l) 

PEPTONE,  BACTO: . 

Pound 

4.85 

0.1 

1K92080 

x(l) 

PHENOL  RED  TARTRATE  AGAR,  BACTO:.  . 

4  lb 

2.25 

0.1 

1K93100 

x(l) 

SELENITE-F  (ENRICHMENT)  : . 

Pound 

6.00 

O.l 

1K93115 

X  (l) 

SKEM  MILK,  BACTO: . 

Pound 

2.10 

0.1 

1K93130 

x(l) 

SS  AGAR,  BACTO: . 

Pound 

7.25 

0.1 

1K93200 

x(l) 

THIONIN,  BACTO: . 

10  gm 

.85 

0.1 

1K93220 

x(l) 

TRYPTOSE,  BACTO: . 

Pound 

6.00 

0.1 

1K93250 

x(l) 

VEAL,  BACTO: . 

Pound 

5.25 

0. 1 

• 

\ 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


■ 


s 


. 


CLASS  1 


10000-15790.  Drugs,  Chemicals,  Biological  Stains. 
15800-19000.  Biological  Products. 

15800-16900.  Furnished  by  medical  supply  depots. 

17000-17990.  Furnished  by  Array  Medical  Center 

18000-19000.  Furnished  by  corps  area  or  department  laboratories. 


No. 

10010 

10020 

10025 

10000 

10040 

10050 

10060 

10070 

10080 

10090 

10100 

10102 

10103 

10104 

10105 

10110 

10120 

10130 

10150 

10155 

10157 

10160 

10170 

10180 

10190 

10200 

10210 

10220 

10240 

10250 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1 • — Drugs,  Chemicals,  Biological  Stains 


Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000’ 

X.  . 

ACACIA,  USP: . 

Pound 

$0.56 

3.2 

X.  . 

ACETANILID ,  USP: . 

Pound 

.39 

0.9 

x(i)W 

ACETIC  ANHYDRIDE,  CP  ANALYZED,  ACS:.  . 

4  lb 

.40 

0.2 

x.  . 

ACETONE,  ACS: . 

Pound 

.38 

9.5 

X.  . 

ACETONE,  ACS: . 

5  lbs 

1.45 

1.4 

x.  . 

ACETOPHENETIDIN,  USP: . 

Pound 

.50 

4.4 

X.  . 

ACETOPHENETIDIN,  USP,  5  GR  TAB:.  .  . 

1000 

1.35 

3.2 

X.  . 

ACID,  ACETIC,  GLACIAL,  USP:.  .  .  . 

Pound 

.31 

3.5 

X.  . 

ACID,  ACETIC,  GLACIAL,  USP:.  .  .  . 

5  lbs 

1.15 

1.1 

X.  . 

ACID,  ACETYLSALICYLIC,  USP:.  .  .  . 

Pound 

.96 

7.2 

X.  . 

ACID,  ACETYLSALICYLIC,  USP,  5  GR  TAB: 

1000 

1.21 

45.0 

X(1) 

ACID,  1  AMINO-2  NAPHTHOL— 4  SULFONIC:.. 

25  gms 

.50 

0.2 

x  (l)(7) 

ACID,  ARSENIC,  ANHYDRIDE,  TECHNICAL:.. 
Powder . 

4  lb 

.29 

0.2 

ACID,  ARSENIOUS,  ANHYDROUS,  CP  ANA¬ 
LYZED:  Powder 

4  lb 

.14 

0.2 

X.  . 

ACID,  BENZOIC,  USP: . 

Pound 

.90 

5.8 

X.  . 

ACID,  BORIC,  USP: . 

pound 

.25 

25.2 

X.  . 

ACID,  BORIC,  USP: . 

5  lbs 

.57 

5.4 

X.  . 

ACID,  BUTYRIC,  ANHYDRIDE,  REAGENT:.  . 

Ounce 

.13 

0.2 

X.  . 

ACID,  CITRIC,  USP: . 

Pound 

.56 

3.2 

X(1) 

ACID,  FORMIC,  CP  ANALYZED,  ACS:  90$ 
Liquid. 

4  lb 

.40 

0.2 

X.  . 

ACID,  HYDROBROMIC,  PURIFIED,  34$:.  . 

4  lb 

.35 

0.4 

X.  . 

ACID,  HYDROCHLORIC,  ACS: . 

Pound 

.30 

6.3 

X.  . 

ACID,  HYDROCHLORIC,  TECHNICAL:.  .  . 

6  lbs 

.85 

0.8 

X.  . 

ACID,  LACTIC,  USP:.  .  . 

Ounce 

.09 

2.7 

X.  . 

ACID,  MOLYBDIC,  ANHYDRIDE,  ACS:.  .  . 

4  lb 

1.00 

1.4 

X.  . 

ACID,  NITRIC,  ACS: . 

Pound 

.35 

5.2 

X.  . 

ACID,  NITRIC,  ACS: . 

7  lbs 

1.30 

0.4 

X.  . 

ACID,  OLEIC,  USP: . 

Pound 

.30 

0. 5— V 

x'.  . 

ACID,  OXALIC,  ACS: . 

4  lb 

.17 

1.9 

X.  . 

ACID,  OXALIC,  TECHNICAL,  CRYSTALS:  .  . 

Pound 

.17 

3.4 

3 


*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains- — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1 owance 
per  1000* 

1 

2 

3 

10255 

x(l)(^ 

ACID,  PARA-AMINOBENZOIC :  MP  187°  - 
188  °C. 

25  gms 

$0.40 

0.2 

10257 

X.  . 

ACID,  PHOSPHCMOLYBDIC: . 

25  gms 

00 

0.4 

10260 

X.  . 

ACID,  PHOSPHORIC,  ACS: . 

Pound 

.54 

1.0 

10270 

X.  . 

ACID,  PHOSPHOTUNGSTIC,  CRYSTALS, 
REAGENT: 

Ounce 

.95 

0.4 

10278 

X(7) 

ACID,  PICRIC,  CP: . 

5  gms 

.30 

0.4 

10280 

X.  . 

ACID,  PICRIC,  USP: . 

Ounce 

.13 

5.4 

10285 

X(7) 

ACID,  PYROGALLIC,  CP  ANALYZED: 
Crystals. 

Ounce 

.33 

0.4 

10300 

X.  . 

ACID,  SALICYLIC,  USP: . 

4  lb 

.17 

18.9 

10320 

X.  . 

ACID,  SULFANILIC,  ACS: . 

Ounce 

.14 

0.4 

10328 

X(3)(7) 

ACID,  SULFOSALICYLIC,  CP  ANALYZED: 
Crystals. 

4  lb 

1.85 

0.2 

10330 

X.  . 

ACID,  SULFOSALICYLIC,  REAGENT: .  .  . 

Ounce 

.35 

2.2 

10340 

X.  . 

ACID,  SULFURIC,  ACS: . 

Pound 

CO 

o 

5.2 

10360 

X.  . 

ACID,  SULFURIC,  COMMERCIAL:  66°, 
specific  gravity  1.8354,  for  clean¬ 
ing  glassware. 

5  gals 

4.00 

0.3 

10370 

X.  . 

ACID,  SULFURIC,  AROMATIC,  USP:.  .  . 

4  lb 

.26 

0.7 

10380 

X.  . 

ACID,  SULFURIC,  FUMING,  REAGENT: 

(For  nitrogen  determination). 

Pound 

.55 

0.3 

10390 

x(l) 

ACID,  SULFUROUS,  ACS: . 

Pound 

.32 

0.2 

10398 

X.  . 

ACID,  TANNIC,  POWDER,  USP:  Fluffy.  . 

Pound 

1.50 

9.5 

10400 

X.  . 

ACID,  TANNIC,  USP: . 

4  lb 

.24 

7.2 

10403 

X.  . 

ACID,  TANNIC,  OINTMENT,  USP:.  .  .  . 

Pound 

.30 

9.5 

10405 

X.  . 

ACID.  TANNIC,  OINTMENT,  10$,  WITH 
SULFADIAZINE,  5$:  Water  soluble 
base. 

4  oz 

.40 

9.5 

10410 

X.  . 

ACID,  TARTARIC,  USP,  POWDER: .... 

Pound 

.44 

1.3 

10418 

x(7) 

ACID,  TRICHLORACETIC,  CP  ANALYZED: .  . 

4  lb 

1.29 

0.4 

10420 

X.  . 

ACID,  TRICHLORACETIC,  USP:.  .  .  . 

Ounce 

.34 

2.3 

10430 

X.  . 

ACID,  URIC,  REAGENT:  (For  standard) . 

Gram 

1.00 

0.4 

10440 

X.  . 

ACRIFLAVINE,  USP: . 

Ounce 

4.00 

0.9 

10460 

X.  . 

AGAR,  BACTERIOLOGIC: . 

Pound 

3.00 

1.7 

10480 

X(6) 

ALCOHOL,  USP:  (Etbyl) . 

Quart 

.14 

20.3 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 

CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

10490 

X(6) 

ALCOHOL,  USP:  (Ethyl) . 

5  gals 

$2.06 

3.6 

10495 

X(6) 

ALCOHOL,  USP:  (Ethyl) . 

54gals 

18.09 

0.9 

10497 

X.  . 

ALCOHOL,  AMYL,  ACS:  (For  solvent)  . 

4  pt 

.31 

0.4 

10499 

X.  . 

ALCOHOL,  CAPRYLIC,  (NORMAL-SECONDARY) 
REAGENT: 

Ounce 

1.00 

0.3 

10500 

X(6) 

ALCOHOL,  DEHYDRATED,  USP: .... 

Pint 

.96 

6.8 

10510 

X.  . 

ALCOHOL,  DENATURED:  (Ethyl).  .  . 

Quart 

.  14 

27.0 

10520 

X.  . 

ALCOHOL,  DENATURED:  (Ethyl).  .  . 

5  gals 

2.06 

5.4 

10525 

X.  . 

ALCOHOL,  DENATURED:  (Ethyl).  .  . 

54gals 

18.09 

1.0 

10560 

X(2) 

ALOIN  COMPOUND,  CAPSULE: . 

Dozen 

.50 

0.8-V 

10570 

X(2) 

ALOIN  COMPOUND,  PILL  OR  TABLET:.  . 

1000 

.52 

7.7 

10585 

X  (l) 

ALUMINUM  CHLORIDE,  CP  ANALYZED : .  . 

Anhydr  ous . 

a  lb 

.  65 

0.2 

10587 

X.  . 

AMMONIUM  HYDROXIDE,  CP  ANALYZED,  ACS: 
Free  from  pyridine. 

Pound 

.53 

0.4 

10590 

X.  . 

ALUMINUM  POTASSIUM  SULFATE,  REAGENT: 

4  lb 

.08 

3.2 

10600 

X  (l) 

AMMONIA,  AROMATIC  SPIRIT,  USP:.  .  . 

Pint 

.49 

9.0 

10610 

X.  . 

AMMONIA  WATER,  STRONGER,  USP: .  .  . 

Pound 

.  19 

13.5 

10620 

X.  . 

.AMMONIUM  ACETATE,  ACS: . 

4  lb 

.30 

0.8 

10630 

X.  . 

AMMONIUM  BRCMIDE,  USP: . 

4  lb 

.18 

4.1 

10640 

X  (l) 

AMMONIUM  CARBONATE,  USP: . 

Pound 

.25 

0.8 

10650 

X.  . 

AMMONIUM  CHLORIDE,  USP: . 

Pound 

.28 

5.0 

10660 

X.  . 

AMMONIUM  CHLORIDE,  TROCHES,  USP  X: .  . 

1000 

.52 

12.6 

10665 

X.  . 

AMMONIUM  MOLYBDATE,  CP  ANALYZED: 

Fine  crystals. 

4  lb 

.62 

0.4 

10670 

X.  . 

AMMONIUM  OXALATE,  ACS: . 

4  lb 

.  16 

0.4 

10675 

X.  . 

AMMONIUM  SULFAMATE,  TECHNICAL:  .  .  . 

Pound 

.65 

0.5 

10680 

X.  . 

AMMONIUM  SULFATE,  ACS: . 

(For  nitrogen  standard). 

4  lb 

.28 

0.9 

10685 

x(7) 

AMMONIUM  THIOCYANATE,  CP  ANALYZED: 
Crystals. 

4  lb 

.59 

0.4 

10690 

X.  . 

AMYL  NITRITE,  USP,  5  MINIM,  AMP: 

10 

P  kg. 

.38 

1.7 

.  .  . 

.  .  . 

.  .  . 

10700 

X(1) 

ANILINE  FOR  MICROSCOPIC  USE,  ACS:.  . 

4  lb 

.20 

0.5 

10710 

X.  . 

ANTIMONY  AND  POTASSIUM  TARTRATE,  USP: 

Ounce 

.10 

0.9 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1- — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A]  lowance 
per  1000* 

1 

2 

3 

10720 

X.  . 

ANTIPYRINE,  USP: . 

4  lb 

$0.56 

0.6 

10730 

X(l)(6) 

APOMORPHINE  HYDROCHLORIDE,  l/lO  GR 

HYPO  TAB,  USP: 

20 

.24 

1.3 

10740 

X.  . 

ARABINOSE:  (Pectin  sugar)  .... 

10  gms 

3.50 

0.2 

10750 

x.  . 

ARECOLINE  HYDROBROMIDE,  4  GR  HYPO  TAB: 

10 

.60 

0.8-V 

10760 

X.  . 

ARSENIC  PENTOXIDE  (ACID  ARSENIC)  ,  CP: 

4  lb 

.39 

0.4 

10770 

X.  . 

ARSENIC  TRIOXIDE,  USP,  l/60  GR  TAB: . 

100 

.13 

0.8 

10780 

x.  . 

ARSENIC  TRIOXIDE,  USP,  5  GR  TAB: .  . 

100 

.  15 

0.4— V 

10820 

x.  . 

ASBESTOS  USP  REAGENT,  STANDARD:  (For 
use  in  Gooch  crucible) . 

4  lb 

.45 

0.2 

1 

10835 

1(1) 

ASCORBIC  ACID,  USP,  25  MGM  TAB 
(VITAMIN  C): 

100 

1.10 

2.3 

10840 

x.  . 

ASP3DIUM,  USP: . 

Ounce 

.30 

0.5 

10845 

1(1) 

ATABRINE  TABLETS,  100  MGM:  .... 

100 

3.00 

5.6 

10850 

X.  . 

ATROPINE  SULFATE,  USP: . 

1/8  oz 

.92 

1.3 

10860 

X.  . 

ATROPINE  SULFATE,  USP,  l/l50  GR  HYPO 
TAB: 

20 

.25 

18.0 

10870 

x.  . 

ATROPINE  SULFATE,  USP,  4  GR  HYPO  TAB: 

10 

.07 

0.7-V 

10880 

x.  . 

AZOCHLORAMID:  In  triacetin  (l:500). 

Quart 

4.55 

4.5 

10900 

x(l) 

BALSAM  CANADA  TURPENTINE,  USP  REAGENT, 
70%  IN  XYLENE,  ACS  STANDARD,  PAPER 
FILTERED: 

Ounce 

.22 

0.7 

10930 

x.  . 

BARIUM  CHLORIDE,  ACS: . 

4  lb 

.12 

0.7 

10940 

x.  . 

BARIUM  HYDROXIDE,  ACS: . 

4  lb 

.20 

0.5 

10950 

x.  . 

BARIUM  NITRATE,  ACS: . 

Ounce 

.06 

0.3 

10960 

x.  . 

BARIUM  SULFATE,  USP:  (For  x-ray  use) . 

4  lb 

.09 

8.9 

10970 

x.  . 

BARIUM  SULFATE,  USP:  (For  x-ray  use). 

10  lbs 

1.25 

3.1 

10980 

X  (l) 

BEEF  EXTRACT,  NF  VI: . 

4  lb 

.40 

1.0 

10986 

x.  . 

BENZENE,  ACS: . 

4  lb 

.20 

3.4 

10990 

x.  . 

BENZIDINE,  USP  REAGENT:  (For  blood 
test)  . 

Ounce 

.75 

1.1 

11020 

x.  . 

BILE,  POWDER:  (For  culture  media) . 

4  lb 

.38 

6.3 

11040 

X.  . 

BISMUTH  SUBCARBONATE,  USP: .... 

Pound 

2.95 

4.5 

11060 

X.  . 

BISMT7TH  SUBNITRATE,  USP: . 

Pound 

1.60 

5.0 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  1- — Drugs,  Chemicals,  Biological  Stains - continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A] 1 owance 
per  1000* 

1  ' 

2 

3 

10720 

x.  . 

ANTIPYRINE,  USP: . 

£  lb 

$0.56 

0.6 

10730 

X(l)(6) 

APOMORPHINE  HYDROCHLORIDE,  l/lO  GR 

HYPO  TAB,  USP: 

20 

.24 

1.3 

10740 

X.  . 

ARABINOSE:  (Pectin  sugar)  .... 

10  gms 

3.50 

0.2 

10750 

x.  . 

ARECOLINE  HYDROBROMIDE,  £  GR  HYPO  TAB: 

10 

.60 

0.8-V 

10760 

X.  . 

ARSENIC  PENTOXIDE  (ACID  ARSENIC)  ,  CP: 

£  lb 

.39 

0.4 

10770 

X.  . 

ARSENIC  TRIOXIDE,  USP,  l/60  GR  TAB: . 

100 

.13 

0.8 

10780 

x.  . 

ARSENIC  TRIOXIDE,  USP,  5  GR  TAB: .  . 

100 

.  15 

0.4— V 

10820 

X  •  • 

ASBESTOS  USP  REAGENT,  STANDARD:  (For 

use  in  Gooch  crucible)  . 

£  lb 

.45 

0.2 

10835 

1(1) 

ASCORBIC  ACID,  USP,  25  MGM  TAB 
(VITAMIN  C): 

100 

1.10 

2.3 

10840 

x.  . 

ASPIDIUM,  USP: . 

Ounce 

.30 

0.5 

10845 

x(i) 

ATABRINE  TABLETS,  100  MGM:  .... 

100 

3.00 

5.6 

10850 

x.  . 

ATROPINE  SULFATE,  USP: . 

1/8  oz 

.92 

1.3 

10860 

X.  . 

ATROPINE  SULFATE,  USP,  l/l50  GR  HYPO 
TAB: 

20 

.25 

18.0 

10870 

x.  . 

ATROPINE  SULFATE,  USP,  £  GR  HYPO  TAB: 

10 

.07 

0.7-V 

10880 

x.  . 

AZOCHLORAMID:  In  triacetin  (l:500). 

Quart 

4.55 

4.5 

* 

10900 

X(l) 

BALSAM  CANADA  TURPENTINE,  USP  REAGENT, 
70%  IN  XYLENE,  ACS  STANDARD,  PAPER 
FILTERED: 

Ounce 

.22 

0.7 

10930 

X.  . 

BARIUM  CHLORIDE,  ACS: . 

£  lb 

.12 

0.7 

10940 

X.  . 

BARIUM  HYDROXIDE,  ACS: . 

£  lb 

.20 

0.5 

10950 

x.  . 

BARIUM  NITRATE,  ACS: . 

Ounce 

.06 

0.3 

10960 

x.  . 

BARIUM  SULFATE,  USP:  (For  x-ray  use) . 

£  lb 

.09 

8.9 

10970 

x.  . 

BARIUM  SULFATE,  USP:  (For  x-ray  use). 

10  lbs 

1.25 

3.1 

10980 

X(l) 

BEEF  EXTRACT,  NF  VI: . 

£  lb 

.40 

1.0 

10986 

x.  . 

BENZENE,  ACS: . 

£  lb 

.20 

3.4 

10990 

X.  . 

BENZIDINE,  USP  REAGENT:  (For  blood 
test)  . 

Ounce 

.75 

1.1 

11020 

X.  . 

BILE,  POWDER:  (For  culture  media) . 

£  lb 

.38 

6.3 

11040 

x.  . 

BISMUTH  SUBCARBONATE,  USP: .  .  .  . 

Pound 

2.95 

4.5 

11060 

X.  . 

BISMUTH  SUBNITRATE,  USP: . 

Pound 

1.60 

5.0 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1- — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A]  1  owance 
per  1000* 

1 

2 

3 

11063 

X(2) 

BISMUTH  SUBSALICYLATE,  USP,  FOR 
PARENTERAL  INJECTION:  (Ant i-syphili- 
tic)  ,  60  CC  bottle.  Sterile. 

Each 

$1.00 

14.4 

11080 

X.  . 

BROMINE,  ACS: . 

Ounce 

.36 

0.5 

11085 

x.  . 

BT7TYN,  NNR,  3  GR  HYPO  TAB:  .... 

10 

1.65 

1 . 8— V 

11087 

X.  . 

CAFFEINE,  CITRATED,  USP: . 

4  lb 

.75 

3.8 

11090 

X.  . 

CAFFEINE,  WITH  SODIUM  BENZOATE,  USP:  . 

4  lb 

.  .80 

2.2 

11100 

x.  . 

CAFFEINE  WITH  SODIUM  BENZOATE,  USP, 

1  GR  TAB: 

100 

.  12 

1.7 

11105 

X.  . 

CAFFEINE  WITH  SODIUM  BENZOATE,  7.5  GR 
AMP: 

Dozen 

.50 

3.6 

11110 

X.  . 

CALAMINE,  PREPARED,  NF  VI: .  .  .  . 

Pound 

.28 

10.1 

11138 

X.  . 

CALCIUM  CARBONATE  (ICELAND  SPAR  FOR 
STANDARD) : 

4  lb 

.62 

0.4 

11140 

X.  . 

CALCIUM  CARBONATE,  PRECIPITATED,  USP: 

Pound 

.  12 

5.5 

11150 

x.  . 

CALCIUM  CARBONATE  (MARBLE  CHIPS)  :  .  . 

Pound 

.25 

0.3 

11160 

X.  . 

CALCIUM  CHLORIDE,  USP:  (For  internal 
administration  and  drying  gases). 

4  lb 

.17 

1.6 

11165 

x.  . 

CALCIUM  CHLORIDE,  USP  (10  CC  AMP,  10$: 

Dozen 

1.00 

0.8 

11170 

x.  . 

CALCIUM  CHLORIDE,  TECHNICAL,  LUMPS: 

(For  desiccators)  . 

Pound 

.29 

0.8 

11175 

X.  . 

CALCIUM  GLUCONATE,  (10  CC  AMP,  10$: 

Dozen 

1.20 

0.4 

11177 

X.  . 

CALCIUM  GLUCONATE,  USP: . 

4  lb 

.26 

3.5 

11180 

X.  . 

CALCIUM  HYDROXIDE,  USP: . 

4  lb 

.50 

1.0 

11187 

x.  . 

CALCIUM  OXIDE,  NF  VI: . 

4  lb 

.  10 

1.6 

11190 

x.  . 

CAMPHOR,  USP: . 

Pound 

2.40 

6.3 

11200 

X.  . 

CAMPHOR,  USP,  3  GR  AMP  IN  OLIVE  OIL, 
USP,  1  CC,  STERILE: 

Dozen 

.33 

1.8 

11210 

X.  . 

CAMPHOR,  USP,  364  GR  AMP  IN  OLIVE  OIL, 
USP,  10  CC,  STERILE: 

Dozen 

1.05 

1 .4— V 

11220 

X(2)(6) 

CAMPHOR  AND  OPIUM,  PILL  OR  TABLET: .  . 

500 

2.85 

2.0 

11230 

x.  . 

CANTHARIDES,  USP,  PCWDER: . 

Ounce 

.30 

0.5 

‘Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL *DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1 • — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

11250 

X.  . 

CAPSICUM,  USP: . 

Ounce 

$0.06 

0.2 

11260 

X.  . 

CARBON  DISULFIDE,  ACS: . 

Pound 

.30 

0.5 

11270 

X.  . 

CARBON  TETRACHLORIDE ,  USP: .... 

it  lb 

.13 

7.7 

11290 

X.  . 

CASCARA  SAGRADA  EXTRACT,  USP,  2  GR 

TAB: 

1000 

1.60 

3.8 

11300 

x.  . 

CEDARWOOD  OIL  (CLEARING)  ,  USP  REAGENT: 
Refractive  index  about  1.504  at 

20°  C. 

it  lb 

10 

00 

0.8 

11310 

X.  . 

CEDARWOOD  OIL  (IMMERSION),  USP 

REAGENT:  Refractive  index  exactly 

1.515  at  18  C. 

Ounce 

.15 

3.8 

11325 

x.  . 

CERIUM  OXALATE,  NF  VI: . 

it  lb 

.  12 

0.5 

11330 

X.  . 

CHALK,  PREPARED,  USP: . 

Pound 

.07 

2.3 

11350 

x.  . 

CHARCOAL,  ACTIVATED,  USP,  POWDER: .  . 

Pound 

.18 

0 .4— V 

11370 

X(1) 

CHLORAL  HYDRATE,  USP: . 

it  lb 

.34 

1.4 

11380 

x(l) 

CHLOROFORM  (FOR  ANESTHESIA)  :  .  .  . 

it  lb 

.  14 

5.6 

11390 

X.  . 

CHLOROFORM  (NOT  FOR  ANESTHESIA) ,  USP: 

Pound 

.25 

16.2 

11395 

X.  . 

CHOLESTEROL: . 

10  gms 

.40 

0.4 

11400 

X.  . 

CHROMIUM  TRIOXIDE,  USP: . 

Ounce 

.19 

2.6 

11420 

x.  . 

CHRYSAROBIN,  USP: . 

Ounce 

.29 

1.4 

11430 

x.  . 

COAL  TAR,  CRUDE  (PIX  CARBONIS) ,  NF:  . 

Pound 

.40 

4.5 

11440 

X.  . 

COBALT  CHLORIDE,  USP  REAGENT:.  .  . 

Ounce 

.27 

0.8 

11443 

X(l)(7) 

COBALT  (OUS)  SULFATE,  CP  ANALYZED: 
Crystals. 

Ounce 

.20 

0.2 

11450 

X(6) 

COCAINE  HYDROCHLORIDE,  USP:.  .  .  . 

it  oz. 

2.05 

5.8 

11480 

X(6) 

CODEINE  SULFATE,  USP: . 

Ounce 

6.20 

6.8 

11490 

X(6) 

CODEINE  SULFATE,  USP,  £  GR  TAB: .  . 

500 

4.4-5 

8.6 

11495 

X(6) 

CODEINE  SULFATE,  USP,  £  GR  HYPO  TAB: . 

20 

.60 

18.0 

11500 

x(i) 

COLLODION,  USP: . 

Ounce 

.07 

22.5 

,  .  , 

11505 

X.  . 

COMPOUND  CATHARTIC,  PILL  OR  TABLET, 

NF  VI: 

1000 

.84 

6.3 

11520 

X.  . 

COPPER  FOIL,  USP  REAGENT: .... 

Ounce 

.  12 

0.2 

11530 

X.  . 

COPPER  OXIDE,  ACS: . 

Ounce 

.10 

0.1 

11560 

x.  . 

CREATININE  AND  ZINC  CHLORIDE,  REAGENT: 
(For  standard)  . 

0.5  gm 

.18 

0.3 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


r 


\  i 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

11570 

X.  . 

CREOSOTE,  USP: . 

Ounce 

$0.08 

4.5 

11590 

X.  . 

CRESOL,  SAPONATED  SOLUTION:  (Cresol 
compound,  solution)  for  surgical  use. 

Quart 

.42 

8.6 

11600 

X.  . 

CRESOL,  SAPONATED  SOLUTION:  (Cresol 
compound  solution)  for  disinfection, 
veterinary,  etc. 

5  gals 

5.24 

14.9 

11615 

X.  . 

CUPRIC  SULFATE,  USP: . 

Pound 

.32 

2.3 

11620 

X.  . 

DEXTRIN,  BACTERIOLOGIC:  Alcohol  pre¬ 
cipitated. 

lOOgms 

.12 

0.2 

11630 

X.  . 

DEXTROSE,  USP: . 

Pound 

.24 

4.7 

11640 

X.  . 

DEXTROSE,  BACTERIOLOGIC  (GLUCOSE), 
ANHYDROUS,  PCWDER: 

i  lb 

.45 

0.8 

11645 

X.  . 

DEXTROSE,  10%  IN  STERILE  DISTILLED 
WATER:  For  intravenous  use. 

1000c c 

.54 

6.3 

11650 

X.  . 

DEXTROSE,  5%  IN  PHYSIOLOGICAL  SODIUM 
CHLORIDE  SOLUTION:  For  intravenous 
use. 

lOOOcc 

.45 

12.6 

11660 

x(l) 

DIGITALIS,  TAB  OR  CAPSULE,  £  USP  XII 
UNIT:  Approx.  5  gr. 

100 

.35 

1.1 

11665 

x(l) 

DIGITALIS,  TAB  OR  CAPSULE,  1  USP  XII 
UNIT:  Approx.  l£  gr. 

100 

.35 

1.5 

11675 

x(l) 

DIGITALIS  HYPO  SOLUTION,  1  AMPULE 
EQUALS  1  USP  XII  UNIT:  Approx.  l£ 
gr.  Purified  aqueous  extract,  amp. 

Dozen 

.70 

3.4 

11679 

x(l) 

DIGITALIS  TINCTURE,  USP: . 

Ounce 

.10 

4.1 

11680 

X.  . 

DIMETHYLAMINOAZOBENZENE ,  REAGENT: .  . 

10  gms 

.38 

0.4 

11685 

X.  . 

D IMETHYL-A-NAPHT  HYLAMINE : . 

25  gms 

1.00 

0.6 

11687 

x(7) 

DIMETHYI^p-PHENYLENEDIAMINE  HYDRO¬ 
CHLORIDE: 

5  gms 

.40 

0.4 

11690 

X.  . 

D IPHENYLAMINE ,  REAGENT; . 

Ounce 

.06 

0.2 

11700 

X.  . 

DULCITOL: . 

10  gms 

4.00 

0.2 

11710 

X.  . 

EMETINE  BISMUTH  IODIDE,  1  GR  TAB:  .  . 

36 

1.92 

0.2 

11720 

X.  . 

EMETINE  HYDROCHLORIDE,  USP,  l/3  GR 
HYPO  TAB: 

20 

.70 

1.4 

11730 

X.  . 

EMETINE  HYDROCHLORIDE,  USP,  £  GR  IN  1 
CC  STERILE  SOLUTION,  IN  AMPULE: 

6 

.50 

5.9 

11745 

X.  . 

EPHEDRINE,  USP:  Alkaloid.  .  .  . 

Ounce 

4.25 

0.8 

11747 

X  (l) 

EPHEDRINE  SULFATE,  NF  VI,  1  CC  AMP., 
3/4  GR: 

Dozen 

.60 

2.9 

11749 

x(l) 

EPHEDRINE  SULFATE,  USP: . 

Ounce 

1.85 

3.6 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

11750 

X(l) 

EPINEPHRINE  HYDROCHLORIDE,  USP, 

Ounce 

$0.26 

7.9 

SOLUTION; 

11760 

x(l) 

EPINEPHRINE  SOLUBLE  SALT,  3/200  GR 
HYPO  TAB:  1  tab  in  1  CC  makes  0.1% 

20 

.25 

7.7 

solution. 

11780 

X  (l) 

ERGOT,  1  CC:  Equal  to  1  CC  fl  ex 
erg ox,  USP. 

CC 

.04 

2.9 

11790 

x(l) 

ETHER  (FOR  ANESTHESIA)  : . 

4-  lb 

.10 

99.0 

11793 

X  (l)ft 

ETHER,  PETROLEUM,  CP  ANALYZED:  BP 
35°-&06  C. 

Pound 

.50 

0.2 

11800 

X  (l) 

ETHYL  CHLORIDE,  USP: . 

3  oz 

.40 

7.9 

11810 

X(6) 

ETHYLMORPHINE  HYDROCHLORIDE,  USP: .  . 

l/8  oz 

1.30 

0.5 

11820 

X  (l) 

ETHYL  NITRITE,  SPIRIT,  USP: .... 

Pound 

.53 

1.6 

11830 

X.  . 

EUCALYPTOL,  USP: . 

Ounce 

.10 

6.9 

11840 

X.  . 

EUGENOL,  USP: . 

Ounce 

.28 

9.0 

• 

. 

.  .  . 

.  .  . 

11850 

X.  . 

EXTRACT  BELLADONNA,  POWDERED ,  USP:. 

Ounce 

.  16 

1.1 

11880 

X.  . 

EXTRACT  HYOSCYAMUS,  POWDERED ,  USP: . 

Ounce 

1.70 

0.7 

11885 

X.  . 

FERRIC  AND  AMMONIUM  CITRATES,  USP: . 

Ounce 

.10 

6.5 

11890 

X.  . 

FERRIC  AMMONIUM  SULFATE,  ACS:.  .  . 

4  lb 

.17 

0.4 

11900 

X.  . 

FERRIC  CHLORIDE,  ACS: . 

i  1b 

.  15 

1.1 

11905 

X.  . 

FERRIC  CHLORIDE,  USP,  SOLUTION:.  . 

Pint 

.95 

3.2 

11910 

X.  . 

FERRIC  PHOSPHATE  SOLUBLE,  USP  X:  .  . 

Pound 

1.30 

0.5 

11930 

X.  . 

FERROUS  SULFATE,  DRIED,  USP:.  .  . 

£  lb 

.  11 

2.4 

11933 

X.  . 

FERROUS  SULFATE,  5  GR  TAB:  Plain.  . 

1000 

1.05 

3.6 

11935 

X.  . 

FERROUS  SULFIDE,  STICKS: . 

Pound 

.24 

0.4 

11945 

X.  . 

FL  EX  BELLADONNA  ROOT,  USP: .... 

4  pt 

.23 

1.5— V 

11960 

X.  . 

FL  EX  CASCARA  SAGRADA,  AROMATIC,  USP: 

Pint 

.47 

31.5 

11980 

X  (l) 

FL  EX  ERGOT,  USP: . 

Ounce 

.  16 

5.4 

11990 

X.  . 

FL  EX  GENTIAN,  USP  IX: . 

Pint 

.55 

0.5-V 

12000 

X.  . 

FL  EX  GINGER,  USP: . 

£  pt 

.28 

00 

o 

12005 

X.  . 

FL  EX  GLYCYRRHIZA,  USP: . 

Pint 

1.00 

3.7 

12010 

X.  . 

FL  EX  IPECAC,  USP: . 

4  pt 

.38 

2.3 

12015 

X.  . 

FL  EX  NUX  VOMICA,  USP  IX: .  .  .  . 

Pint 

.63 

0.5-V 

12030 

X.  . 

FLUORESCEIN,  SOLUBLE,  USP: .... 

Ounce 

.29 

0.2 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  !• — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A]  1  owance 
per  1000* 

1 

2 

3 

12040 

x.  . 

FOOT  POWDER: . 

4  lb 

$0.05 

405.0 

12050 

x.  . 

FORMALDEHYDE  SOLUTION,  USP:  .... 

Quart 

.24 

7.9 

12070 

X.  . 

FORMALDEHYDE  SOLUTION  FOR  COLLOIDAL 
GOLD,  NEUTRAL,  REAGENT: 

Pound 

.50 

0.3 

12100 

X.  . 

GALACTOSE  (LACTOGLUCOSE)  . . 

Ounce 

.50 

0.3 

12120 

x«  • 

GELATIN,  GRANULAR:  (For  culture 
media) . 

Pound 

1.48 

0.5 

12130 

x.  . 

GENTIAN,  USP,  POWDER: . 

Pound 

.29 

0.2-V 

GENTIAN  VIOLET: . 

(See 

15270 

&  15370) 

12135 

x.  . 

GENTIAN  VIOLET  POWDER,  MEDICINAL:  .  . 

Pound 

1.00 

0.4 

12180 

x.  . 

GLYCERIN,  USP: . 

Pound 

.23 

25.0 

12190 

x.  . 

GLYCERIN,  USP: . 

10  lbs 

1.64 

8.1 

12200 

x.  . 

GLYCERYL  TRINITRATE,  SPIRIT,  USP: .  . 

Ounce 

.  17 

0.4 

12210 

x.  . 

GLYCERYL  TRINITRATE,  l/lOO  GR  HYPO 

TAB: 

20 

.  15 

4.5 

12220 

x.  . 

GLYCERYL  TRINITRATE,  l/lO  GR  HYPO  TAB: 

10 

.45 

o.i-v 

12230 

X(2)(6) 

GLYCYRRHIZA  AND  OPIUM  COMPOUND  MIX¬ 
TURE,  USP,  TAB: 

1000 

.54 

3.6 

12250 

X.  . 

GLYCYRRHIZA  COMPOUND  POWDER,  USP  X: . 

GOLD  CHLORIDE  REAGENT  GRADE:  (For 

(See 

Gram 

14035) 

.60 

1.0 

colloidal  gold) . 

12252 

X.  . 

GOLD  CHLORIDE,  YELLOW:  15  Gr.  .  . 

Tube 

1.12 

0.9 

12275 

x.  . 

HEXYLRESORCINOL,  0.15  GM  CAPSULE,  NNR: 
Solution  in  olive  oil. 

100 

5.10 

0.8 

12280 

X#  • 

HQMATROPINE  HYDROBROMIDE,  USP:.  .  . 

15  grs 

.54 

3.2 

12290 

X(l) 

HYDROGEN  PEROXIDE,  SOLUTION,  USP:.  . 

Pound 

.14 

21.6 

12291 

x(l) 

HYDROGEN  PEROXIDE,  SOLUTION,  8%: .  . 

Pound 

.35 

21.6 

12300 

X.  . 

HYDROQUINONE: . 

100  gms 

.40 

3.6 

12310 

X.  . 

(ichthyol)  BITUMEN  SULFONATUM,  NF  VI: 

4  lb 

.18 

9.8 

12315 

x.  . 

INDIGO  CARMINE:  5  CC  ampules  of  0.8$ 
solution  for  intravenous  use  as  renal 
function  test. 

10 

1.35 

0.6 

12320 

X.  . 

INOSITE  (MEAT  SUGAR): . 

Gram 

1.25 

0.3 

12325 

X(1) 

INSULIN,  PROTAMINE  ZINC:  40  units  per 
CC,  in  10  CC  vial  (400  units)  . 

10  CC 

.80 

4.1 

12330 

x(l) 

INSULIN,  U-20:  20  units  per  CC,  in 

10  CC  ampule  (200  units)  . 

10  CC 

.41 

4.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 
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MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

12335 

X(l) 

INSULIN,  U-40:  40  units  per  CC,  in 

10  CC  ampule  (400  units)  . 

10  CC 

$0.71 

3.4 

12340 

X.  . 

INULIN: . 

10  gins 

.22 

0.2 

12350 

x.  . 

IODINE,  USP: . 

4  lb 

1.19 

10.1 

12380 

x.  . 

IODOFORM,  USP: . 

4  lb 

1.34 

4.5 

12387 

X.  . 

IODOPHTHALEIN,  SOLUBLE,  USP,  FOR  ORAL 
USE: 

lOOgms 

4.00 

6.3 

12390 

X.  . 

IPECAC,  USP,  POWDER: . 

Ounce 

.  17 

0.5 

12400 

X(6) 

IPECAC  AND  OPIUM  POWDER,  USP: .  .  . 

4  lb 

.88 

0.9 

12410 

X(6) 

IPECAC  AND  OPIUM  POWDER,  USP,  5  GR 

TAB: 

500 

1.54 

2.3 

12420 

X.  . 

IRON  WIRE,  REAGENT,  STANDARD: .  .  . 

Ounce 

.30 

0.1 

12430 

x(l) 

IRON  CACODYLATE,  0.03  GM.  IN  1  CC  DIS¬ 
TILLED  WATER:  (Sterile). 

0 . 03gm 

.04 

2.7 

12450 

X.  . 

JACK  BEAN  MEAL: . 

4  lb 

.29 

0.2 

12452 

X.  . 

JELLY,  LUBRICATING:  4-ounce.  .  .  . 

Tube 

.  15 

13.5 

12460 

X.  . 

LACMOID: . 

10  gms 

1.50 

0.2 

12470 

x.  . 

LACTOSE,  USP: . 

Pound 

.26 

1.8 

12480 

x»  • 

LACTOSE,  BACTERIOLOGIC: . 

4  lb 

.35 

1.4 

12485 

x(l) 

LARD,  BENZOINATED,  USP: . 

Pound 

.32 

1.8 

12490 

X.  . 

LEAD  ACETATE,  ACS: . 

Pound 

.23 

4.7 

12520 

x.  . 

LEVULOSE  (FRUCTOSE)  : . 

10  gms 

2.90 

0.2 

12533 

X(7) 

LITHIUM  CARBONATE,  CP  ANALYZED: 

Powder. 

4  lb 

.  85 

1.8 

12535 

X.  . 

LITHIUM  CITRATE,  NF  YI: . 

Ounce 

.20 

0.4 

12537 

X.  . 

LITHIUM  OXALATE,  CP: . 

4  lb 

.80 

1.8 

12539 

x.  . 

LITHIUM  SULFATE,  CP  ANALYZED: 

Granular. 

4  lb 

.85 

1.8 

12565 

X.  . 

LIYER,  PURIFIED  EXTRACT,  USP  50  UNITS: 
For  parenteral  use. 

10  CC 

.60 

18.0 

12610 

x.  . 

MAGNESIUM  CARBONATE,  USP: . 

Pound 

.19 

2.3 

12620 

x.  . 

MAGNESIUM  OXIDE,  HEAVY,  USP: .... 

Pound 

.39 

3.2 

12630 

x.  . 

MAGNESIUM  SULFATE,  ACS: . 

Ounce 

.  12 

0.6 

12640 

x.  . 

MAGNESIUM  SULFATE,  USP: . 

4  lbs 

.40 

22.5 

12650 

X#  • 

MAGNESIUM  SULFATE,  USP: . 

50  lbs 

1.99 

2.3 

*  Deteriorating  items  -  1, 000  men  lor  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

12670 

X(l)(7) 

d-MANNITE,  CP: . 

lOOgms 

SO.  65 

1.0 

12690 

X.  . 

MENTHOL,  USP: . 

Ounce 

.32 

15.1 

12700 

X.  . 

MERCURIAL  OINTMENT,  MILD,  USP:  .  .  . 

Pound 

.50 

9.8 

12723 

X(7) 

MERCURIC  CYANIDE,  CP  ANALYZED:  Powder 

4  lb 

1.50 

1.8 

12725 

X.  . 

MERCURIC  CYANIDE  TABLET: . 

100 

.75 

0.6 

12730 

X.  . 

MERCURIC  IODIDE,  RED,  USP  X:.  .  .  . 

Ounce 

.33 

1.5 

12740 

X.  . 

MERCURIC  OXIDE,  RED,  REAGENT:.  .  . 

4  lb 

.65 

0.2 

12750 

X.  . 

MERCURIC  OXIDE,  YELLOW,  OINTMENT,  USP: 

4  oz 

.04 

45.0 

12780 

X.  . 

MERCUROUS  CHLORIDE,  MILD,  USP:.  .  . 

4  lb 

.35 

2.6 

12790 

X.  . 

MERCUROUS  CHLORIDE,  MILD,  USP,  l/lO 

GR  TAB: 

100 

.  12 

2.4 

12800 

X.  . 

MERCUROUS  CHLORIDE,  MILD,  USP,  £  GR 
TAB: 

1000 

1.00 

1.3 

12820 

x.  . 

MERCUROUS  CHLORIDE  OINTMENT,  MILD, 

1  LB: 

Pound 

1.06 

18.0 

12830 

X.  . 

MERCURY,  USP: . 

4  lb 

.54 

13.9 

12840 

X.  . 

MERCURY,  USP: . 

5  lbs 

9.40 

0.2 

12850 

X-  • 

MERCURY,  AMMONIATED  OINTMENT,  USP:. 

Pound 

.50 

10.4 

12852 

X.  . 

MERCURY  BICHLORIDE,  USP: . 

4  lb 

.35 

1.3 

12854 

X.  . 

MERCURY  BICHLORIDE,  LARGE  POISON  TAB, 
USP: 

250 

.  14 

9.0 

12855 

X.  . 

MERCURY  SUCCINIMIDE,  USP,  l/6  GR  AMP: 

Dozen 

.40 

0.4 

12859 

X.  . 

METHANOL,  ACS: . 

Pound 

.18 

6.3 

12860 

X.  . 

METHENAMINE,  USP: . 

4  lb 

.30 

1.8 

12870 

X.  . 

METKENAMINE,  USP,  5  GR  TAB: .  .  .  . 

1000 

.60 

5.5 

12890 

X.  . 

METHYL  RED,  USP  INDICATOR: .... 

Ounce 

.38 

0.1 

12900 

X.  . 

METHYL  SALICYLATE,  USP: . 

4  lb 

.14 

14.4 

12940 

X(6) 

MORPHINE  SULFATE,  USP: . 

Ounce 

7.65 

0.1 

12950 

X(6) 

MORPHINE  SULFATE,  USP,  l/8  GR  HYPO 

TAB: 

20 

.08 

69.6 

.  .  . 

•  •  • 

.  .  . 

12955 

X(6) 

MORPHINE  SULFATE,  USP,  £  GR  HYPO  TAB: 

20 

.  14 

6.8 

12960 

X(6) 

MORPHINE  SULFATE,  USP,  2  GR  HYPO  TAB: 

10 

.40 

o.i-v 

12970 

X.  . 

MUSTARD,  BLACK,  USP: . 

4  lb 

.07 

0.8 

12980 

X.  . 

NAPHTHALENE  FLAKES:  Commercial. 

Pound 

.05 

15.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1  lowance 
per  1000* 

1 

2 

3 

12987 

X(l) 

N(  1-NAPHTHYL)  ETHYLENE DIAMINE  DIHY¬ 
DROCHLORIDE: 

lOgms 

$12.50 

0.9 

12990 

X.  . 

NAPHTHYLAMINE  (ALPHA),  HYDROCHLORIDE, 
REAGENT: 

25gms 

.35 

0.1 

13015 

X.  . 

NICOTINIC  ACID  AMIDE,  NNR,  50  MGM  TAB: 

100 

.30 

2.7 

13020 

X.  . 

NORMAL  SALINE  SOLUTION,  TAB:  3  tab¬ 
lets  per  liter  make  0.6%,  solution. 

Not  to  be  used  for  preparation  of  in¬ 
travenous  solutions. 

100 

.18 

6.3 

13030 

X.  . 

NUTROSE  BACTERIOLOGIC: . 

lOgms 

1.75 

0.1 

13040 

X.  . 

NUX  VOMICA,  USP: . 

4  lb 

.09 

0.5-V 

13050 

X.  . 

OIL,  ANISE,  USP: . 

Ounce 

.10 

1.5 

13060 

X.  . 

OIL  OF  CADE  (JUNIPER  TAR)  ,  USP:  .  .  . 

Ounce 

.05 

1.0 

13070 

X.  . 

OIL,  CASTOR,  USP: . 

Gallon 

1.24 

8.6 

13080 

X.  . 

OIL,  CHENOPGDIUM,  USP:  5  minims  in 
globules. 

100 

1.40 

0.5 

13085 

X.  . 

OIL,  CHENOPODIUM,  USP: . 

4  pt 

.84 

1.1-V 

13090 

X.  . 

OIL,  CINNAMON,  USP: . 

Ounce 

.11 

1.4 

13100 

x(l) 

OIL,  COD-LIVER,  USP: . 

Pint 

.27 

11.3 

13110 

X.  . 

OIL,  CORIANDER,  USP: . 

Ounce 

.38 

0.6 

13120 

X.  . 

OIL,  COTTONSEED,  USP: . 

Gallon 

1.86 

5.0 

13130 

X.  . 

OH,  LEMON,  USP: . 

Ounce 

.16 

2.0 

13140 

X.  . 

OIL,  LINSEED,  USP: . 

Gallon 

1.25 

1.8-V 

13150 

X.  . 

OIL,  OLIVE,  USP: . 

Quart 

.62 

8.1 

13160 

X.  . 

OIL,  ORANGE,  USP: . 

Ounce 

.16 

3.6 

13170 

X.  . 

OIL,  PEPPERMINT,  USP: . 

Ounce 

.28 

5.0 

13180 

X.  . 

OIL,  SANTAL,  USP: . 

Ounce 

.58 

0.9 

13190 

X.  . 

OIL,  TAR,  RECTIFIED,  USP: . 

Pound 

.28 

1.0-V 

13200 

X.  . 

OIL,  THEGBROMA,  USP: . 

4  lb 

.17 

3.2 

13205 

X.  . 

OIL.  THECBROMA,  MODIFIED:  1  oz.  in 
tube . 

Tube 

.15 

3.8 

13210 

X.  . 

OIL,  THEOBROMA  STICKS: . 

4  lb 

.30 

1.8 

13220 

X.  . 

OIL,  TURPENTINE,  USP: . 

Quart 

.42 

17.9 

.  .  . 

.  .  . 

.  .  . 

13230 

x(6) 

OPIUM,  USP: . 

Ounce 

.66 

0.8 

13240 

X.  . 

ORTHOFORM,  NNR: . 

Ounce 

4.00 

0.3 

' 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  !• — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

13250 

X.  . 

ORTHOTOLUIDINE,  RECRYSTALLIZED, 
REAGENT: 

Ounce 

$0.49 

1.0 

13255 

x(i) 

PARA-AMINODIMETHYLANLLINE 
MONOHYDROCHLOR IDE : 

10  gms 

.40 

0.5 

13256 

x(l) 

PARA-DICHLOROBENZENE,  CRYSTALS: .  . 

500  gms 

.25 

0.5 

13257 

x(l) 

PARA-D IMETHYLAMINOB  EN Z ALDEHYDE :  .  . 

10  gms 

.60 

0.5 

13260 

X.  . 

PAPER  pH  INDICATOR,  STRIPS:  Sodium 
dinixrophenylazonaphthol  disulfonate 
paper  for  determining  pH  between  4.5 
and  7.5,  with  color  chart. 

100 

.10 

6.8 

13270 

X.  . 

PARAFFIN,  REFINED,  FOR  HISTOLOGICAL 
AND  PHARMACEUTICAL  USE,  MP  54.4  - 
56. 1°C: 

Pound 

.16 

4.5 

13275 

X.  . 

PARAFFIN,  REFINED,  FOR  HISTOLOGICAL 
AND  gHARMACEUTICAL  USE,  MP  51.6  - 
52m  8  C  t 

Pound 

CD 

tH 

3.6 

13280 

X.  . 

PARAFFIN,  REFINED,  FOR  HISTOLOGICAL 
USE,  MP  48.9  -50.6  C: 

Pound 

.16 

e1-7 

13300 

x(l) 

PARALDEHYDE,  USP: . 

4  pt 

.12 

0.9 

13305 

X(1) 

PASTE,  ELECTRODE:  Approximately  5 
ounces. 

Tube 

.25 

2.3 

13310 

x(l) 

PEPTONE,  PROTEOSE,  BACTERIOLOGIC: .  . 

Pound 

6.20 

0.3 

13320 

x(l) 

PEPTONE,  DRIED,  USP  REAGENT: .  .  .  . 

Pound 

4.00 

0.8 

13330 

X.  . 

PERUVIAN  BALSAM,  USP: . 

Pound 

1.95 

2.6 

13335 

X.  . 

PERMUTIT:  60-80°  powder  Folin. 

Pound 

1.35 

0.2 

13340 

X.  . 

PETROLATUM,  USP: . 

Pound 

.09 

27.0 

13350 

X.  . 

PETROLATUM,  USP: . 

10  lbs 

.70 

4.7 

13360 

X.  . 

PETROLATUM,  LIQUID,  HEAVY,  USP: .  .  . 

Quart 

.34 

40.5 

13370 

X.  . 

PETROLATUM,  LIQUID,  HEAVY,  USP:.  .  . 

Gallon 

.96 

22.5 

13380 

X.  . 

PETROLATUM,  LIQUID,  LIGHT,  USP:  .  .  . 

Pint 

.18 

22.5 

13390 

X.  . 

PHENOL,  USP: . 

Pound 

.32 

13.6 

13394 

X.  . 

PHENOBARBITAL,  USP,  POWDER:.  .  .  . 

h  o  z 

.75 

5.3 

13396 

X.  . 

PHENOBARBITAL,  USP,  h  GR  TAB:.  .  . 

100 

.28 

25.2 

13398 

x(7) 

PHENOL  RED  (PHENOLSULFONPHTHALEIN) : . 

5  gms 

5.00 

0.8 

13400 

X.  . 

PHENOLPHTHALEIN,  ACS: . 

Ounce 

.25 

0.3 

13410 

X.  . 

PHENOLPHTHALEIN,  USP,  2  GR  TAB: .  .  . 

1000 

.62 

1.6 

13420 

X.  . 

PHENOLSULFONPHTHALEIN,  USP:  Sterile 
solution.  6  MGM  amp. 

10 

.45 

1.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1* — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1 owance 
per  1000* 

1 

2 

3 

13450 

X.  . 

PHENYL  SALICYLATE,  USP: . 

4  lb 

$0.26 

1.7 

13480 

x(i) 

PHYSOSTIGMINE  SALICYLATE,  USP,  l/60 

GR  HYPO  TAB: 

20 

.09 

0.5 

13490 

X(l) 

PHYSOSTIGMINE  SALICYLATE,  USP,  4 

GR  HYPO  TAB: 

10 

.26 

0. 2— V 

13500 

x(i) 

PHYSOSTIGMINE  SALICYLATE,  USP,  1/2000 
GR  OPHTHALMIC  DISK: 

50 

.  11 

0.2 

13520 

X.  . 

PILOCARPINE  HYDROCHLORIDE,  USP  X,  h 

GR  HYPO  TAB: 

10 

.19 

0.  6-V 

13530 

x(i) 

PITUITARY  SOLUTION,  POSTERIOR  LOBE, 
USP:  For  hypodermic  use.  1  CC  amp. 

6 

.35 

3.8 

13540 

X(l) 

PLATINIC  CHLORIDE,  REAGENT:.  .  .  . 

Gram 

1.20 

0. 1 

13550 

X.  . 

POTASSIUM  ACETATE,  USP,  GRANULAR:  .  . 

Pound 

.43 

1.8 

13560 

X.  . 

POTASSIUM  ARSENITE  SOLUTION,  USP: .  . 

4  lb 

.08 

3.6 

13565 

X.  . 

POTASSIUM  ARSENITE,  26  2/3  GR  TAB: .  . 

100 

.21 

0.  2— V 

13570 

X.  . 

POTASSIUM  BICARBONATE,  USP: .... 

Pound 

.17 

1.4 

13572 

X.  . 

POTASSIUM  BISMUTH  TARTRATE  WITH  BUTYN 
IN  OIL,  NNR:  Each  CC  to  contain 
potassium  bismuth  tartrate  0. 1  GM, 
Dutyn  0.4  percent  and  metaphen  0.005 
percent  suspended  in  expressed  oil. 

60  cc 

2.72 

1.3 

13575 

X.  . 

POTASSIUM  BISMUTH  TARTRATE  WITH  BUTYN 
0.2  GM  IN  OIL  2  CC  AMP,  NNR: 

10 

3.00 

0.8 

13580 

X.  . 

POTASSIUM  BROMIDE,  USP: . 

4  lb 

.53 

4.5 

13590 

X.  . 

POTASSIUM  CARBONATE,  ACS: . 

4  lb 

.21 

0.8 

13600 

X.  . 

POTASSIUM  CHLORATE,  USP:  (Explosive 
on  concussion) . 

Pound 

.22 

1. 1 

13610 

X.  . 

POTASSIUM  CHLORIDE,  ACS: . 

Ounce 

.10 

0.7 

13620 

X.  . 

POTASSIUM  CHROMATE,  ACS: . 

4  lb 

.22 

0.2 

.  .  . 

.  .  . 

.  .  . 

13630 

X.  . 

POTASSIUM  DICHROMATE,  ACS:.  .  .  . 

4  lb 

.16 

1.4 

13640 

X.  . 

POTASSIUM  FERRICYANIDE  (RED  PRUSSIATE), 
ACS: 

Ounce 

.39 

0.6 

13650 

X.  . 

POTASSIUM  FERROCYANIDE  (YELLOW 
PRUSSIATE),  ACS,  CRYSTALS: 

Ounce 

.  14 

0.6 

13655 

x(7) 

POTASSIUM  GLUCONATE,  CP: . 

4  lb 

1.32 

l.b 

13660 

X.  . 

POTASSIUM  HYDROXIDE,  USP: . 

4  lb 

.40 

1.7 

13667 

X.  . 

POTASSIUM  IODATE,  CP  ANALYZED,  ACS: 
Crystals. 

4  lb 

1.59 

1.8 

13670 

X.  . 

POTASSIUM  IODIDE,  USP: . 

Pound 

3.25 

6.3 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  !• — Drugs,  Chemicals,  Biological  Stains - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

13690 

X.  . 

POTASSIUM  METAB I SULFITE,  REAGENT: .  . 

4  lb 

$0.09 

0.1 

13710 

X(7) 

POTASSIUM  NITRATE,  USP: . 

Pound 

.60 

0.4 

13715 

X.  . 

POTASSIUM  OXALATE,  CP  ANALYZED:  Dried. 

4  lb 

.42 

1.8 

13720 

X.  . 

POTASSIUM  PERMANGANATE,  USP: .... 

Pound 

.27 

3.6 

13730 

X.  . 

POTASSIUM  PERMANGANATE,  USP,  5  GR  TAB: 

100 

.06 

9.4 

13740 

X.  . 

POTASSIUM  PHOSPHATE  DIPOTASSIUM, 
ANHYDROUS  (KgHPO^J,  REAGENT: 

4  lb 

.55 

0.4 

13750 

X.  . 

POTASSIUM  PHOSPHATE  MONOPOTASSIUM, 

ACS,  ANHYDROUS  (KHgPO^j  : 

4  lb 

.  18 

0.6 

13760 

X.  . 

POTASSIUM  AND  SODIUM  TARTRATE,  USP:. 

Pound 

.32 

2.1 

13766 

X.  . 

POTASSIUM  SULFATE,  REAGENT: .... 

4  lb 

.20 

0.6 

13768 

xCO  (7) 

POTASSIUM  TELLURITE,  CP: . 

4  oz 

.80 

0.4 

13770 

X.  . 

POTASSIUM  THIOCYANATE,  REAGENT:.  .  . 

4  lb 

.26 

0.6 

13790 

X.  . 

POWDER,  DEVELOPING,  PHOTOGRAPHIC: 

(q..  s.  5  gals)  . 

Pkg. 

1.84 

15.8 

13800 

X.  . 

POWDER,  FIXING,  PHOTOGRAPHIC: 

(q. s.  5  gals). 

Pkg. 

1.17 

16.4 

13802 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP,  100  MGM 
AMP: 

10 

2.76 

3.8 

13804 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP,  120  MGM 
AMP: 

10 

2.75 

3.0 

13806 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP,  160  MGM 
AMP: 

10 

2.75 

6.8 

13808 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP,  200  MGM 
AMP: 

10 

2.75 

1.5 

13810 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP:.  .  .  . 

Otince 

1.50 

5.4 

13820 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP,  3/4  GR 
HYPO  TAB: 

20 

.33 

9.8 

13830 

X.  . 

PROCAINE  HYDROCHLORIDE,  USP,  3  GR 

HYPO  TAB: 

10 

.16 

1.3-V 

13835 

x(l) 

PROCAINE  HYDROCHLORIDE,  CARTRIDGE, 

2%,  2.4  CC:  20. 

Box 

.45 

32.6 

13840 

x(l) 

PROCAINE  HYDROCHLORIDE  AND  EPINEPHRINE 
HYPO  TAB:  1  tablet  in  1  CC  makes  2% 
solution. 

20 

.12 

63.9 

13842 

X.  . 

PROTEIN  SILVER,  MILD,  USP: .... 

4  lb 

1.00 

20.3 

13845 

X.  . 

PROTEIN  SILVER,  STRONG,  USP: .... 

4  lb 

.79 

8.4 

13850 

X.  . 

PUMICE,  FINE,  POWDER: . 

Pound 

.10 

3.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  1  ova  nee 
per  1000* 

1 

2 

3 

13860 

X. 

• 

PUMICE,  MEDIUM,  POWDER: . 

Pound 

$0.12 

6.8 

13870 

X. 

. 

QUINIDINE  SULFATE,  USP: . 

Ounce 

.60 

1.2 

13890 

x(l) 

QUININE  DIHYDROCHLORIDE,  USP,  5  GR 

AMP:  1  CC  solution. 

Dozen 

.39 

0.9 

13900 

X. 

. 

QUININE  SULFATE,  USP: . 

Ounce 

.45 

22.5 

13910 

X. 

. 

QUININE  SULFATE,  USP,  5  GR  TAB:.  .  . 

1000 

8.30 

16.2 

13920 

X. 

. 

RAFFINOSE,  BACTERIOLOGIC : . 

10  gms 

2.00 

0.1 

13930 

X. 

. 

RESORCINOL,  USP: . 

4  lb 

.45 

1.9 

13940 

X. 

. 

RHAMNOSE  (iSODULCITE) ,  BACTERIOLOGIC:. 

10  gms 

3.00 

0.2 

13950 

X. 

. 

RIBOFLAVIN,  NNR,  1  MQ4  TAB:  .... 

100 

1.00 

1.3 

.  ; 

13960 

X. 

• 

RINGER  SOLUTION  TAB:  1  tablet  makes 

10  CC. 

100 

.12 

5.4 

13975 

X. 

. 

SACCHARIN,  SOLUBLE,  USP,  4  GR  TAB: .  . 

1000 

.85 

1.0 

13980 

X. 

. 

SACCHAROSE: . 

4  lb 

.25 

0.9 

13985 

x(l)(7) 

SALICIN,  HIGHEST  PURITY: . 

25  gms 

.90 

0.5 

14010 

X. 

. 

SANTONIN,  USP,  l/2  GR  TAB:.  .  .  . 

100 

1.23 

1. 1 

14020 

X. 

. 

SAPONIN,  PURIFIED  POWDER: . 

4  lb 

.53 

0.5 

14030 

X. 

• 

SCOPOLAMINE  HYDROBROMIDE ,  USP,  l/lOO 

GR  HYPO  TAB: . 

20 

.28 

2.7 

14035 

X. 

. 

SENNA  POWDER,  COMPOUND,  USP: .... 

Pound 

.28 

1.9 

14050 

X. 

. 

SILVER  NITRATE,  USP: . 

Ounce 

.60 

6.3 

14060 

X. 

• 

SILVER  NITRATE,  TOUGHENED,  USP, 
PENCILS: 

Ounce 

.75 

2.6 

14070 

X. 

• 

SILVER  NITRATE  AND  FORMALDEHYDE,  USP: 
Howes  treatment.  6  ampules  of  each, 
containing  2  CC,  with  2  glass  appli¬ 
cators. 

Box 

2.10 

6.5 

14100 

X. 

. 

SILVER  SULFATE,  ACS: . 

Ounce 

.25 

0.1 

14110 

X. 

. 

SOAP,  HARD,  USP:  6  oz . 

Bar 

.06 

9.0 

14120 

X. 

. 

SOAP,  SOFT: . 

Pound 

.18 

44.9 

14130 

X. 

. 

SOAP,  SOFT: . 

25  lbs 

2.40 

8.6 

14135 

X. 

• 

SOBISMINOL  SOLUTION,  NNR:  2  CC  amp. 
(representing  40  mgm  bismuth). 

100 

12.50 

0.4 

14136 

X. 

• 

SODIUM  ACETATE,  CP  ANALYZED,  ACS: 
Crystals. 

Pound 

.57 

1.8 

14138 

X. 

• 

SODIUM  BARBITAL,  CP: . 

4  lb 

1.26 

1.8 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


* 


MEDICAL  DEPARTMENT  SDPPLI  CATALOG  -  1942 

CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

14140 

X. 

. 

SODIUM  BENZOATE ,  USP: . 

4  lb 

$0.17 

2.1 

14145 

x(l) 

SODIUM  BETA-GLYCEROPHOSPHATE: .  .  . 

lOOgms 

1.50 

2.0 

14150 

X. 

• 

SODIUM  BICARBONATE,  USP: . 

Pound 

.  12 

17.7 

14160 

X. 

0 

SODIUM  BICARBONATE,  USP: . 

10  lbs 

.47 

2.9 

14170 

X. 

• 

SODIUM  BICARBONATE,  USP,  5  GR  TAB:.  . 

1000 

.90 

7.1 

14180 

X(2) 

SODIUM  BICARBONATE  AND  PEPPERMINT  TAB: 

1000 

.20 

11.3 

14185 

X. 

• 

SODIUM  BISULFITE,  CP  ANALYZED: 

Granular . 

4  lb 

.23 

1.8 

14190 

X. 

• 

SODIUM  BORATE,  USP: . 

Pound 

.14 

5.4 

14210 

X. 

• 

SODIUM  BROMIDE,  USP: . 

Pound 

.49 

2.7 

14220 

X. 

• 

SODIUM  BROMIDE,  USP,  5  GR  TAB:.  .  . 

500 

.25 

4.4 

14235 

X. 

• 

SODIUM  CACODYLATE,  USP: . 

Pound 

11.52 

0. 1-V 

14240 

X. 

• 

SODIUM  CACODYLATE,  USP,  1  GR  IN 

STERILE  SOLUTION,  AMPULE: 

Dozen 

.39 

5.9 

14245 

X. 

• 

SODIUM  CACODYLATE,  USP,  45  GR  AMPULE: 

Dozen 

1.50 

0.2-V 

14250 

x(l) 

SODIUM  CALCIUM  HYDRATE:  (Soda  Lime) 
special  for  basal  metabolism.  Mesh 
4—8  (#4)  coarse,  mesh  8—14  (#8) 
medium,  or  mesh  14—20  (#14)  fine. 
State  size  desired. 

1.85 lbs 

• 

00 

o 

0.6 

14255 

x(l) 

SODIUM  CALCIUM  HYDRATE  FOR  OXYGEN 
TENTS:  (Soda  Lime)  Mesh  4—8. 

37  lbs 

22.00 

0.4 

•  •  * 

•  •  • 

•  •  • 

14260 

X. 

• 

SODIUM  CARBONATE,  ANHYDROUS,  ACS:.  . 

4  lb 

.  16 

5.5 

14270 

X. 

• 

SODIUM  CARBONATE,  MONOHYDRATED ,  USP:. 

Pound 

.  17 

4.5 

14280 

X. 

• 

SODIUM  CARBONATE,  MONOHYDRATED ,  USP:. 

10  lbs 

.90 

1.3 

14290 

X. 

• 

SODIUM  CHLORIDE,  ACS: . 

Pound 

.25 

8.1 

14295 

X. 

• 

SODIUM  CHLORIDE,  PHYSIOLOGICAL 
SOLUTION:  For  intravenous  use. 

lOOOcc 

.30 

14.4 

14297 

X. 

• 

SODIUM  CHLORIDE,  PHYSIOLOGICAL 
SOLUTION:  For  intravenous  use. 

200 Occ 

.45 

1.8 

14300 

X. 

• 

SODIUM  CITRATE,  USP: . 

Pound 

.52 

6.8 

14305 

X. 

• 

SODIUM  CITRATE,  2h%  STERILE  SOLUTION, 
50  CC  AMP: 

6 

1.75 

7.2 

14307 

X. 

• 

SODIUM  CITRATE,  2h%  STERILE  SOLUTION, 
70  CC  IN  600  CC  VACUUM  BOTTLE: 

6 

3.75 

6.3 

14310 

x. 

• 

SODIUM  CYANIDE,  ACS: . 

4  lb 

.20 

0.4 

14320 

X. 

• 

SODIUM  DICHROMATE,  TECHNICAL: 

(Cleaning  glassware) . 

Pound 

.22 

2.2 

*  Deteriorating  items  -  1,000  men  i or  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

14330 

X.  . 

SODIUM  FLUORIDE,  TECHNICAL:  .... 

Pound 

$0.15 

6.5 

14340 

X.  . 

SODIUM  HYDROXIDE,  USP: . 

4  lb 

.17 

9.5 

14350 

X(7) 

SODIUM  IODIDE,  USP: . 

it  lb 

1.08 

0.3 

14355 

X(7) 

SODIUM  MOLYBDATE,  CP  ANALYZED:  .  .  . 

4  lb 

.77 

1.8 

14360 

X.  . 

SODIUM  NITRATE,  ACS: . 

it  lb 

.23 

0.3 

14370 

x.  . 

SODIUM  NITRITE,  ACS: . 

Ounce 

.10 

0.9 

14380 

X.  . 

SODIUM  NITROFERRICYANIDE,  ACS:  .  .  . 

Ounce 

.20 

0.4 

14390 

X.  . 

SODIUM  OXALATE,  ACS: . 

it  lb 

.30 

0.7 

14393 

x.  . 

SODIUM  PERBORATE,  USP: . 

it  lb 

.24 

18.8 

14400 

X.  . 

SODIUM  PHOSPHATE  (DIBASIC): 

Anhydrous  Na^HPO^  Reagent  grade. 

4  lb 

.40 

1.4 

14405 

x«  • 

SODIUM  PHOSPHATE  CRYSTALS,  CP 
(MONOBASIC) :  (NaH2P04H20)  . 

1  lb 

.85 

1.0 

14408 

X(7) 

SODIUM  PHOSPHATE  CRYSTALS,  CP  ANA¬ 
LYZED,  TR IB ASIC:  (Na3P04» 12H20. ) 

Pound 

.77 

0.9 

14410 

X.  . 

SODIUM  PHOSPHATE,  EFFERVESCENT,  USP: . 

Pound 

.45 

9.4 

14420 

X.  . 

SODIUM  PHOSPHATE,  USP,  (Na2HP04)  :  .  . 

4  lb 

.16 

1.2 

14440 

X.  . 

SODIUM  SALICYLATE,  USP: . 

Pound 

.54 

3.0 

14450 

X.  . 

SODIUM  SALICYLATE,  USP,  5  GR  TAB:  .  . 

1000 

.94 

5.7 

14460 

X.  . 

SODIUM  SULFATE,  USP: . 

Pound 

.  14 

2.8 

14466 

X.  . 

SODIUM  SULFIDE,  CRYSTALS,  ACS:.  .  . 

Ounce 

.40 

0.7 

14480 

X(1) 

SODIUM  SULFITE,  ANHYDROUS:  .... 

5  lbs 

1.20 

0.7 

14482 

x(l) 

SODIUM  SULFITE,  CP  ANALYZED:  Crystals. 

Pound 

.51 

0.7 

14490 

x.  . 

SODIUM  THIOSULFATE,  USP: . 

4  lb 

.11 

2.9 

14495 

X.  . 

SODIUM  THIOSULFATE,  USP, 
RECRYSTALLIZED:  1  gm  in  10  CC  C02 

free,  sterilized  distilled  water, 
sealed  in  hard  glass  ampule. 

6 

.68 

2.0 

14500 

X.  . 

SODIUM  THIOSULFATE,  PEA  CRYSTALS:  .  . 

lOOlbs 

3.75 

2.9 

14510 

x.  . 

SODIUM  TUNGSTATE,  REAGENT:  .... 

4  lb 

.40 

0.8 

14520 

X.  . 

SORBITE,  BACTERIOLOGIC: . 

Gram 

1.00 

0.2 

14523 

X.  . 

SPINOCAINE,  2  CC  AMP: . 

10 

3.00 

0.8 

14530 

x.  . 

STARCH,  CORN,  COMMERCIAL:  (For 
Lassar's  paste). 

Pound 

.06 

3.2 

14540 

X.  . 

STARCH,  SOLUBLE  (AMYLODEXTRIN)  : .  . 

Ounce 

.03 

1.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  !• — Drugs,  Chemicals,  Biological  Stains - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

AT  lowance 
per  1000* 

1 

2 

3 

14550 

x(l) 

STROPHANTHIN,  TJSP,  l/lOO  GR  HYPO  TAB: 

20 

$0.06 

0.3 

14560 

X. 

• 

STRYCHNINE  SULFATE,  USP: . 

l/8  oz 

1.46 

1.5 

14570 

X. 

• 

STRYCHNINE  SULFATE,  USP,  l/30  GR  TAB: 

100 

o 

00 

1.4 

14580 

X. 

• 

STRYCHNINE  SULFATE,  USP,  l/60  GR  HYPO 
TAB: 

20 

CD 

rH 

2.9 

14590 

x. 

• 

STRYCHNINE  SULFATE,  USP,  l/2  GR  HYPO 
TAB: 

10 

oo 

o 

0. 5— V 

14619 

• 

SULFADIAZINE  OINTMENT,  5%:  Water 
soluble  base. 

4  oz 

.36 

9.0 

14620 

X. 

• 

SULFADIAZINE  OINTMENT,  5%:  Water 
soluble  base. 

Pound 

1.28 

4.5 

14621 

X. 

• 

SULFADIAZINE,  CP,  POWDER: . 

25  gms 

4.50 

oo 

o 

14622 

X. 

• 

SULFADIAZINE,  0.5  GM  (7.7  GR)  TAB:.  . 

1000 

15.35 

5.4 

14623 

x. 

• 

SULFADIAZINE,  SODIUM,  5  GM  VIAL:  For 
intravenous  use. 

6 

5.00 

4.5 

14625 

X. 

• 

SULFAGUANIDINE,  POWDER: . 

Pound 

15.00 

00 

rH 

14633 

X. 

• 

SULFANILAMIDE,  CP,  PCWDER:  .... 

25  gms 

.30 

5.4 

14635 

x. 

• 

SULFANILAMIDE,  USP,  PCWDER:  .... 

Pound 

1.90 

4.5 

14636 

X. 

• 

SULFANILAMIDE,  CRYSTALLINE,  5  GRAMS 

IN  STERILE  INDIVIDUAL  DOUBLE-WRAPPED 
ENVELOPE:  With  shaker  top.  12. 

Pkg. 

00 

o 

18.0 

14637 

X. 

• 

SULFANILAMIDE,  USP,  5  GR  TAB:  .  .  . 

1000 

6.50 

5.4 

14638 

X. 

• 

SULFAPYRIDINE,  CP,  POWDER: .... 

Ounce 

.35 

5.4 

14639 

X. 

• 

SULFAPYRIDINE,  7.7  GR  TAB:.  .  .  . 

1000 

5.50 

5.4 

14641 

X. 

• 

SULFATHIAZOLE,  USP,  7.7  GR  TAB: .  .  . 

1000 

7.00 

5.4 

14643 

X. 

• 

SULFATHIAZOLE,  CP,  POWDER: .  .  .  . 

Ounce 

.45 

0.9 

14644 

X. 

• 

SULFATHIAZOLE,  SODIUM,  5  GM  VIAL:  For 
intravenous  use. 

6 

2.00 

4.5 

14645 

x(2) 

SULFOCARBOLATE  COMPOUND,  30  GR  TAB:. 

100 

.29 

0.2-V 

14660 

X. 

SULFUR,  SUBLIMED,  COMMERCIAL,  BULK: . 

Pound 

.05 

7.5 

14670 

X. 

. 

SULFUR,  USP: . 

Pound 

o 

CM 

• 

28.1 

14700 

X. 

• 

TALC,  PURIFIED,  USP: . 

Pound 

.  12 

21.2 

14705 

X. 

• 

TAR,  PINE,  COMMERCIAL: . 

Gallon 

. 

00 

00 

0.6-V 

14710 

X. 

• 

TERPIN  HYDRATE,  USP: . 

Ounce 

o 

00 

18.9 

14720 

X. 

• 

TETRACHLORETHYLENE ,  CAPSULE,  1  CC,  NF 
VI: 

100 

00 

00 

00 

o 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Drugs,  Chemicals,  Biological  Stains - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

14725 

X.  . 

THIAMIN  HYDROCHLORIDE,  USP,  1  MGM  TAB: 

500  . 

$4.58 

3.3 

14730 

X.  . 

THYMOL,  USP: . 

Ounce 

.  19 

2.6 

14740 

x.  . 

THYMOL  IODIDE,  USP: . 

Ounce 

.37 

5.0 

14750 

x(l) 

THYROID,  USP: . 

Ounce 

.22 

0.6 

14760 

x(l) 

THYROID,  USP,  1  GR  TAB: . 

100 

.  17 

5.4 

14770 

X.  . 

TINCTURE  ACONITE,  USP: . 

Ounce 

.09 

1.9 

14775 

x(l) 

TINCTURE  BELLADONNA,  USP: . 

Pint 

00 

Cl 

1.1 

< 

14780 

X.  . 

TINCTURE  BENZOIN  COMPOUND,  USP: .  .  . 

Pint 

.65 

10.1 

14790 

X.  . 

TINCTURE  CARDAMOM  COMPOUND,  USP:.  . 

Pint 

.40 

2.6 

14820 

X.  . 

TINCTURE  GENTIAN  COMPOUND,  USP: .  .  . 

Pint 

.39 

2.7 

14830 

X.  . 

TINCTURE  MYRRH,  USP: . 

4  Pt 

.22 

1.2 

14840 

X.  . 

TINCTURE  NUX  VOMICA,  USP: . 

Pint 

.47 

1. 1 

14850 

x(6) 

TINCTURE  OPIUM,  USP: . 

4  p* 

.84 

1.1 

14860 

X(6) 

TINCTURE  OPIUM,  CAMPHORATED,  USP: .  . 

Pint 

.47 

12.0 

14880 

X.  . 

TOLU  BALSAM,  USP:  .  ., . 

4  lb 

•  13 

1.4 

14883 

x.  . 

TOLUENE,  ACS: . 

Ounce 

CD 

O 

0.6 

14891 

X.  . 

TRYPARSAMIDE,  USP,  2  GM  AMP: .... 

10 

2.50 

3.6 

14892 

X  (l) 

TRYPTONE,  B ACTERIOLOGIC . . 

Pound 

6.00 

0.1 

14895 

x(l) 

TUBERCULIN,  PURIFIED  PROTEIN  DERIVA¬ 
TIVE,  FIRST  TEST  STRENGTH:  10  doses 
in  package. 

Pkg. 

.60 

As 

required 

14896 

x(l) 

TUBERCULIN,  PURIFIED  PROTEIN  DERIVA¬ 
TIVE,  SECOND  TEST  STRENGTH:  10  doses 
in  package. 

Pkg. 

.60 

As 

required 

14897 

X(l)(7) 

I— TYROSINE,  CP,  FOR  STANDARD:.  .  . 

Gram 

.25 

0.2 

14898 

x(l) 

URANIUM  NITRATE,  CP  ANALYZED,  SPECIAL 
CRYSTAL,  ACS:  (Lcrw^  heavy  metals)  . 

Ounce 

.  60 

0.2 

14900 

X.  . 

UREA:  (For  standard) . 

Ounce 

.11 

0.2 

14902 

x(i)Cj) 

UREASE,  DOUBLE  STRENGTH  DRY  POWDER: 
Nitrogen  free. 

5  gms 

1.03 

0.4 

14903 

x.  . 

VITAMINS  A  AND  D,  CONCENTRATED:  5,000 
USP  units  of  Vitamin  A  and  1, 000  USP 
units  of  Vitamin  D  in  capsule  form. 

100 

.31 

36.0 

14910 

X.  . 

WATER,  DISTILLED,  STERILE,  PYROGEN 
FREE:  For  intravenous  use. 

1000 CC 

.30 

9.0 

14915 

X.  . 

WATER,  DISTILLED,  STERILE,  PYROGEN 
FREE:  For  intravenous  use. 

2000cc 

.45 

CD 

n 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Drugs,  Chemicals,  Biological  Stains - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

14917 

X.  . 

WATER,  DISTILLED,  STERILE,  PYROGEN 
FREE:  For  intravenous  use.  50  CC 

amp. 

25 

$3.50 

36.0 

14920 

X.  . 

WAX,  BONE,  STERILE:  Tube . 

.  35 

1. 1 

.  .  . 

•  •  • 

.  .  . 

14930 

X.  . 

WAX,  WHITE,  USP: . 

4  lb 

.11 

3.2 

14940 

X(6) 

WHISKY,  USP: . 

Quart 

1.57 

13.7 

14950 

X.  . 

WOOL  FAT,  HYDROUS,  USP: . 

Pound 

.25 

6.3 

14970 

X.  . 

XYLENE,  ACS: . 

Pound 

.26 

5.4 

14980 

X.  . 

XYLOSE,  CP,  BACTERI0L0GIC: .... 

10  gms 

2.50 

0.2 

15000 

X.  . 

ZINC  CHLORIDE,  USP: . 

4  lb 

.  11 

0.9 

15005 

X(7) 

ZINC  METAL,  MOSSY,  ACS: . 

Pound 

.79 

0.9 

15010 

X.  . 

ZINC  OXIDE,  USP: . 

Pound 

00 

Ol 

9.9 

15020 

X.  . 

ZINC  OXIDE  OINTMENT,  USP: . 

Pound 

.28 

18.7 

15025 

X.  . 

ZINC  OXIDE  PASTE,  LASSAR'S  NF  VI: .  . 

Pound 

.37 

3.2 

15030 

X.  . 

ZINC  STEARATE,  USP: . 

4  lb 

.  11 

2.9 

15040 

X.  . 

ZINC  SULFATE,  USP: . 

Pound 

.20 

3.6 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SCPPLT  CATALOG  -  1942 


CLASS  1. — Biological  Stains 

(Certified  by  the  Commission  on  Standardization  of  Biological  Stains) 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

15200 

X.  . 

ALIZARIN  RED  "S": . 

10  gms 

$0.50 

0.  6 

15210 

X.  . 

ANILINE  BLUE,  WATER  SOLUBLE:  (China 
blue) . 

10  gras 

.50 

0.2 

15215 

X.  . 

AZOCARMINE  »B»: . 

10  gms 

1.00 

0.6 

15220 

X.  . 

BISMARK  BROWN  »Y»: . 

10  gms 

.65 

0.7 

15225 

X.  . 

BIEBRICH  SCARLET: . 

10  gras 

.75 

0.6 

15230 

X.  . 

BRILLIANT  CRESYL  BLUE: . 

10  gms 

2.00 

0.4 

15240 

X.  . 

BRILLIANT  GREEN: . 

10  gms 

.90 

0.8 

15250 

X.  . 

CARMINE  POWDER: . 

10  gms 

.65 

0.5 

15260 

X.  . 

CONGO  RED: . 

10  gms 

.50 

0.4 

15270 

X.  . 

CRYSTAL  VIOLET  (GENTIAN  VIOLET- 
BACTERIOLOGICAL)  : 

10  gms 

.50 

4.4 

15280 

X.  . 

EOSIN  "Y": . 

10  gms 

.90 

1.0 

15287 

X.  . 

FAST  GREEN: . 

10  gms 

2.00 

0.6 

15290 

X.  . 

FUCHS IN,  ACID: . 

10  gms 

.90 

0.9 

15300 

X.  . 

FUCHS IN,  BASIC: . 

10  gms 

.40 

2.9 

GENTIAN  VIOLET: . 

(See 

15270 

&  15370) 

15310 

X.  . 

GIEMSA  STAIN: . 

Gram 

.  90 

1.9 

15320 

X.  . 

HEMATOXYLIN,  LIGHT: . 

10  gms 

1.50 

0.8 

15330 

X.  . 

JANUS  GREEN  "B": . 

10  gms 

.55 

0.2 

15340 

X.  . 

MALACHITE  GREEN: . 

10  gms 

.56 

0.4 

15350 

X.  . 

METHYL  GREEN: . 

10  gms 

.58 

0.4 

15360 

X.  . 

METHYL  ORANGE: . 

10  gms 

.25 

0.4 

15370 

X.  . 

METHYL  VIOLET  (GENTIAN  VIOLET- 
HISTOLOGICAL)  : 

10  gms 

.35 

1.5 

15380 

X.  . 

METHYLENE  PLUE: . 

10  gms 

.50 

3.6 

15390 

X.  . 

NEUTRAL  RED: . 

10  gras 

.90 

0.2 

15393 

X.  . 

NIGROSIN:  Water  soluble . 

10  gms 

.50 

0.4 

15395 

X.  . 

OIL  RED  "0": . 

10  gras 

.75 

0.4 

15397 

X.  . 

ORANGE  "G" : . 

10  gms 

.75 

0.4 

15400 

X.  . 

SAFRANIN  "0": . 

10  gms 

.90 

1.1 

15430 

X.  . 

THIONIN: . 

10  gms 

2.  15 

0.2 

15440 

X.  . 

WRIGHT'S  STAIN,  POWDER: . 

.  10 

15.8 

.  .  . 

.  .  . 

.  .  . 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deter iorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Biological  Products 
FURNISHED  BY  MEDICAL  SUPPLY  DEPOTS 
( | n  accordance  with  par.  7,  AR  U0-1705) 

(The  following  supplies  obtained  from  medical  supply  depots  on  quarterly  or  emergency  requisitions). 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

15840 

X(l) 

ANTIANTHRAX  SERUM,  HUMAN, LYOPHILIZED, 
50  CC: 

Vial 

$5.00 

As 

required 

15850 

x(l) 

ANTIDYSENTERIC  SERUM,  POLYVALENT: 

20  CC. 

Vial 

4.25 

As 

required 

15900 

x(l) 

ANTIMENINGOCOCCIC  SERUM,  LYOPHILIZED, 
30  CC: 

Vial 

3.00 

As 

required 

15940 

X  (l) 

ANTIPNEUMOCOCCIC  SERUM,  TYPING,  MONO¬ 
VALENT:  Neuf eld's  Types  I  to 

XXXIII.  (Except  Types  26  and  30, 
which  are  identical  to  Types  6  and 
15).  (Requisitions  will  state  types 

desired) .  5  tests  in  5  capillary 

tubes. 

Pkg. 

.40 

As 

required 

15942 

x(i) 

ANTIPNEUMOCOCCIC  SERUM,  TYPING,  MONO¬ 
VALENT:  Neuf eld' s  Types  I  to 

XXXIII.  (Except  Types  26  and  30, 

which  are  identical  to  Types  6  and 

15)  .  (Requisitions  will  state  types 
desired)  .  1  CC  vial. 

Vial 

.50 

As 

required 

15950 

x(i) 

ANTIPNEUMOCOCCIC  SERUM,  TYPING,  MIX¬ 
TURE:  Neuf  eld's,  Mixxures  A  to  F. 

(Requisitions  will  state  mixture 
desired).  5  tests  in  5  capillary 
tubes. 

Pkg. 

.40 

As 

required 

15952 

X  (l) 

ANTIPNEUMOCOCCIC  SERUM  TYPING  MIX¬ 
TURE:  Neufeld's,  Mixxures  A  to  F. 

(Requisitions  will  state  mixture 
desired.)  1  CC  vial. 

Vial 

.50 

As 

required 

16002 

X(1) 

ANTIPNEUMOCOCCIC  SERUM,  TYPE  I, 

50,000  UNITS: 

Vial 

10.00 

As 

required 

16006 

X(1) 

ANTIPNEUMOCOCCIC  SERUM,  TYPE  II, 
50,000  UNITS: 

Vial 

10.00 

As 

required 

16007 

X(1) 

ANTIPNEUMOCOCCIC  SERUM,  TYPE  III, 
50,000  UNITS: 

Vial 

10.00 

As 

required 

16008 

x(l) 

ANTIPNEUMOCOCCIC  SERUM,  TYPE  V, 

50,000  UNITS: 

Vial 

10.00 

As 

required 

16009 

x(l) 

ANTIPNEUMOCOCCIC  SERUM,  TYPE  VII, 
50,000  UNITS: 

Vial 

10.00 

As 

required 

16015 

x(l) 

CHOLERA  VACCINE,  20  CC: . 

Vial 

1.50 

As 

required 

16018 

x(l) 

DIPHTHERIA  ANTITOXIN,  USP,  1,000 

UNITS: 

Vial 

.30 

As 

required 

16020 

X(1) 

DIPHTHERIA  ANTITOXIN,  USP,  20,000 
UNITS: 

Vial 

3.40 

As 

required 

16030 

x(l) 

DIPHTHERIA  TOXIN-SCHICK  TEST  MATER¬ 
IAL:  (50  tests  in  vial)  . 

Vial 

.60 

As 

required 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


<1 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1* — Biological  Products - Continued 

FURNISHED  BY  MEDICAL  SUPPLY  DEPOTS - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

16031 

X(l) 

DIPHTHERIA  TOXIN-SCHICK  CONTROL 
MATERIAL:  (50  tests  in  vial)  . 

Vial 

$0.50 

As 

required 

16040 

X(1) 

DIPHTHERIA  TOXOID,  TJSP,  ALUM  PRE¬ 
CIPITATED:  10  cc. 

Vial 

2.10 

As 

required 

16041 

x(i) 

DIPHTHERIA  TOXOID,  USP,  PLAIN:  10  CC: 

Vial 

.60 

As 

required 

16050 

x(i) 

GAS  GANGRENE  ANTITOXIN,  POLYVALENT, 
WITHOUT  TETANUS  ANTITOXIN:  10,000 
units. 

Vial 

6.40 

As 

required 

16060 

x(i) 

NORMAL  HORSE  SERUM,  NNR:  10  CC.  . 

Vial 

.75 

As 

required 

16070 

x(i) 

PLAGUE  VACCINE,  20  CC: . 

Vial 

1.80 

As 

required 

16075 

X  (l) 

POISON  IVY  EXTRACT,  NNR.  THERAPEUTIC, 

5  CC:  In  rubber  capped  vial.  For 
intramuscular  injections.  (Average 
dose  1  CC)  . 

Vial 

1.25 

As 

required 

16076 

x(l) 

POISON  OAK  EXTRACT,  NNR,  THERAPEUTIC, 

5  CC:  In  rubber  capped  vial.  For 
intramuscular  injections.  (Average 

dose  1  CC) . 

Vial 

1.25 

As 

required 

16081 

x(l) 

SCARLET  FEVER  STREPTOCOCCUS  ANTI¬ 
TOXIN,  THERAPEUTIC,  USP:  9,000 
units. 

Vial 

2.00 

As 

required 

16082 

x(l) 

SCARLET  FEVER  STREPTOCOCCUS  TOXIN, 

FOR  DICK  TEST,  USP:  10  CC  (50  tests) . 

Vial 

1.50 

As 

required 

16083 

x(l) 

SCARLET  FEVER  STREPTOCOCCUS  TOXIN, 

USP:  1  complete  immunization.  5 

vials.  (5  graduated  doses) . 

Set 

1.12 

As 

required 

16084 

x(l) 

SERUM,  GROUPING.  BLOOD,  ANT I- A 
(GROUP  3):  (100  tests). 

Tube 

3.24 

1.8 

16085 

x(l) 

SERUM,  GROUPING,  BLOOD,  ANT I- A 
(GROUP  3):  25  tests. 

Tube 

.85 

9.0 

'  %  * 

16086 

x(l) 

SERUM,  GROUPING,  BLOOD,  ANTI-B 
(GROUP  2):  100  tests. 

Tube 

3.24 

1.8 

16087 

x(l) 

SERUM,  GROUPING,  BLOOD,  ANTI-B 
(GROUP  2):  25  tests. 

Tube 

.85 

9.0 

16089 

x(l) 

SERUM.  NORMAL  HUMAN  PLASMA,  DRIED: 
Complete  with  desiccated  plasma  from 
250  CC  of  original  plasma,  300  CC 
sterile  distilled  water,  necessary 
tubing  and  needles. 

Pkg. 

7.50 

As 

required 

16090 

x(l) 

SMALLPOX  VACCINE,  USP:  10  capillary 
tubes  in  package. 

P  kg. 

.50 

As 

required 

16110 

x(l) 

TETANUS  ANTITOXIN,  USP,  1,500  UNITS 

IN  SYRINGE: 

Pkg. 

.65 

As 

required 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Biological  Products - Continued 

FURNISHED  BY  MEDICAL  SUPPLY  DEPOTS - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  1  owance 
per  1000* 

1 

2 

3 

16120 

X(l) 

TETANUS  ANTITOXIN,  USP,  20,000  UNITS: 

Vial 

$2.90 

As 

required 

16125 

X(l) 

TETANUS  TOXOID,  PLAIN:  1  CC.  .  . 

Vial 

.15 

As 

required 

16127 

X(l) 

TETANUS  TOXOID,  PLAIN:  30  CC.  .  . 

Vial 

2.30 

As 

required 

16128 

X  (l) 

TYPHUS  VACCINE,  20  CC: . 

Vial 

1.80 

As 

required 

16129 

X  (l) 

YELLOW  FEVER  VACCINE  (SINGLE  DOSES) : 

Dose 

As 

required 

VETERINARY 

16136 

X(l) 

ANTHRAX  SERUM,  50  CC: . 

Vial 

.75 

As 

required 

16137 

X  (l) 

ANTHRAX  SERUM,  100  CC: . 

Vial 

1.30 

As 

required 

16150 

x(l) 

TETANUS  TOXOID,  PLAIN  (FOR  VETERINARY 
USE) :  50  CC. 

Vial 

3.50 

As 

required 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Biological  Products - Continued 

FURNISHED  BY  ARMY  MEDICAL  CENTER 


(The  following  supplies  obtained  on  quarterly  or  emergency  requisitions  from  the  Army  Medical  center, 

Washington,  D.C.) 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A]  1  owance 
per  1000* 

1 

2 

3 

HUMAN 

Amboceptors 

17000 

X(l) 

AMBOCEPTOR,  ANTISHEEP,  HEMOLYSIN, 

5  CC:  (Sufficient  for  1000  tests) . 

Bottle 

$6.00 

As 

required 

Antigens 

17015 

X(l) 

ANTIGEN,  BACTERIAL.  FOR  TUBE 
AGGLUTINATION  TESTS,  5  CC:  Specify 
organism.  (Dilution  factor  1-10.)  . 

Bottle 

1.50 

As 

required 

17020 

x(i) 

ANTIGEN,  SYPHILIS  COMPLEMENT  FIX¬ 
ATION  TESTS*  5  CC:  (Sufficient  for 
1000  tests.) 

Bottle 

3.60 

As 

required 

17030 

x(i) 

ANTIGEN  FOR  KAHN  TEST,  50  CC: 
(Sufficient  for  1000  tests.) 

Bottle 

10.00 

As 

required 

17033 

x(i) 

ANTIGEN.  LYMPHOGRANULOMA  VENEREUM, 
FROM  CHICK  EMBRYO  (FREI  TEST  AND 
CONTROL) :  Each  package  sufficient 

for  10  tests. 

Pkg. 

2.00 

As 

required 

Complement  Fixation  Tests 

17034 

x(l) 

COMPLEMENT,  FIXATION  TEST, 

LYOPHLLIZED,  GUINEA  PIG,  5  CC: 

Bottle 

3.00 

As 

required 

Sera,  Agglutinating,  Diagnostic 

17050 

x(l) 

SERUM,  AGGLUTINATING,  DIAGNOSTIC, 

1  CC:  For  agglut ination  reactions. 
(Specify  microorganism,  group, 
species,  type  or  race.) 

Vial 

1.00 

As 

required 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 

CLASS  1- — Biological  Products - Continued 

FURNISHED  BY  ARMY  MEDICAL  CENTER - Continued 


No. 


Notes 


Item 


Unit 


Unit 

Price 


Allowance 
per  1000* 


17300 


X(l) 


17310 


17315 


X  (l) 


X. 


17323 


17330 


17340 


X(l) 

X  (l) 

x(l) 


17350 


X(l) 


Vaccines 


VACCINE,  TRIPLE  TYPTTOID,  PROPHYLACTIC: 
5,  10,  25,  or  50  CC  containers. 


Size  of  container:  In  box  Per  Box  Per 


CC 

5 

CC 

rsb .  .  . 

$0.90 

$0.03 

5 

CC 

rsb.  .  . 

1.50 

.03 

10 

CC 

rsb.  .  . 

.  .  6 

1.80 

.03 

10 

CC 

rsb.  .  . 

.  .  10 

3.00 

.03 

25 

CC 

rsb.  .  . 

.  .  6 

3.60 

.024 

25 

CC 

rsb.  .  . 

.  .  10 

6.00 

.024 

50 

CC 

rsb.  .  . 

.  .  6 

6.60 

.022 

50 

CC 

rsb .  .  . 

.  .  10 

11.00 

.022 

Misce l laneous 


CULTURE:  Living  of  special  organism 

(specify  organism  desired  and  pur¬ 
pose  for  which  to  be  used) . 

DEXTROSE,  50%  SOLUTION,  50  CC:  .  .  . 


VETERINARY 


Antigens 


ANTIGEN,  BOVINE  CONTAGIOUS  ABORTION, 
20  CC:  For  agglutination  tests. 
(Sufficient  for  1000  tests) . 

ANTIGEN  GLANDERS,  30  CC:  For  com¬ 
plement  fixation  test. 

ANTIGEN,  INFECTIOUS  ABORTION  30  CC: 
For  complement  fixation  tesx. 

Bacterial  Products ,  Diagnostic 


MALLEIN  INTRADERMIC: 
dose. 


5,  10,  and  20 


CC 


Tube 


Bottle 


$1.00 


15 


Bottle 


Bottle 


Bottle 


6.00 


3.00 


2.00 


Dose 


.03 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


As 

required 


As 

required 


As 

required 


As 

required 


As 

required 
As 

required 


As 

required 
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MEDICAL  DEPARTMENT  SOPPLI  CATALOG  -  1942 

CLASS  1. — Biological  Products - continued 

FURNISHED  BY  ARMY  MEDICAL  CENTER - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

17370 

x(l) 

TUBERCULIN  INTRADERMIC:  5,  10,  and 

20  dose.  (Not  for  human  use)  . 

Dose 

$0.03 

As 

required 

Vaccines 

17393 

X  (l) 

VACCINE,  EQUINE  ENCEPHALOMYELITIS, 
BIVALENT,  25  CC: 

Bottle 

5.00 

As 

required 

17395 

X(l) 

VACCINE,  EQUINE,  INFECTIOUS  ABORTION, 

10  CC: 

Bottle 

.30 

As 

required 

INDICATOR  SETS 

17500 

X(l) 

PHENOL  RED  INDICATOR  SET,  pH  6.8  TO 

8.4: 

Set 

2.50 

As 

required 

17502 

x(i) 

PHENOL  RED  INDICATOR  SOLUTION, 

0.2#,  50  CC: 

Bottle 

.50 

As 

required 

17504 

X  (l) 

INDIVIDUAL  COLOR  STANDARD.  .  .  . 

Each 

.20 

As 

required 

17506 

x(l) 

COMPARISON  TUBE,  GRADUATED: .  .  . 

Each 

.  10 

As 

required 

17510 

x(l) 

BROMTHYMOL  BLUE  INDICATOR  SET,  pH  6.0 
TO  7.6: 

Sex 

2.50 

As 

required 

17512 

x(l) 

BROMTHYMOL  BLUE  INDICATOR  SOLUTION, 
0.4#,  50  CC: 

Bottle 

.50 

As 

required 

17514 

x(l) 

INDIVIDUAL  COLOR  STANDARD: .  .  .  , 

Each 

.20 

As 

required 

17516 

X  (l) 

COMPARISON  TUBE,  GRADUATED:.  .  . 

Each 

.10 

As 

required 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1- — Biological  Products - continued 

FURNISHED  BY  CORPS  AREA  OR  DEPARTMENT  LABORATORIES 
(Following  supplies  obtained  on  quarterly  or  emergency  requisition  from  corps  area  or  department 


laboratories) . 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

“2 

Vaccines 

18030 

X  (l) 

VACCINE,  AUTOGENOUS:  Therapeutic, 
(requisition  must  be  accompanied  by 
culture  from  patient)  . 

Each 

.  .  . 

As 

required 

18040 

X(l) 

VACCINE,  AUTOGENOUS,  VETERINARY: 
Therapeutic  (requisition  must  be 
accompanied  by  culture  from  animal)  . 
Original  culture  to  be  forwarded  to 
the  Commandant,  Army  Medical  School, 
Veterinary  Laboratory  Di-vision. 

Each 

As 

required 

Misce  l  laneous 

18050 

X.  . 

BOTTLE  FOR  TRANSMITTING  SPECIMENS  OF 
BLOOD  FILTRATE,  ICE  CREAM,  MILK, 
STOMACH  CONTENTS,  URINE,  OR  WATER: 
Consisting  of  sterile  (40564)  bottle, 
screw  neck,  120  CC  in  (41270)  mailing 
case,  water. 

Each 

As 

required 

18055 

X.  . 

BOTTLE  FOR  AGGLUTINATION  OR  COMPLEMENT 
FIXATION  TESTS:  Consisting  of  4 
sterile  (40562)  bottles,  screw  neck, 
in  (41250)  mailing  case,  typhoid. 

Each 

*  *  * 

As 

required 

18060 

X..  . 

BOTTLE  FOR  HISTO-PATHOLOGICAL  SPECIMEN: 
Consisting  of  2  (40566)  bottles, 
screw  neck,  60  CC,  in  (41270)  mailing 
case,  water. 

Each 

*  *  * 

As 

required 

18065 

X.  . 

BOTTLE  FOR  SPINAL  FLUID:  Consisting 
of  sterile  (40563)  bottle,  screw  neck, 
in  (41250)  mailing  case,  Typhoid. 

Each 

.  .  . 

As 

required 

18090 

X.  . 

BOTTLE  FOR  SEWAGE  EFFLUENT:  Consist¬ 
ing  of  either  one  of  the  bottles 
noted  under  bacto.  or  chem.  analysis 
of  water  depending  on  the  examination 
desired. 

Each 

As 

required 

18100 

X.  . 

BOTTLE  FOR  SPUTUM:  Consisting  of  2 
sterile  (40566)  bottles,  screw  neck, 
60  CC  in  (41270)  mailing  case,  water. 

Each 

.  .  . 

As 

required 

18150 

X.  . 

BOTTLE  FOR  CHEMICAL  EXAMINATION  OF 
WATER:  Consisting  of  chemically  clean 
(40540)  bottle,  narrow  mouth,  4  liter, 
packed  in  strong  wood  crate  for  ship¬ 
ment  by  express. 

Each 

As 

required 

18155 

BOTTLE,  VACUUM,  1  QUART,  WITH  PROTECT¬ 
IVE  CASE:  For  mailing  blood  speci¬ 
men. 

Each 

$5.00 

As 

required 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1. — Biological  Products - continued 

FURNISHFD  BY  CORPS  AREA  OR  DEPARTMENT  LABORATORIES - Continued 


No. 


Notes 


Item 


Unit 


Unit 
Pr  ice 


A1 lowance 
per  1000* 


18160 


18180 


18190 


18200 


18210 


18220 


X.  . 


X(l) 


X(l) 


X  (l) 


X  (l) 


X. 


18257 

18260 


X. 

X. 


18270 


X(l) 


18280 


X.  . 


MAILING  CASE  FOR  BLOOD  SMEAR,  OR 
EXUDATE  FOR  DIRECT  MICROSCOPICAL 
EXAMINATION:  Cover  glass  or  slide. 

Use  item  (41260)  case  mailing, 
Wassermann. 

MEDIA  FOR  BLOOD  CULTURE  MISCELLANEOUS: 
Consisting  of  100  CC  sterile  glucose 
broth  medium  in  (40564)  bottle, 
screw  neck,  120  CC  in  (41270)  mail¬ 
ing  case,  water. 

MEDIA  FOR  BLOOD  CULTURE  FOR  TYPHOID 
PARA-TYPHOID:  Consisting  of  10  CC 

sterile  bile  medium  in  (40563) 
bottle,  screw  neck,  22  CC  in  (41250) 
mailing  case,  typhoid. 

MEDIA  FOR  BACTERIOLOGICAL  EXAMINATION 
OF  EXUDATE:  Consisting  of  one  bottle 
Loeffler's  blood  serum  in  (40563) 
bottle,  screw  neck,  in  (41250)  mail¬ 
ing  case,  typhoid. 

LOEFFLER'S  MEDIA:  Consisting  of 
Loeffler's  blood  serum  in  (40563) 
bottle,  screw  neck,  in  (41250)  mail¬ 
ing  case,  typhoid. 

SWAB  STERILE:  Consisting  of  sterile 
cotton  swab  on  (3  6110)  applicator 
wood  in  sterile  (44320)  test  tube  in 
(41240)  mailing  case,  culture  or 
(41270)  mailing  case,  water,  depend¬ 
ing  on  the  number  desired. 


TUBE,  VACUUM,  30  CC: 
blood  specimen. 


For  collecting 


VIAL  FOR  PARASITES  AND  OVA:  Consist¬ 
ing  of  (40562)  bottle,  screw  neck, 
carrying  (44000)  spoon,  metal, 
packed  4  bottles  in  (41250)  mailing 


case,  typhoid. 


Station  Surgeon  to 
CC  of 


add  1  CC  of  10%  formalin  to  2 
specimen. 


VIAL  FOR  TYPHOID  CARRIER  EXAMINATION: 
Consisting  of  sterile  sodium  chloride 
and  glycerin  solution  in  (40562) 
bottle,  screw  neck,  packed  4  bottles 
and  4  sterile  (44000)  spoons,  metal, 
wrapped  in  paper  in  (41250)  mailing 
case,  typhoid. 

VIAL  FOR  URINE:  For  special  culture 
or  typhoid  carrier  examination. 
Consisting  of  sterile  (40563)  bottle, 
screw  neck,  in  (41250)  mailing  case, 
t  yphoid. 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


Each 


$0.  14 


Each 


Each 


As 

required 


As 

required 


As 

required 


As 
required 


As 

required 


As 

required 


As 

required 
As 

required 


As 

required 


As 

required 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  1* — Drugs,  Chemicals,  Biological  Stains 
(issue  While  in  stock  items)  


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lcwance 
per  1000* 

1 

2 

3 

10800 

X.  . 

ARSPHENAMINE,  USP,  0.3  GM:.  .  .  . 

10 

$1.30 

•  .  . 

10801 

X.  . 

ARSPHENAMINE,  USP,  0.6  GM:.  .  .  . 

10 

1.50 

10802 

X.  . 

ARSPHENAMINE ,  USP,  1  GM: . 

10 

1.80 

.  .  . 

.  .  . 

10803 

X.  . 

ARSPHENAMINE ,  USP,  2  GMS: .  .  .  . 

10 

3.20 

10804 

X.  . 

ARSPHENAMINE,  USP,  3  GMS:  .... 

10 

4,30 

10810 

X.  . 

ASAFETIDA,  USP: . 

4  lb 

.  10 

10830 

X.  . 

ASBESTOS  FIBER,  COMMERCIAL: .... 

4  lb 

.12 

10890 

X.  . 

AZGLITMIN: . 

25  gms 

1.72 

11065 

X.  . 

BISMUTH  SUBSALICYLATE,  USP:.  .  .  . 

2  oz 

1.00 

11555 

X.  . 

CORYZA  TABLET: . 

100 

.  18 

11785 

X.  . 

E SERINE  AND  PILOCARPINE  COMPOUND 

HYPO  TAB: 

10 

1.  15 

11860 

X.  . 

EXTRACT  GLYCYRRHIZA,  USP: . 

Pound 

.64 

11920 

x(l) 

FERROUS  IODIDE,  SYRUP,  USP:.  .  .  . 

4  lb 

.  15 

11950 

x(6) 

FL  EX  CANNABIS,  USP: . 

4  pt 

.25 

12165 

X.  . 

GLASS  WOOL,  USP  REAGENT,  STANDARD: .  . 

h  1^) 

.90 

12385 

X.  . 

IODOPHTHALE IN ,  SOLUBLE,  USP:  For 
intraTenous  and.  oral  use.  3.5  gins 
in  amber  colored  glass  ampule. 

5 

1.60 

12440 

X.  . 

IRON,  QUININE  AND  STRYCHNINE  PLLL  OR 
TAB: 

1000 

.74 

12550 

X.  . 

LITMUS  PAPER,  BLUE  STRIPS,  USP 
INDICATOR: 

100 

.  10 

12560 

X.  . 

LITMUS  PAPER,  RED  STRIPS,  USP 
INDICATOR: 

100 

.10 

12665 

X.  . 

MANGANESE  DIOXIDE,  TECHNICAL:.  .  . 

Pound 

.12 

12815 

X.  . 

MERCUROUS  CHLORIDE  OINTMENT.  MILD, 

1/8  OZ:  In  collapsible  tube, 
(prophylactic  use). 

l/ 8  oz 

.03 

13000 

x(l) 

NEOARSPHENAMINE ,  USP  0.3  GM:.  .  .  . 

5 

.65 

13001 

x(l) 

NEOARSPHENAMTNE ,  USP  0.45  GM: .  .  . 

5 

.70 

13002 

X  (l) 

NEOARSPHENAMINE,  USP  0. 6  GM: .  .  .  . 

5 

.76 

13003 

x(l) 

NEOARSPHENAMINE,  USP  0.75  GM: .  .  . 

5 

.86 

13004 

l 

x(l) 

NEOARSPHENAMINE,  USP  0. 9  GM: .  .  .  . 

5 

.95 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  1  .—Drugs,  Chemicals,  Biological  Stains - Continued 

(issue  while  in  Stock  items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1  lowance 
per  1000* 

1 

2 

3 

13005 

X(l) 

NEOARSPHENAMINE,  USP  3.0  GMS:  .  .  . 

5 

$2.25 

13010 

X.  . 

NICOTINIC  ACID,  USP,  50  MGM  TAB:.  . 

100 

1.00 

13125 

X.  . 

OIL,  JUNIPER,  USP: . 

Ounce 

.05 

14230 

X.  . 

SODIUM  CACODYLATE,  USP: . 

1/8  02 

.12 

14600 

X.  . 

SUCROSE:  white,  granulated. 

2  lbs 

.10 

14602 

X.  . 

SUCROSE:  white,  granulated. 

100  lbs 

4.89 

14825 

X.  . 

TINCTURE  MERTHIOLATE,  NNR: .... 

Pint 

1.50 

14945 

X.  . 

WINE,  SHERRY: . 

Quart 

.71 

15410 

X.  . 

SUDAN  III: . 

10  gms 

.90 

15420 

X.  . 

SUDAN  IV: . 

10  gms 

.50 

i 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


CLASS  2 


20000-29990 


Surgical  Dressings 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  2. — Surgical  Dressings 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lowance 
per  1000* 

1 

2 

3 

20010 

X. 

• 

BANDAGE,  CANTON,  FLANNEL,  3-INCH:  By 

5  yards. 

Dozen 

$0.98 

3.2 

20020 

X. 

• 

BANDAGE,  CANTON,  FLANNEL,  5-INCH:  By 

5  yards. 

Dozen 

3.44 

2.7 

20022 

X. 

• 

BANDAGE,  ELASTIC,  ALL  COTTON:  3-inch 
by  5%  yards  (stretched) . 

Dozen 

2.50 

1.9 

20024 

X. 

• 

BANDAGE,  ELASTIC,  ALL  COTTON:  4-inch 
by  5&  yards  (stretched)  . 

Dozen 

2.75 

1.5 

20030 

X. 

• 

BANDAGE.  FLANNEL,  3-INCH:  By  5  yards, 
extra  heavy. 

Dozen 

4.  75 

1.8 

20040 

X. 

• 

BANDAGE,  GAUZE,  ROLLER,  2-INCH:  By  6 
yards . 

Dozen 

.45 

249.8 

20050 

X. 

• 

BANDAGE,  GAUZE,  ROLLER,  3-INCH:  By  10 
yards. 

Dozen 

.90 

57.0 

20060 

X. 

• 

BANDAGE,  GAUZE,  ROLLER,  4-INCH:  By  10 
yards. 

Dozen 

1.06 

57.8 

20080 

X. 

• 

BANDAGE,  MUSLIN,  3-INCH:  By  5  yards. 

Dozen 

1.09 

12.6 

20090 

X. 

• 

BANDAGE,  MUSLIN,  5-INCH:  By  5  yards. 

Dozen 

1.84 

16.9 

20110 

X. 

• 

BANDAGE,  SUSPENSORY: . 

Dozen 

3.60 

8.9 

20120 

X. 

• 

BANDAGE,  TRIANGULAR:  Muslin,  40- inch. 

Dozen 

1.92 

8.3 

20130 

X. 

• 

COTTON.  ABSORBENT,  COMPRESSED: 
Sterilized. 

Ounce 

.05 

141.5 

20140 

X. 

• 

COTTON,  ABSORBENT,  ROLL: . 

Pound 

.30 

216.0 

20150 

X. 

• 

COTTON  BATTING:  Roll . 

Pound 

.33 

30.0 

V 

20160 

X. 

• 

CRINOLIN,  6  YARDS:  1  yard  wide.  .  . 

Pkg. 

.35 

2.7 

20210 

X. 

• 

GAUZE,  PLAIN,  5  YARDS: . 

Roll  . 

.19 

56.3 

20220 

X. 

• 

GAUZE,  PLAIN,  25  YARDS: . 

Roll 

.89 

54.0 

20230 

X. 

• 

GAUZE,  PLAIN,  100  YARDS: . 

Roll 

2.95 

67.5 

20240 

X. 

• 

GAUZE  PLAIN,  STERILIZED:  2  half  yard 
lengxhs,  1  yard  wide,  compressed. 

P  kg. 

.08 

70.1 

20252 

X. 

• 

MASK,  FACE,  SURGICAL:  120.  .  .  . 

Bag 

2.50 

1.8 

20270 

X. 

• 

MUSLIN:  Unbleached,  1  yard  wide. 

Yard 

.12 

225.0 

20300 

X. 

• 

PACKET,  FIRST-AID:  Metal  covered, 
Carlisle  model. 

Each 

.31 

450.0 

20310 

X. 

• 

PACKET,  FIRST-AID,  FOR  INSTRUCTION:.  • 

Box 

.26 

32.3 

20325 

X. 

• 

PAPER,  IMPERVIOUS,  5  YARDS:  24  inches 
wide. 

Roll 

.05 

3.0 

20340 

x(l) 

PLASTER,  ADHESIVE,  1-INCH:  By  5  yards. 

Spool 

.07 

579.2 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  2. — Surgical  Dressings - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A] lowance 
per  1000* 

1 

2 

3 

20350 

X(l) 

PLASTER,  ADHESIVE,  3- INCH:  By  5  yards. 

Spool 

$0. 16 

416.3 

20355 

X(1) 

PLASTER,  ADHESIVE,  12-INCH:  By  10 
yards. 

Roll 

1.20 

24.1 

20370 

X.  . 

PLASTER  OF  PARIS,  4  LBS: . 

Tin 

.27 

36.0 

20372 

X.  . 

PLASTER  OF  PARIS,  25  LBS:.  .  .  . 

Drum 

1.70 

6.3 

20380 

x(l) 

SILK,  IMPERVIOUS:  36  inches  wide.  . 

Yard 

.90 

2.9 

20390 

X.  . 

STOCKINET,  3-INCH:  By  25  yards.  . 

Roll 

.91 

4.5 

20400 

X.  . 

STOCKINET,  6- INCH:  By  25  yards.  . 

Roll 

1.95 

2.7 

20410 

X.  . 

STOCKINET,  9-INCH:  By  25  yards.  . 

Roll 

3.00 

2.0 

20420 

X.  . 

WADDING  SHEET:  Cotton  felt  padding 
for  use  under  plaster  casts,  5  inch¬ 
es  by  6  yards. 

Roll 

.07 

45.0 

/ 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


No. 

20250 

20280 

20285 

20313 

20314 

20315 

20317 

20319 

20330 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  2. — Surgical  Dressings - continued 

(issue  While  |n  stock  items) 


Item 


Unit 


Unit 
Pr  ice 


All owance 
per  1000* 


MASK,  FACE,  SURGICAL:  48 . 

PACK,  ABDOMINAL,  4  BY  18:  Inches.  100. 

PACK,  ABDOMINAL,  8  BY  18:  Inches.  100. 

PACKET,  FRONT-LINE,  No.  1:  Red  label. 
(Will  be  issued  in  lieu  of  92050 
until  stocks  are  exhausted.) 

PACKET,  FRONT-LINE,  No.  2:  White 
label.  (Will  be  issued  in  lieu  of 
92050  until  stocks  are  exhausted.) 

PACKET,  FRONT-LINE,  No.  3:  Blue 
label.  (Will  be  issued  in  lieu  of 
92050  until  stocks  are  exhausted.) 

PACKET,  INDIVIDUAL  DRESSING:  (Will  be 
issued  in  lieu  of  92060  until  stocks 
are  exhausted.) 

PAD,  SURGICAL,  3-1/2  BY  9-3/4: 

Inches.  12. 

PAPER,  IMPERVIOUS,  50  YARDS:  24 
inches  wide. 


Pkg. 
Pk  g. 
Pkg. 
Each 

Each 

Each 

Each 

Pkg. 

Roll 


$1.00 

4.20 

8.50 

.20 

.30 

.50 

.18 

.15 

.50 


*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


CLASS  3 


30000-35990.  Surgical  Instruments. 

36000-39990.  Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments, 
and  Surgical  Supplies. 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3» — Surgical  Instruments 


Mo. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

30008 

•  •  • 

ADENOTOME,  SIZE  1:  With  1  extra 
blade,  L&Force. 

Each 

$8.00 

30010 

•  •  • 

ADENOTOME,  SIZE  2:  With  1  extra 
blade,  LaForce. 

Each 

8.00 

30012 

•  •  • 

ADENOTOME,  SIZE  3:  With  1  extra 
blade,  LaForce. 

Each 

10.00 

AIRWAY . 

(Use 

35510 

or  35515) 

30015 

•  •  • 

ANASCOPE,  HIRSCHMAN:  19  MM  outside 
diam. 

Each 

4.98 

30018 

X.  . 

APPLICATOR,  EAR:  With  metal  handle 
and  knurled  end,  Cotton. 

Each 

.25 

1.1 

30020 

•  •  • 

APPLICATOR,  NASAL,  ALUMINUM:  5^-inch, 
with  handle,  l£— inch  spiral  end. 

Each 

.09 

30030 

X.  . 

APPLICATOR,  NASAL,  STEEL:  6-inch, 
with  handle,  1— inch  spiral  end. 

Each 

.28 

1.1 

30040 

X.  . 

APPLICATOR,  PHARYNGEAL:  Copper,  9- 
inch,  spiral  end. 

Each 

.10 

0.6 

30050 

X.  . 

APPLICATOR,  SURGICAL:  Steel,  7&-inch, 
with  handle,  1— inch  spiral  end. 

Each 

.09 

0.4 

30060 

S(2) 

BAG,  OBSTETRICAL:  Complete.  .  .  . 

Each 

43.15 

30061 

(9) 

BAG,  OBSTETRICAL:  Empty.  .  .  . 

Each 

13.50 

30065 

•  •  • 

BAG,  PHYSICIANS':  Empty . 

Each 

9.75 

30070 

•  •  • 

BISTOURY,  PROBE-POINTED,  STRAIGHT,  2- 
INCH  BLADE:  6b  inch. 

Each 

.50 

30075 

•  •  • 

BISTOURY,  SHARP-POINTED,  CURVED, 

1—5/ 16-iNCH  BLADE: 

Each 

.35 

30085 

•  •  • 

BISTOURY.  SHARP-POINTED,  STRAIGHT, 
1—5/1 6-INCH  BLADE: 

Each 

1.85 

30090 

(9) 

BLOCK,  BITE,  ADULT:  Jackson.  (in 
30750,  Case,  Bronchoscopic) . 

Each 

2.40 

30100 

(9) 

BLOCK.  BITE,  ADOLESCENT:  Jackson. 

(in  30750,  Case,  Bronchoscopic). 

Each 

2.40 

30110 

(9) 

BLOCK,  BITE,  CHILD:  Jackson.  (in 
30750,  Case,  Bronchoscopic). 

Each 

2.40 

30115 

•  •  • 

BOLT,  TIBIA:  3/32  by  5  inches, 
threads  on  one  end. 

Each 

1.75 

30220 

x(i) 

BOUGIE  a  BOULE,  WOVEN,  8F:  Boilable, 
Guyon. 

Each 

.36 

0.1 

30230 

X  (l) 

BOUGIE  a  BOULE,  WOVEN,  10F:  Boilable, 
Guyon. 

Each 

.36 

0.1 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3. — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

30240 

X(l) 

BOUGIE  a  BOULE,  WOVEN,  12F: 

Boilable,  Guy on. 

Each 

$0.36 

0.1 

30250 

X(1) 

BOUGIE  a  BOULE,  WOVEN,  14F: 

Boilable,  Guy on. 

Each 

.36 

0.1 

30260 

x(D 

BOUGIE  a  BOULE,  WOVEN,  16F: 

Boilable,  Guy on. 

Each 

.36 

0.1 

30270 

x(l) 

BOUGIE  a  BOULE,  WOVEN,  18F: 

Boilable,  Guyon. 

Each 

.36 

0.1 

30280 

x(l) 

BOUGIE  a  BOULE,  WOVEN,  20F: 

Boilable,  Guyon. 

Each 

.36 

0.1 

30200 

x(l) 

BOUGIE  a  BOULE,  WOVEN,  22F: 

Boilable,  Guyon. 

Each 

.40 

0.1 

30300 

X  (l) 

BOUGIE  a  BOULE,  WOVEN,  24F:« 

Boilable,  Guyon. 

Each 

.36 

0.1 

30310 

(1) 

BOUGIE,  DILATING,  BUERGER,  WITH 

OLIVE  TIPS,  12-20F:  For  use  with 
items  31560  and  31575. 

Each 

9.00 

30320 

(9) 

BOUGIE,  ESOPHAGEAL,  10F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

30340 

(9) 

BOUGIE,  ESOPHAGEAL,  12F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

30360 

(9) 

BOUGIE,  ESOPHAGEAL,  14F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

30380 

(9) 

BOUGIE,  ESOPHAGEAL,  16F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

30390 

(9) 

BOUGIE,  ESOPHAGEAL,  18F:  Woven, 
with  metal  handle,  Jackson.  (in 
30750,  Case,  Bronchoscopic). 

Each 

3.20 

30392 

(9) 

BOUGIE,  ESOPHAGEAL,  20F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

% 

30394 

(9) 

BOUGIE,  ESOPHAGEAL,  22F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

30396 

(9) 

BOUGIE,  ESOPHAGEAL,  24F:  Woven, 
with  metal  handle,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

3.20 

30398 

(9) 

BOUGIE,  ESOPHAGEAL,  26F:  Woven, 
with  metal  handle,  Jackson.  (in 
30750,  Case,  Bronchoscopic). 

Each 

3.20 

*  Deteriorating  items  -  1,  000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Instruments- — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1  owance 
per  1000* 

1 

2 

3 

30400 

(9) 

BOUGIE,  ESOPHAGEAL,  28F:  Woven,  with 
metal  handle,  Jackson.  (in  30750, 
Case,  Bronchoscopic) . 

Each 

$3.20 

30410 

.  .  . 

BOUGIE,  EUSTACHIAN:  Whalebone,  set 
of  5. 

Set 

1.50 

30420 

(9) 

BOUGIE,  TRACHEAL,  18F:  Jackson,  (in 
30750,  Case,  Bronchoscopic) . 

Each 

1.40 

30430 

(9) 

BOUGIE,  TRACHEAL,  2 IF:  Jackson,  (in 
30750,  Case,  Bronchoscopic)  . 

Each 

1.40 

.  .  . 

30440 

(9) 

BOUGIE,  TRACHEAL,  24F:  Jackson,  (in 
30750,  Case,  Bronchoscopic)  . 

Each 

1.40 

30450 

(9) 

BOUGIE,  TRACHEAL,  30F:  Jackson,  (in 
30750,  Case,  Bronchoscopic) . 

Each 

1.40 

30460 

(9) 

BOUGIE,  TRACHEAL,  36F:  Jackson,  (in 
30750,  Case,  Bronchoscopic)  . 

Each 

1.40 

30470 

X(l) 

BOUGIE,  URETHRAL,  10F:  Olivary, 
woven,  boilable. 

Each 

.45 

0.  1 

30480 

X(l) 

BOUGIE,  URETHRAL,  12F:  Olivary, 
woven,  boilable. 

Each 

.45 

0.  1 

30490 

X(l) 

BOUGIE,  URETHRAL,  14F:  Olivary, 
woven,  boilable. 

Each 

.45 

0.2 

30500 

x(i) 

BOUGIE,  URETHRAL,  16F:  Olivary, 
woven,  boilable. 

Each 

.45 

0.2 

30510 

X(l) 

BOUGIE,  URETHRAL,  18F:  Olivary, 
woven,  boilable. 

Each 

.45 

0.  1 

30520 

x(i) 

BOUGIE,  URETHRAL,  20F:  Olivary, 
woven,  boilable. 

Each 

.45 

0.  1 

30530 

S(9) 

BRONCHOSCOPE,  4  MM  BY  30  CM, 

INFANT'S:  With  2  light  carriers  and 
lamps.  Jackson.  (in  30750,  Case, 
Broncnoscopic)  . 

Each 

11.20 

30535 

S(9) 

BRONCHOSCOPE  5  MM  BY  30  CM,  CHILD'S: 
With  2  light  carriers  and  lamps, 
Jackson.  (in  30750,  Case, 

Bronchoscopic) . 

Each 

11.20 

30540 

S(9) 

BRONCHOSCOPE,  7  MM  BY  40  CM, 
ADOLESCENT:  With  2  light  carriers 

and  lamps,  Jackson.  (in  30750, 

Case,  Bronchoscopic)  . 

Each 

11.  20 

30545 

S(9) 

BRONCHOSCOPE,  8  MM  BY  40  CM,  ADULT'S: 
With  2  light  carriers  and  lamps, 
Jackson.  (in  30750,  Case, 

Bronchoscopic)  . 

Each 

11.  20 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3. — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

30560 

S(9) 

BRONCHOSCOPE,  7  MM  BY  40  CM,  STANDARD 
ASPIRATING,  ADOLESCENT-ADULT:  With 

2  light  carriers  and  lamps,  Jackson, 
(in  30750,  Case,  Bronchoscopic) . 

Each 

$12.00 

30562 

S(9) 

BRONCHOSCOPE,  6  MM  BY  40  CM,  FULL 
LUMEN,  ASPIRATING:  With  2  light 
carriers  and  lamps.  Jackson.  (in 

30750,  Case,  Broncnoscopic)  . 

Each 

13.  20 

30565 

S(9) 

BRONCHOSCOPE,  5  MM  BY  45  CM,  ADULT 
(DEEP  BRONCHI)  ,  HEAVY:  With  2  light 
carriers  and  lamps,  Jackson.  (In 

30750,  Case,  Bronchoscopic) . 

Each 

12.  00 

30605 

.  .  . 

CANULA,  ANTRUM,  KILLIAN’S:.  .  .  . 

Each 

.80 

30610 

.  .  . 

CANULA,  BRAIN:  Exploring,  trocar 
goint,  blunt,  gage  10,  graduated  10 

Each 

.72 

30620 

.  .  . 

CANULA,  COLOSSAL  PUNCTURE:  Silver, 
gage  10,  vith  obturator,  14  CM, 

Frazier . 

Each 

1.00 

30640 

.  .  . 

CANULA,  FRONTAL  SINUS:  Bresgen.  .  . 

Each 

.55 

30643 

.  .  . 

CANULA,  FRONTAL  SINUS,  FULL  CURVED: 

Van  Alyea. 

Each 

3.00 

30644 

.  .  . 

CANULA,  FRONTAL  SINUS,  LESSER  CURVED: 
Van  Alyea. 

Each 

3.00 

30650 

X.  . 

CANULA,  INTRAVENOUS:  Curved,  Webster. 

Each 

.09 

0.6 

30660 

.  .  . 

CANULA,  SPHENOID:  Graduated,  silver, 
Casselberry. 

Each 

.  75 

30670 

CANULA,  URETHRAL:  Modified  Keyes— 
Ultzman,  consisting  of  standard 
canula  and  cross  bar  without  syringe 
but  with  adapter  to  take  standard 

Luer  syringe. 

Each 

1.83 

30680 

.  .  . 

CANULA,  UTRICLE:  Urethral,  silver, 

Luer  slip,  Young. 

Each 

.43 

30700 

•  •  • 

CARRIER,  LIGATURE,  RIGHT:  8-inch, 
Cleveland. 

Each 

10.  65 

30705 

S(9) 

CARRIER,  SPONGE,  CHILD:  Length  60 

CM,  Jackson.  (in  30750,  Case, 
Bronchoscopic)  . 

Each 

1.  80 

30710 

.  .  . 

CASE,  ASPIRATING:  60  CC,  all  metal 
syringe.  Potain  trocar,  3  needles, 
2-way  stopper  in  metal  case. 

Each 

8.00 

30720 

(9) 

CASE,  ASPIRATING,  SYRINGE: 
Complete. 

Each 

4.00 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


f 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

1 

2 

3 

30730 

S.  . 

CASE,  BONE,  OPERATING:  Electric, 
consisting  of  1  bone  reamer,  twin 
saws  both  right  angle  and  straight, 
single  saws,  crosscut  saw,  bone 
drills,  foot  rheostat  switch,  dowel 
shaper,  universal  motor  with  steri— 
lizable  shell  and  cords.  To  include 
chuck  for  insertion  of  Kirschner 
wires.  In  wood  case. 

Each 

$150.00 

30750 

S(2) 

CASE,  BRONCHOSCOPIC: . 

Each 

776.80 

30760 

S(9) 

CASE  BRONCHOSCOPIC  AND  STERILIZER 
COMBINED:  5  trays,  no  clips, 

Jackson,  (in  30750,  Case, 
Bronchoscopic)  . 

Each 

40.00 

30770 

S(2) 

CASE,  DIAGNOSTIC,  EYE,  EAR,  NOSE  AND 
THROAT:  Electric. 

Each 

74.67 

3  0780 

(2) 

CASE,  EMERGENCY:  Complete.  .  .  . 

Each 

13.50 

30781 

(9) 

CASE,  EMERGENCY,  EMPTY:  Canvas.  . 

Each 

1.50 

30900 

S  (2) 

CASE,  TRIAL  LENSES:  Complete.  .  . 

Each 

103.00 

30905 

(9) 

CASE,  TRIAL  LENSES,  LENSES  FOR, 
POIAROID  TYIE :  36  MM  in  diameter, 

2  MM  in  thickness,  3  in  set. 

Set 

3.00 

30910 

(9) 

CASE,  TRIAL  LENSES,  TRIAL  FRAME  FOR: 
Revolving  three  cell. 

Each 

10.00 

30915 

(9) 

CASE,  TRIAL  LENSES,  MEASURE,  LENS: 
Geneva. 

Each 

10.80 

30920 

•  •  • 

CATHETER,  EUSTACHIAN,  SIZE  1:  6-inch, 
silver,  Hartman. 

Each 

.30 

30930 

•  •  • 

CATHETER,  EUSTACHIAN,  SIZE  2:  6-inch, 
silver,  Hartman. 

Each 

.30 

30940 

•  •  • 

CATHETER,  EUSTACHIAN,  SIZE  3:  6- inch, 

silver,  Hartman. 

Each 

.30 

30990 

x  (1) 

CATHETER,  URETERAL,  X-RAY,  5F, 

OLIVARY:  Tip,  graduated,  2— eye. 

Each 

1.40 

0.5 

31000 

x(l) 

CATHETER,  URETERAL,  X-RAY,  6F, 

OLIVARY:  Tip,  graduated,  2-eye. 

Each 

1.40 

0.4 

31010 

x  (1) 

CATHETER,  URETERAL,  X-RAY,  5F, 

WHISTLE:  Tip,  graduated,  2— eye. 

Each 

1.40 

0.5 

31020 

x  (1) 

CATHETER,  URETERAL,  X-RAY,  6F, 

WHISTLE:  Tip,  graduated,  2— eye. 

Each 

1.40 

0.5 

. 

31030 

•  •  • 

CATHETER,  URETHRAL,  FEMALE:  Double 
current,  partition  in  center. 

Each 

2.00 

•  *  * 

31010 

X.  . 

CATHETER,  URETHRAL,  FEMALE,  GLASS: 

3  sizes. 

Set 

.06 

0.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


{ 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

31060 

•  •  • 

CATHETER,  URETHRAE,  MALE,  16F:  Double 
current.  Van  Buren,  curved. 

Each 

$1.75 

31070 

X  (l) 

CATHETER,  URETHRAL,  RUBBER,  14F: 

Funnel  end,  Nelaton. 

Each 

.09 

2.0 

31080 

x(l) 

CATHETER,  URETHRAL,  RUBBER,  16F: 

Funnel  end,  Nelaton. 

Each 

.09 

2.3 

31090 

X(1) 

CATHETER,  URETHRAL,  RUBBER,  18F: 

Funnel  end,  Nelaton. 

Each 

.09 

2.9 

31100 

x(l) 

CATHETER,  URETHRAL,  RUBBER,  22F: 

Funnel  end,  Nelaton. 

Each 

.09 

1.6 

31110 

x(l) 

CATHETER,  URETHRAL,  RUBBER,  26F: 

Funnel  end,  Nelaton. 

Each 

.09 

0.8 

31120 

X.  . 

CATHETER,  URETHRAL,  RUBBER,  GUIDE: 
Metal  mandrin  with  retaining  spring 
handle,  Coude  beak,  Benique. 

Each 

.23 

0.3 

31130 

x(l) 

CATHETER,  URETHRAL,  RUBBER,  SELF- 
RETAINING:  Raised  top,  20F,  Pezzer. 

Each 

.50 

0.4 

31133 

x(l) 

CATHETER,  URETHRAL,  RUBBER,  SELF- 
RETAINING,  4-WING,  MALECOT,  32F: 

Each 

1.25 

0.4 

31140 

x(l) 

CATHETER,  URETHRAL,  WOVEN,  14F:  Coude 
Boilable,  Mercier. 

Each 

.55 

0.2 

31150 

x(l) 

CATHETER,  URETHRAL,  WOVEN,  16F:  Coude 
Boilable,  Mercier. 

Each 

.55 

0.2 

31160 

x(l) 

CATHETER,  URETHRAL,  WOVEN,  18F:  Coude 
Boilable,  Mercier. 

Each 

.55 

0.2 

31170 

x(l) 

CATHETER,  URETHRAL,  WOVEN,  20F:  Coude 
Boilable,  Mercier. 

Each 

.55 

0.1 

31180 

X  (l) 

CATHETER,  URETHRAL,  WOVEN,  22F:  Coude 
Boilable,  Mercier. 

Each 

.55 

0.1 

31190 

•  •  • 

CHISEL,  BONE,  BEVEL,  6  MM:  Square 
handle . 

Each 

2.00 

31200 

•  •  • 

CHISEL,  BONE,  BEVEL,  12  MM:  Square 
handle. 

Each 

2.00 

31210 

•  •  • 

CHISEL,  BONE,  BEVEL,  18  MM:  Square 
handle . 

Each 

2.00 

31220 

•  •  • 

CHISEL,  BONE,  OSTEOTOME,  6  MM:  Square 
handle . 

Each 

2.25 

31230 

•  •  • 

CHISEL,  BONE,  OSTEOTOME,  12  MM: 

Squar e  handle. 

Each 

2.25 

31240 

•  •  • 

CHISEL,  BONE,  OSTEOTOME,  18  MM: 

Square  handle. 

Each 

2.25 

31260 

•  •  • 

CHISEL,  NASAL,  STRAIGHT:  Submucous, 
Freer. 

Each 

.67 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3.— -Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

31270 

• 

• 

• 

CLAMP,  B  ONE-PLAT  TNG,  LARGE:  8£~inch, 
Lawman. 

Each 

$10.75 

31277 

• 

• 

CLAMP,  HARELIP,  IVY: . 

Pair 

15.00 

31280 

• 

• 

CLAMP,  HEMORRHOIDAL:  Kelsey.  .  . 

Each 

2.50 

31285 

• 

CLAMP,  INTESTINAL  ANASTOMOSIS: 

Furniss. 

Each 

20.00 

31287 

• 

• 

CLAMP.  INTESTINAL  ANASTOMOSIS, 

3— BLADE:  Rankin. 

Each 

22.50 

31290 

• 

CLAMP,  PYLORUS,  11-INCH:  Payr.  .  . 

Each 

17.00 

31295 

. 

• 

CLAMP,  PYLORUS,  8- INCH:  Payr.  .  . 

Each 

10.00 

31310 

• 

• 

CURETTE,  ADENOID,  SIZE  1:  Barnhill. 

Each 

1.50 

31320 

• 

• 

CURETTE,  ADENOID,  SIZE  4:  Barnhill. 

Each 

1.50 

31330 

• 

• 

CURETTE,  CHALAZION,  MEDIUM: 
Meyerhoefer. 

Each 

1.10 

31340 

• 

• 

CURETTE,  EAR:  Hook  and  spoon,  Gross. 

Each 

1.25 

31350 

• 

• 

CURETTE,  EAR,  STRAIGHT,  SIZE  1: 

Sharp,  Buck. 

Each 

.  65 

31360 

• 

• 

• 

CURETTE,  EAR,  STRAIGHT,  SIZE  2: 

Sharp,  Buck. 

Each 

.65 

31370 

• 

• 

• 

CURETTE,  EAR,  STRAIGHT,  SIZE  3: 

Sharp,  Buck. 

Each 

.45 

31380 

• 

• 

• 

CURETTE,  ETHMOID:  Mosher,  set  of  3. 

Set 

7.40 

31390 

• 

• 

• 

CURETTE,  EUSTACHIAN:  Yankauer,  set 
of  3,  with  probe. 

Set 

6.00 

31410 

• 

• 

CURETTE,  MASTOID,  BUCK,  SIZE  1: 

Oval  spoon. 

Each 

3.20 

31420 

• 

• 

CURETTE,  MASTOID,  BUCK,  SIZE  3: 

Oval  spoon. 

Each 

3.20 

31430 

• 

• 

CURETTE,  MASTOID,  RICHARD,  SIZE  1:. 

Each 

3.00 

31440 

• 

• 

CURETTE,  MASTOID,  RICHARD,  SIZE  3:. 

Each 

1.60 

31450 

. 

. 

CURETTE,  MASTOID,  RICHARD,  SIZE  5:  . 

Each 

3.00 

31460 

• 

• 

CURETTE,  MASTOID ,  WHITING,  SIZE  2: 
(Veterinary  use  for  Quittor)  . 

Each 

1.08 

31470 

• 

• 

CURETTE,  MASTOID,  WHITING,  SIZE  4: 
(Veterinary  use  for  Quittor). 

Each 

1.08 

31480 

• 

• 

CURETTE,  MASTOID,  WHITING,  SIZE  5: 
(Veterinary  use  for  Quittor)  . 

Each 

1.08 

31483 

. 

. 

CURETTE,  SINUS:  C oakley,  set  of  6. 

Set 

10.05 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

31490 

•  •  • 

CURETTE,  UTERINE,  DULL,  SIZE  4: 
Thomas. 

Each 

$1.00 

31500 

•  •  • 

CURETTE,  UTERINE,  IRRIGATING:  Set 
of  3  (l  spoon,  1  dull,  1  sharp) 
with  detachable  handle. 

Set 

2.50 

31510 

•  •  • 

CURETTE,  UTERINE,  SHARP,  SIZE  2: 

Sims. 

Each 

1.25 

31515 

•  •  • 

CURETTE,  UTERINE,  SHARP,  SIZE  4: 

Sims. 

Each 

1.25 

31520 

•  •  • 

CYSTOSCOPE,  BRAASCH:  24F,  with  2 
cords  and  lamps.  For  transformer 
see  37275. 

Each 

24.15 

31530 

S.  . 

CYSTOSCOPE,  16F:  Double  Cath- 
eterizing  (concave  and  convex 
sheaths).  For  transformer  see 

37275. 

Each 

100.00 

31550 

s.  . 

CYSTOSCOPE,  2 IF:  Double  Cath¬ 
eter  izing  (not  operating)  (concave 
and  convex  sheaths,  with  both 
examining  and  convertible  tele¬ 
scopes).  For  transformer  see  37275. 

Each 

15  5.00 

31560 

s.  . 

CYSTOSCOPE,  24F:  Convertible, 
examining,  catheter izing,  operating 
(concave  and  convex  sheaths).  For 
transformer  see  37275. 

Each 

166.25 

31570 

X(3)(9) 

CYSTOSCOPE,  LAMP: . 

Each 

1.30 

1.3 

31575 

S.  . 

CYSTO-URETHROSCOPE:  Consisting  of 
Foroblique  type  telescope  No.  68A 
and  light  carrier  combined,  24F 
sheath  with  obturator,  20F  beaked 
sheath  with  obturator.  Complete  in 
case.  (For  rheostat  use  37275;  for 

batteries  use  36215) . 

Each 

17  5.00 

31580 

•  •  • 

CYST0T0ME,  EYE:  Graefe.  .  .  .  . 

Each 

1.25 

31590 

•  •  • 

DEPRESSOR,  TONGUE,  B0SW0RTH: .  .  . 

Each 

.60 

31595 

•  •  • 

DEPRESSOR,  TONGUE,  ELECTRIC:  With  2 
mirrors,  for  use  as  larvngoscope, 
with  handle  and  detachable  cords. 

See  item  36680  for  wood  blades. 

Each 

16.00 

31600 

•  •  • 

DERMATOME  SET,  COMPLETE:  Padgett. 
(Consisting  of  one  4  by  7  inch  drum, 
2  cutting  blades,  knife  handle, 
brush,  and  h  gallon  special  cement.) 

Set 

150.00 

31602 

(9) 

DERMATOME  SET,  BLADE  FOR: 
Approximately  6  inches  by  1  inch. 

Each 

5.00 

31604 

X(9) 

DERMATOME  SET,  BRUSH:  i-inch 
widt  h. 

Each 

.75 

0.8 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


t 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments — — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

31606 

X(9) 

DERMATOME  SET,  SPECIAL  CEMENT:.  . 

h  Gal 

$12.00 

0.9 

31620 

•  •  # 

DILATOR,  LACHRYMAL:  Ziegler.  .  .  . 

Each 

.29 

31630 

•  •  • 

DILATOR,  TRACHEA:  Trousseau.  .  . 

Each 

1.29 

31640 

•  •  • 

D IIAT OR,  URETHRAL,  11F: . 

Each 

.65 

31650 

.  .  . 

DILATOR,  URETHRAL,  13F: . 

Each 

.  65 

31660 

•  •  • 

D IIAT OR,  URETHRAL,  15F: . 

Each 

.65 

31670 

.  .  . 

DILATOR,  URETHRAL,  18F: . 

Each 

.65 

31680 

.  .  . 

DILATOR,  URETHRAL,  22F: . 

Each 

.65 

31690 

.  .  . 

DILATOR,  URETHRAL,  26F: . 

Each 

.65 

31710 

.  .  . 

DILATOR,  UTERINE:  With  gage,  large, 
Ooodel. 

Each 

10.50 

31720 

.  .  . 

DILATOR,  UTERINE,  6  IN  SET:  Metal, 
double  end,  Hank. 

Set 

6.50 

31730 

X.  . 

DIRECTOR,  GROOVED:  Dressing,  probe 
pointed,  5^— inch. 

Each 

.06 

1.1 

31735 

X.  . 

DIRECTOR,  GROOVED,  WITH  MYRTLE  LEAF: 

6— inch. 

Each 

.12 

0.2 

31760 

.  .  . 

DISSECTOR,  TONSIL:  Blunt  and  pillar 
retractor,  Hurd. 

Each 

2.50 

31770 

.  .  . 

DOUCHE,  UTERINE,  26F:  ll£-inch, 
Bozeman. 

Each 

3.50 

31790 

.  .  . 

DRILL,  BONE:  10— inch,  complete  with 

3  twist  drills,  St ille— Sherman. 

Set 

10.75 

31800 

X(9) 

DRILL,  BONE,  EXTRA  DRILLS:  Drill, 
gage  32,  two  3— inch  and  one  4— inch. 

Set 

.80 

0.2 

31820 

.  .  . 

DRHX,  CRANIAL,  BRACE  FOR:  Cushing. 

Each 

14.00 

31822 

(3) 

DRILL,  CRANIAL,  BURR,  ENLARGING, 
ADSON-ROGERS:  (Shank  made  to  fit 

31820)  . 

Each 

3.00 

31826 

(3) 

DRILL,  CRANIAL,  BURR,  PERFORATING, 
ADSON-ROGERS:  (Shank  made  to  fit 

31820)  . 

Each 

3  .70 

31827 

(9) 

ELECTRODE,  FULGURATING,  BUGBEE, 
FLEXIBLE,  6F:  For  use  with  Item 
31560. 

Each 

5.00 

31828 

(9) 

ELECTRODE,  FULGURATING,  McCARTHY, 
FLEXIBLE,  9F:  Set  of  3,  for  use  with 
Item  31560. 

Set 

20.00 

31831 

(3)  (9) 

ELECTRODE.  COAGULATION,  McCARTHY  TYPE, 
RIGID,  9F:  (For  use  with  31575). 

Each 

6.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3- — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al 1 owance 
per  1000* 

1 

2 

3 

31832 

(3) (9) 

ELECTRODE,  CUTTING  LOOP,  28F: 

Cutting  wire  .015  inch  in  diameter. 
(For  use  with  37250)  . 

Each 

$4.00 

31833 

(3)  (9) 

ELECTRODE ,  PUNCTATE,  McCARTHY  TYPE, 

28F:  (For  use  with  37250)  . 

Each 

4.25 

31839 

.  .  . 

ELEVATOR,  DURA:  Frazier . 

Each 

.80 

31840 

.  .  . 

ELEVATOR,  NASAL,  BLUNT:  Submucous, 
Freer. 

Each 

.73 

31850 

.  .  . 

ELEVATOR,  NASAL,  SHARP:  Submucous, 
Freer. 

Each 

.67 

31860 

.  .  . 

ELEVATOR,  PERIOSTEAL,  BLTTNT:  Cranial, 
narrow',  curved. 

Each 

.74 

31870 

.  .  . 

ELEVATOR.  PERIOSTEAL,  DOUBLE-ENDED: 
Blunt,  Droad,  straight,  Sayre. 

Each 

.74 

31880 

.  .  . 

ELEVATOR,  PERIOSTEAL,  SHARP:  Broad, 
curved. 

Each 

1.25 

31905 

S(9) 

ESOPHAGOSCOPE,  6  MM  BY  35  CM,  CHILD'S: 
With  2  light  carriers  and  lamps, 
Tackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

13.20 

31910 

S(9) 

ESOPHAGOSCOPE,  9  MM  BY  45  CM,  ADULT'S: 
With  2  light  carriers  and  lamps, 
Jackson.  (in  30750,  Case, 

Bronchoscopic)  . 

Each 

13.20 

31915 

S(9) 

ESOPHAGOSCOPE,  5  MM  BY  45  CM,  FULL 
LUMEN:  With  2  light  carriers  and 

lamps,  Jackson.  (In  30750,  Case, 
Bronchoscopic)  . 

Each 

15.60 

31917 

S(9) 

ESOPHAGOSCOPE,  6  MM  BY  35  CM,  FULL 
LUMEN:  With  2  light  carriers  and 

lamps,  Jackson.  (In  30750,  Case, 
Bronchoscopic) . 

Each 

15.60 

31920 

S(9) 

ESOPHAGOSCOPE,  7  MM  BY  45  CM,  FULL 
LUMEN:  With  2  light  carriers  and 

lamps,  Jackson.  (In  30750,  Case, 
Bronchoscopic) . 

Each 

15.60 

31925 

S(9) 

ESOPHAGOSCOPE,  9  MM  BY  53  CM,  FULL 
LUMEN:  With  2  light  carriers  and 

lamps  Jackson.  (In  30750,  Case, 
Bronchoscopic)  . 

Each 

17.55 

31930 

(3)  (9) 

EVACUATOR,  CYSTOSCOPIC,  ELLICE  TYPE: 
(For  use  with  31575  and  37250). 

Each 

6.38 

31933 

(3) (9) 

EVACUATOR,  CYSTOSCOPIC,  TOOMEY  TYPE: 
(For  use  with  31575  and  37250). 

Each 

6.38 

31935 

S(9) 

EVACUATOR,  ESOPHAGEAL:  Jackson.  (in 
30750,  Case,  Bronchoscopic) . 

Each 

6.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

31955 

S.  . 

EXTENSION  APPARATUS,  KIRSCHNER,  HAND 
DRILL  TYPE:  Complete.  Consisting 
of  hand  drill  with  12  assorted  drill 
wires  and  3  twist  drills;  1  drill 
wire  guide;  2  wire  tractors,  large; 

1  wire  tractor,  extra  long;  1  wire 
tractor,  medium.  Fig*  15,  Medical 
Field  Manual.  (For  replacement  of 

wire  drills  and  tractors  requisition 
31958  (drills)  and  31959  (tractors). 

Each 

.  .  . 

S.  . 

EXTENSION  APPARATUS,  BENDIXON- 
KIRSCHNER,  MOTOR  DRIVEN  TYPE: 

Each 

.  .  . 

Use  3073C 

.  .  . 

31958 

x  (3)  (9) 

EXTENSION  APPARATUS,  DRILLS,  WIRE: 
For  item  31955. 

Dozen 

2.50 

0.2 

31959 

(3)  (9) 

EXTENSION  APPARATUS,  TRACTION  BOW: 
Adjustable,  extra  large,  large  or 
medium.  For  use  with  wire  drills 
of  31955.  (Requisitions  will 
state  size  required). 

Each 

15.00 

31960 

EXTENSION  APPARATUS,  STEINMANN:  Bone, 
complete  with  3  solid  pins;  pin 
holder,  Boehler  type,  medium;  pin 
holder,  Boehler  type,  small;  and 
chuck;  without  weights.  Fig.  13, 
Medical  Field  Manual. 

Each 

11.00 

31961 

(3)  (9) 

EXTENSION  APPARATUS,  STEINMANN, 

PIN  HOLDER,  BOEHLER  TYPE,  MEDIUM: 
8&-inch. 

Each 

3.  50 

31962 

(3)  (9) 

EXTENSION  APPARATUS,  STEINMANN, 

PIN  HOLDER,  BOEHLER  TYPE,  SMALL: 
5-inch. 

Each 

2.  50 

31963 

(3)  (9) 

EXTENSION  APPARATUS,  STEINMANN, 
CHUCK  FOR: 

Each 

3.50 

31965 

x  (3)  (9) 

EXTENSION  APPARATUS,  STEINMANN, 

PIN:  Solid,  5,  6g  and  8  inches 

long.  Requisitions  should  state 
size  desired.  Fig.  13,  Medical 
Field  Manual. 

Each 

.50 

1.  1 

31970 

X(l) 

FILIFORM,  4F:  37  CM,  woven,  with 

standard  female  thread  1  by  56,  for 
LeFort  dilator. 

Each 

2.  10 

0.4 

31980 

X(1) 

FILIFORM,  5F:  37  CM,  woven,  with 

standard  female  thread  1  by  56,  for 
LeFort  dilator. 

Each 

2.00 

0.  5 

31990 

X(1) 

FILIFORM,  WHALEBONE,  SIZE  6:  Olivary 
tips,  Gouley. 

Each 

.07 

0.  3 

32000 

.  .  . 

FORCEPS,  ADVANCEMENT,  PRINCE: .  .  . 

Each 

2.50 

32005 

S(9) 

FORCEPS,  BEAD,  MEDIUM:  50  CM,  Tucker, 
(in  30750,  Case,  Bronchoscopic) . 

Each 

13.  20 

Deteriorating  items  -  1,000  men  for  fi  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


. 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3 .—Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT l owance 
per  1000* 

1 

2 

3 

32007 

• 

•  • 

FORCEPS,  BONE-CUTTING,  CURVED, 

10£  —  INCH:  Double— act  ion,  Liston— 

St ille. 

Each 

$20.15 

32010 

• 

•  • 

FORCEPS,  BONE-CUTTING,  STRAIGHT: 

8— 3/4— Inch,  Liston. 

Each 

6.35 

32020 

• 

•  • 

FORCEPS,  BONE-CUTTING,  STRAIGHT, 

HEAVY:  10-inch,  Liston. 

Each 

10.75 

32030 

• 

•  • 

FORCEPS,  BONE-HOLDING,  10-INCH: 
Farabeuf . 

Each 

8.25 

32035 

. 

.  • 

FORCEPS,  BONE-IIOLDING,  12-INCH:  Lane. 

Each 

15.00 

32036 

• 

•  • 

FORCEPS,  BONE-HOLDING,  lO^-INCH, 
LAMBOTTE:  With  ratchet. 

Each 

12.50 

32037 

• 

•  • 

FORCEPS,  BONE-HOLDING,  8*— INCH, 
FERGUSON: 

Each 

6.25 

32038 

• 

•  • 

FORCEPS,  BONE,  RONGEUR,  7-INCH,  LEFT: 
Curved,  Horsley. 

Each 

6.30 

32039 

• 

•  • 

FORCEPS,  BONE,  RONGEUR,  7-INCH, 

RIGHT:  Curved,  Horsley. 

Each 

6.30 

32045 

• 

•  • 

FORCEPS,  BONE,  RONGEUR,  84-INCH, 
ANGULAR,  BACON: 

Each 

18.00 

32050 

• 

•  • 

FORCEPS,  BONE,  RONGEUR,  9-INCII, 
DOUBLE-ACTION,  CURVED  ON  FLAT, 

ST ILLE: 

Each 

20.20 

32060 

• 

•  • 

FORCEPS,  BONE,  RONGEUR,  104-INCH: 

Very  heavy,  curved,  Horsley. 

Each 

8.75 

32070 

• 

•  • 

FORCEPS,  BONE,  RONGEUR,  CRANIAL, 
DEVLLBISS:  With  2  blades,  1  long 

bite  and  1  short  bite. 

Each 

8.00 

32075 

(3)  (9) 

FORCEPS,  BONE,  RONGEUR.  CRANIAL, 
DEVLLBISS,  BLADE,  LONG  BITE: 

Each 

1.50 

32076 

(3)  (9) 

FORCEPS,  BONE,  RONGEUR,  CRANIAL, 
DEVLLBISS,  BLADE,  SHORT  BITE: 

Each 

1.50 

32080 

• 

•  ♦ 

FORCEPS,  BONE,  RONGEUR,  CRANIAL, 
HORSLEY:  5-3/4-inch,  curved. 

Each 

5.75 

32160 

• 

•  • 

FORCEPS,  BULLET:  8-inch,  Senn.  .  . 

Each 

1.75 

32172 

. 

.  • 

FORCEPS,  CAPSULE,  ARRUGA: .... 

Each 

6.00 

32180 

. 

.  . 

FORCEPS,  CHALAZION:  Lambert.  .  . 

Each 

1.50 

32183 

• 

.  • 

FORCEPS,  CLLIA:  Douglas . 

Each 

.32 

32184 

*  * 

FORCEPS,  CLIP  FORMING,  McKENZIE:  For 
making  blood  vessel  clips.  (For 

clips  use  38920;  for  clip  rack  use 
37175) . 

Each 

25.00 

*  Deteriorating  items  -  1  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments ■ - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

32185 

O  •  © 

FORCEPS,  CLIP  INTRODUCING,  McKENZIE: 
For  applying  clips  made  with  32184 
and  38920. 

Each 

$10.00 

32186 

•  •  e 

FORCEPS,  CYSTIC  DUCT:  Shallcross, 

7£— inch. 

Each 

4.00 

32187 

(3)  (9) 

FORCEPS,  CYST0SC0PIC,  ALLIGATOR, 

RIGID:  (For  use  only  with  31575 

and  37250). 

Each 

18.00 

32189 

(3)  (9) 

FORCEPS,  CYST0SC0PIC,  URETERAL,  STONE 
REMOVING:  Ferguson  type.  (For  use 

only  with  31575)  . 

Each 

27.50 

32191 

(3) (9) 

FORCEPS,  CYSTOSCOPIC,  UTILITY: 

Lows  ley  type.  (For  use  only  with 

31575  and  37250). 

Each 

38.50 

32193 

(3) (9) 

FORCEPS,  CYSTOSCOPIC,  VISUAL, 
HEMOSTATIC:  McCarthy  type.  (For 
use  only  with  31575  and  37250)  . 

Each 

27.50 

32194 

.  .  . 

FORCEPS,  CYSTOSCOPIC.  HANDLE:  For 
use  with  32196,  32197,  32198  and 
32199. 

Each 

7.50 

32196 

(9) 

FORCEPS,  CYSTOSCOPIC,  RONGEUR, 
FLEXIBLE,  7F,  STEM:  (To  fit  32194). 

Each 

10.00 

32197 

(9) 

FORCEPS,  CYSTOSCOPIC,  RONGEUR, 
FLEXIBLE,  1  IF,  STEM:  (To  fit  32194). 

Each 

10.00 

32198 

(9) 

FORCEPS,  CYSTOSCOPIC,  FOREIGN  BODY, 
FLEXIBLE,  7F,  STEM:  (To  fit  32194). 

Each 

10.00 

32199 

(9) 

FORCEPS,  CYSTOSCOPIC,  FOREIGN  BODY, 
FLEXIBLE,  1  IF,  STEM:  (To  fit  32  1  94)  . 

Each 

10.00 

32200 

•  •  • 

FORCEPS,  DRESSING,  5£-INCH:  Spring. 

Each 

.63 

32210 

•  •  • 

FORCEPS,  DRESSING,  10-INCH:  Heavy.  . 

Each 

1.80 

32220 

•  •  • 

FORCEPS,  DRESSING,  BOZEMAN,  CURVED: 

10— inch. 

Each 

2.90 

32230 

•  •  • 

FORCEPS,  DRESSING,  BOZEMAN,  STRAIGHT: 
10— inch. 

Each 

1.35 

32240 

•  •  • 

FORCEPS,  EAR,  ANGULAR:  Wilde.  .  . 

Each 

.65 

32250 

•  o  • 

FORCEPS,  EAR,  BAYONET:  Shape,  Lucae. 

Each 

.65 

32260 

•  •  • 

FORCEPS,  ENTROPIUM:  Desmarres.  .  . 

Each 

1.50 

32270 

•  •  • 

FORCEPS,  FIXATION:  With  catch, 

Graef e. 

Each 

1.35 

»  •  • 

32280 

FORCEPS,  FIXATION,  WITHOUT  CATCH: 

Non— magnet ic . 

Each 

1.25 

•  •  • 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteri orat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

32282 

S(9) 

FORCEPS,  FORWARD  GRASPING:  Regular, 

60  CM  wide  blade,  round  tip,  Jackson, 
(in  30750,  Case,  Bronchoscopic). 

Each 

$12.00 

32284 

S(9) 

FORCEPS  FOR  GLOBULAR  OBJECTS:  50  CM, 
special  weight,  Jackson.  (in  30750, 

Case,  Bronchoscopic). 

Each 

14.40 

32286 

.  .  . 

FORCEPS,  GALLSTONE,  ROCHESTER:  84- 
inch. 

Each 

5.50 

32288 

.  .  . 

FORCEPS,  HEMOSTATIC,  ABBEY: .... 

Each 

3.35 

32290 

•  •  • 

FORCEPS,  HEMOSTATIC,  HALSTEAD, 
MOSQUITO,  STRAIGHT:  5-inch. 

Each 

2.00 

32295 

.  .  . 

FORCEPS,  HEMOSTATIC,  JONES:  5-inch. 

Each 

2.00 

32300 

.  .  . 

FORCEPS.  HEMOSTATIC.  RANKTN-KELLBY, 
STRAIGHT:  Round  snank,  6^— inch. 

Each 

2.45 

32310 

.  .  . 

FORCEPS,  HEMOSTATIC,  ROCHESTER-PEAN, 
CURVED:  Round  shank,  6i— inch. 

Each 

2.65 

32320 

.  .  . 

FORCEPS.  HEMOSTATIC,  KOCHER,  STRAIGHT: 
i  nc  n.  • 

Each 

1.65 

32330 

.  .  . 

FORCEPS,  HEMOSTATIC,  ROCHESTER- 
OCHSNER,  6i— INCH,  STRAIGHT:  Round 
shank. 

Each 

1.50 

32340 

•  •  * 

FORCEPS,  HEMOSTATIC,  ROCHESTER- 
OCHSNER,  7 -J— INCH,  STRAIGHT:  Round 
shank. 

Each 

2.40 

32345 

.  .  . 

FORCEPS,  HEMOSTATIC,  PEAN:  44-Inch. 

Each 

.55 

32350 

.  .  . 

FORCEPS.  HYSTERECTOMY,  PEAN,  CURVED: 
84—  incn. 

Each 

2.30 

32360 

.  .  . 

FORCEPS,  HYSTERECTOMY,  PEAN,  STRAIGHT: 
84— incn. 

Each 

1.35 

32368 

.  .  . 

FORCEPS,  INTESTINAL,  ALLIS,  6-INCH: 
With  mortise  lock. 

Each 

4.75 

32370 

.  .  . 

FORCEPS,  INTESTINAL,  DOYEN,  CURVED: 

9— inch. 

Each 

3.30 

32380 

.  .  . 

FORCEPS,  INTESTINAL,  DOYEN,  STRAIGHT: 
8— 3/4— inch. 

Each 

3.20 

32385 

•  •  • 

FORCEPS,  INTESTINAL,  JUDD-ALLIS, 

74— INCH:  With  mortise  lock. 

Each 

4.00 

32390 

.  .  . 

FORCEPS,  INTESTINAL,  ROOSEVELT:  3 
blades. 

Each 

17.75 

32400 

.  .  . 

FORCEPS,  IRIS,  ANGULAR:  Mouse-tooth. 

Each 

1.25 

32410 

.  .  . 

FORCEPS,  IRIS,  FULL— CURVED :  Mouse- 
t  ooth. 

Each 

1.70 

32420 

.  .  . 

FORCEPS,  IRIS,  STRAIGHT:  Mouse-tooth. 

Each 

1.70 

*  Deteriorating  items  -  1,  000  men  f or  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al lowance 
per  1000* 

1 

2 

3 

32430 

.  .  . 

FORCEPS,  KIDNEY,  CURVED:  Stille, 
long. 

Each 

$7.00 

32435 

S(9) 

FORCEPS,  LARYNGEAL,  BASKET  PUNCH: 
Standard,  28  CM,  Jackson.  (in 

30750,  Case,  Bronchoscopic) . 

Each 

26.00 

32442 

S(9) 

FORCEPS,  LARYNGEAL,  CUP,  LARGE, 
STRAIGHT:  Jackson.  (in  30750, 

Case,  Bronchoscopic). 

Each 

24.00 

32444 

S(9) 

FORCEPS.  LARYNGEAL,  CUP,  MEDIUM, 
ANGULAR:  Jackson.  (in  30750,  Case, 

Bronchoscopic)  . 

Each 

24.00 

32446 

S(9) 

FORCEPS,  LARYNGEAL,  CUP,  MEDIUM, 
STRAIGHT:  Jackson.  (in  30750, 

Case,  Bronchoscopic). 

Each 

30.00 

32448 

S(9) 

FORCEPS,  LARYNGEAL,  GRASPING:  28  CM, 
Jackson.  (in  30750,  Case,  Broncho— 

scopic)  . 

Each 

19.20 

32452 

S(9) 

FORCEPS,  LARYNGEAL,  ROTATION:  28  CM, 
Jackson.  (in  30750,  Case,  Broncho— 
scopic)  . 

Each 

21.60 

32454 

S(9) 

FORCEPS,  LARYNGEAL.  TISSUE  SPECIMEN: 

28  CM,  Jackson.  (in  30750,  Case, 
Bronchoscopic)  . 

Each 

26.00 

32480 

.  .  . 

FORCEPS,  LITHOTOMY,  CURVED:  Lewkowitz. 

Each 

2.90 

32500 

.  .  . 

FORCEPS,  MASTOID,  RONGEUR,  BANE: 
Curved,  7^— inch. 

Each 

5.90 

32520 

•  •  • 

FORCEPS,  MASTOID,  RONGEUR,  KERRISON, 
LARGE: 

Each 

20.25 

32530 

•  •  • 

FORCEPS,  MASTOID,  RONGEUR,  KERRISON, 
SMALL: 

Each 

20.25 

32535 

S(9) 

FORCEPS,  MEAT:  Fenestrated  blade,  50 
CM,  Jackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

14.40 

32540 

.  .  . 

FORCEPS,  NASAL,  ASCH:  Septum  com¬ 
pression. 

Each 

6.75 

32550 

•  •  • 

FORCEPS,  NASAL,  BRUENING  TYPE,  LARGE: 
Cutting,  oval,  fenestrated. 

Each 

11.50 

32580 

FORCEPS,  NASAL,  JANSEN-MIDDLETON: 
Modified  septum,  both  jaws  cupped  and 
to  meet  but  not  carry  through. 

Each 

10.00 

32590 

•  •  • 

FORCEPS,  NASAL,  POLYPUS:  Angular, 
with  bolster  joint,  Knight. 

Each 

3.50 

32610 

•  •  • 

FORCEPS,  OBSTETRICAL:  Long,  hand- 
forged  blades,  Simpson. 

Each 

8.75 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

AT  lovvance 
per  1000* 

1 

2 

3 

32620 

•  •  • 

FORCEPS,  OBSTETRICAL,  AXIS  TRACTION: 
Hand— forged  blades,  15— inch,  Tarnier. 

Each 

$30 . 00 

32625 

•  •  • 

FORCEPS,  PITUITARY,  BAYONET  SHAPED, 
ARSON:  One  with  up— curved  and  one 

with  down— curved  tip. 

Pair 

17.50 

32630 

•  •  • 

FORCEPS,  PLACENTA:  12-inch,  Kelly. 

Each 

14.60 

32640 

•  •  • 

FORCEPS,  PROSTATIC:  8— inch,  Young. 

Each 

9.75 

32644 

S(9) 

FORCEPS,  RING  ROTATION.  MEDIUM:  50 

CM,  JACKSON.  (in  30750,  Case, 
Bronchoscopic)  * 

Each 

12.00 

32645 

S(9) 

FORCEPS,  RING  ROTATION.  FLUOROSCOPIC: 
60  CM,  Jackson.  (In  30750,  Case, 
Bronchoscopic) . 

Each 

12.00 

32647 

S(9) 

FORCEPS,  ROTATION,  RIGHT  ANGLE:  50 

CM,  Jackson,  (In  30750,  Case, 

Br one hose opic ) . 

Each 

12.00 

32648 

•  •  • 

FORCEPS,  SCREW-HOLDING:  Lane,  7^-inch. 

Each 

1.75 

32650 

•  •  • 

FORCEPS,  SEQUESTRUM:  S^-inch,  curved 
s  idewrays . 

Each 

2.10 

32655 

S(9) 

FORCEPS,  S TOE— CURVED :  Medium  weight, 
40  CM,  Jacks (in  30750,  Case, 

Br one nose opic; . 

Each 

12.00 

32657 

S(9) 

FORCEPS,  SIDE-STAVED,  REGULAR:  50 

CM,  Jackson.  v  (in  30750,  Case, 

Br  one  hose  op  Ac 

Each 

12.00 

32670 

•  •  • 

FORCEPS,  SPONGE:  9£-inch,  straight, 
plain  jaw.  Foerster. 

Each 

1.17 

32678 

S(9) 

FORCEPS,  TACK  AND  PIN:  Medium  light¬ 
weight,  50  CM  Tucker.  (in  30750, 

Case,  Bronchoscopic). 

Each 

13.20 

32680 

•  •  • 

FORCEPS,  TENACULUM,  CURVED:  10-inch, 
Skene . 

Each 

3.65 

32690 

•  •  • 

FORCEPS.  TENACULUM,  STRAIGHT:  10- 
inch,  Wylie. 

Each 

3.50 

32691 

S(9) 

FORCEPS,  TilROAT:  Cross  action,  for 
anesthetizing  the  larynx,  Jackson. 

(in  30750,  Case,  Bronchoscopic). 

Each 

4.80 

32693 

S(9) 

FORCEPS,  TISSUE  SPECIMEN,  LIGHT, 
(BRONCHIAL):  50  CM,  Jackson.  (in 

30750,  Case,  Bronchoscopic) . 

Each 

26.00 

32694 

S(9) 

FORCEPS,  TISSUE  SPECIMEN.  SQUARE-END: 
60  CM.  Jackson.  (In  30750,  Case, 
Bronchoscopic)  . 

Each 

26.00 

32695 

•  •  • 

FORCEPS,  TISSUE,  SPRING,  4^-INCH: .  . 

Each 

.55 

32700 

•  •  • 

FORCEPS,  TISSUE,  SPRING,  5£-INCH: 
Mouse— toot  h. 

Each 

.42 

*  Deteriorating  items  -  1,000  men  f or  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 


CLASS  3- — Sv/rgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

1 

2 

3 

32702 

• 

• 

FORCEPS,  TISSUE,  SPRING,  6-INCH:  4 
by  5  teeth,  Stone. 

Each 

$5.50 

32710 

• 

FORCEPS,  TISSUE,  ALLIS:  6-inch,  4  by 
5  teeth. 

Each 

2 . 25 

32712 

• 

• 

FORCEPS,  TISSUE,  10-INCH:  1  by  2 
teeth. 

Each 

5.00 

32720 

• 

• 

FORCEPS,  TONGUE:  Holding,  7-inch, 

Mat hie u. 

Each 

2.00 

32725 

• 

• 

FORCEPS,  TONSIL,  HEMOSTATIC:  Slightly 
curved,  Schnidt. 

Each 

3.00 

32730 

• 

• 

FORCEPS,  TONSIL,  STRAIGHT:  Seizing, 
with  1  open  ring,  Andrews'. 

Each 

4.25 

32740 

• 

• 

FORCEPS,  TONSIL,  ANGULAR:  Seizing, 
Tyding. 

Each 

5.00 

32750 

• 

• 

FORCEPS,  TOWEL,  3- INCH:  Backhaus.  . 

Each 

1.20 

32760 

. 

. 

FORCEPS,  TOWEL,  5i~INCH:  Backhaus. 

Each 

1.20 

32770 

• 

. 

FORCEPS,  TRACHOMA,  KNAPP:.  .  .  . 

Each 

.90 

32800 

• 

• 

FORCEPS,  URETHRAL,  STRAIGHT:  9-inch, 
Pit  ha. 

Each 

2.40 

32810 

• 

• 

FORCEPS.  VULSELLUM.  CURVED:  Sideways, 
10-incn.  2  by  2  teeth,  Skene. 

Each 

4.50 

32820 

• 

FORCEPS,  VULSELLUM,  STRAIGHT:  2  by 

2  prongs,  8^-inch,  Jacob. 

Each 

3.80 

32830 

• 

• 

FORCEPS,  VULSELLUM,  TUMOR:  10-inch, 
curved  sideways,  3  by  3  prongs. 
Segond. 

Each 

2.12 

32850 

• 

• 

FORK,  TUNING,  5  IN  SET: . 

Set 

7.75 

32855 

S. 

• 

FRACTURE  REDUCTION  APPARATUS, 

ANATOMIC:  Roger  Anderson  type. 

Set 

V316.00 

32860 

• 

• 

GAG,  MOUTH:  Denhart . 

Each 

2.00 

32870 

• 

• 

GAG,  MOUTH.  JENNINGS,  ADULT'S:  With¬ 
out  anesthetic  tube. 

Each 

6.75 

32880 

. 

• 

GAG,  MOUTH,  JENNINGS,  CHILD'S:.  .  . 

Each 

6.75 

32890 

• 

. 

GORGET:  Lithotomy,  Teale. 

Each 

.95 

32900 

• 

. 

GOUGE,  6  MM:  Bone,  square  handle. 

Each 

2.50 

32910 

• 

• 

GOUGE,  10  MM:  Bone,  square  handle. 

Each 

2.50 

32920 

• 

. 

GOUGE,  14  MM:  Bone,  square  handle. 

Each 

2.50 

32924 

• 

• 

GOUGE,  MASTOID,  SCHWARTZ,  SIZE  1: .  . 

Each 

.60 

32925 

• 

# 

GOUGE,  MASTOID,  SCHWARTZ,  SIZE  2:.  . 

Each 

.60 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3. — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

32926 

... 

GOUGE,  MASTOID,  ANDREWS',  SIZE  2: .  . 

Each 

$0.99 

32930 

.  .  . 

HAMMER,  STEEL:  With  hook,  post¬ 
mortem. 

Each 

2.00 

32940 

.  .  . 

HEMOSTAT,  TONSIL:  Boettcher.  .  . 

Each 

2.70 

32945 

HIP  FRACTURE  APPARATUS:  Smith- 
Pet  ersen  type.  Complete  with 
calibrated  guide  pin;  impact  or— 
extract  or— dr iver  (3  in  1);  and  set 
of  5  canulated  bone  nails;  1  each 
size  3— inch,  3^-inch,  3i— inch, 

3— 3/4— inch,  and  4— inch. 

Set 

36.75 

32947 

X(9) 

HIP  FRACTURE  APPARATUS,  GUIDE 

PIN:  Calibrated,  3/32— inch  by 

9-inch. 

Each 

.75 

0.9 

32948 

(9) 

HIP  FRACTURE  APPARATUS,  IMPACT 0R- 
EXTRACTOR-D RIVER:  (3  in  l)  . 

Each 

15.00 

32949 

X(9) 

HIP  FRACTURE  APPARATUS,  NAILS, 

BONE:  To  take  3/32— inch  diameter 

guide  pin.  1  each  size  3— inch, 

3i— inch,  3^— inch,  3  3/4— inch  and 
4— inch. 

Set 

21.00 

1.0 

32965 

.  .  . 

HOLDER,  NEEDLE,  COLLIER: . 

Each 

2.85 

32967 

.  .  . 

HOLDER,  NEEDLE,  HE GAR-MAYO:  7^-inch. 

Each 

3.65 

33010 

.  .  . 

HOOK,  DISSECTING,  ADS0N,  BLUNT:.  .  . 

Each 

2.75 

33020 

.  .  . 

HOOK,  DURA,  FRAZIER:  4-3/4-inch.  . 

Each 

.70 

33030 

.  .  . 

HOOK,  IRIS:  Sharp,  Tyrell.  .  .  . 

Each 

.90 

33050 

•  •  • 

HOOK,  STRABISMUS,  MEDIUM: . 

Each 

.70 

33060 

.  .  . 

HOOK,  STRABISMUS,  SMALL: . 

Each 

.70 

33070 

.  .  . 

INTRODUCER,  NEEDLE:  For  spinal 
anesthesia. 

Each 

1.00 

33080 

.  .  . 

INTUBATION  SET:  O’ Dwyer . 

Each 

20.00 

33090 

(1) 

IRRIGATOR,  ANTERIOR  CHAMBER:  With 
sterling  silver  tip. 

Each 

.50 

33100 

.  .  . 

KERATGME,  ANGULAR,  LARGE:  Jaeger.  . 

Each 

1.00 

33110 

.  .  . 

KERATOME,  ANGULAR,  MEDIUM:  Jaeger.  . 

Each 

1.10 

33120 

.  .  . 

KERATOME,  ANGULAR,  SMALL:  Jaeger.  . 

Each 

.95 

33130 

KERATOME,  STRAIGHT,  MEDIUM:  Jaeger. 

Each 

1.30 

33140 

•  •  • 

KNIFE,  AMPUTATING,  6- INCH  BLADE: .  . 

Each 

1.50 

33150 

•  •  • 

KNIFE,  AMPUTATING,  6^-INCH  BLADE: 
Catling. 

Each 

2.15 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  L942 

CLASS  3 .—Surgical  Instruments-— -Cont  i nued 


Ho. 

NotCS 

Item 

Unit 

Unit 

Price 

A 1 lowance 
per  1000* 

1 

2 

3 

3.3160 

9  9  9 

KNIFE,  BRAIN,  6-3/8-INCH  BLADE: 
Post-mortem,  Virchow. 

Each 

$2.25 

33170 

9  0  9 

KNIFE,  CANALICULUS:  Flexible  shank, 
Bowman. 

Each 

1.25 

33180 

0  9  9 

KNIFE,  CARTHAGE:  7-inch,  post¬ 
mortem. 

Each 

2.50 

33200 

9  9  9 

KNIFE,  CATARACT,  GRAEFE,  SIZE  1:.  . 

Each 

1.25 

33210 

9  9  9 

KNIFE,  CATARACT,  GRAEFE,  SIZE  2:.  . 

Each 

1.25 

33220 

9  9  9 

KNIFE,  CATARACT,  GRAEFE,  SIZE  3:.  . 

Each 

1.25 

33250 

9  9  9 

KNIFE,  EAR,  MYRINGOTOME: . 

.55 

33252 

9  9  9 

KNIFE,  EAR,  CURVED  BLADE:  Bayonet, 

7  mm.  long,  Buck. 

Each 

2.00 

33260 

9  9  9 

KNIFE,  EYE,  7/8-INCH  BLADE:.  .  .  . 

Each 

.48 

33270 

9  9  9 

KNIFE,  EYE,  1-INCH  BLADE: .  .  .  . 

Each 

1.10 

33280 

9  9  9 

KNIFE,  EYE,  l-l/8-INCH  BLADE:.  .  .. 

Each 

.81 

33200 

9  9  9 

KNIFE,  EYE,  NEEDLE,  MEDIUM:  Knapp. 

Each 

1.25 

33300 

KNIFE,  EYE,  NEEDLE,  SMALT.:  Zeigler. 

Each 

1.25 

33310 

9  9  9 

KNIFE,  LARYNGEAL:  7^-inch,  angular, 
Tobold. 

Each 

2.90 

33320 

9  9  9 

KNIFE,  NASAL,  SEPTUM:  6-inch, 
Ballenger . 

Each 

.85 

33330 

9  9  9 

KNIFE,  NASAL,  SEPTUM,  SWIVEL:  Small, 
Ballenger. 

Each 

2.00 

33340 

9  9  9 

KNIFE,  NASAL,  SUBMUCOUS,  HALF-ROUND: 
Straight,  Freer. 

Each 

.95 

33350 

9  9  9 

KNIFE,  NASAL,  SUBMUCOUS,  ROUND: 
Straight,  Freer. 

Each 

.95 

33353 

(3) 

KNIFE,  NASAL,  TURBINATE:  Right  or 
left,  Ballenger. 

Each 

1.50 

• .  .  . 

33356 

•  •  • 

KNIFE,  OPERATING,  1&-INCH  BLADE:.  . 

Each 

1.85 

33359 

•  •  • 

KNIFE,  OPERATING,  1^-INCH  BLADE: 

6^— inches. 

Each 

.50 

33362 

9  9  9 

KNIFE,  OPERATING,  2-INCH  BLADE: 

6— 3/4— inches. 

Each 

.60 

33365 

9  9  9 

KNIFE,  OPERATING,  HANDLE  NO.  3: 

Bard— Parker  type. 

Each 

1.00 

33300 

X.  . 

KNIFE,  OPERATING,  DETACHABLE 

BLADE  NO.  10:  Package  of  6. 

Pkg. 

.45 

10.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SCPPLT  CATALOG  -  1942 

CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

33370 

X.  . 

KNIFE,  OPERATING,  DETACHABLE  BLADE 
NO.  11:  Package  of  6. 

Pkg. 

$0.45 

7.2 

33371 

X.  . 

KNIFE.  OPERATING,  DETACHABLE  BLADE 
NO.  12:  Package  of  6. 

Pkg. 

.45 

6.8 

33373 

X.  . 

KNIFE,  OPERATING,  DETACHABLE  BLADE 
NO.  15:  Package  of  6. 

Pkg. 

.45 

7.2 

33377 

m  m  m 

KNIFE,  OPERATING,  HANDLE  NO.  4: 

Bard— Parker  type. 

Each 

1.00 

33381 

X.  . 

KNIFE.  OPERATING,  DETACHABLE  BLADE 
NO.  20:  Package  of  6. 

Pkg. 

.45 

19.1 

33385 

X.  . 

KNIFE.  OPERATING,  DETACHABLE  BLADE 
NO.  21:  Package  of  6. 

Pkg. 

.45 

19.9 

33400 

X.  . 

KNIFE,  PLASTER:  5- inch,  wooden 
handle,  riveted. 

Each 

.11 

0.8 

33407 

•  • 

KNIFE,  SKIN  GRAFTING.  LARGE:  Ferris 
Smith.  Complete  with  holder  and 
six  6— inch  blades. 

Set 

16.00 

33408 

(9) 

KNIFE,  SKIN  GRAFTING,  BLADES  FOR: 

6  in  box. 

Box 

11.00 

33410 

.  .  . 

KNIFE,  TENOTOME:  Sharp,  3/4-inch 
blade. 

Each 

.50 

3  3420 

.  .  . 

KNIFE,  TONSIL:  Douglas . 

Each 

1.15 

33430 

.  .  . 

KNIFE,  TONSIL  ABSCESS:  Curved, 
double  edge  with  long  handle, 

Abraham. 

Each 

1.50 

33440 

x  (9) 

LAMP,  BRONCHOSCOPIC:  Will  fit  all 
bronchoscopic  instruments,  Jackson, 
(in  30750,  Case,  Bronchoscopic). 

Each 

.80 

0.8 

33450 

S(9) 

LARYNGOSCOPE,  ADULT:  With  2  light 
carriers  and  lamps,  Jackson.  (in 

30750,  Case,  Bronchoscopic). 

Each 

19.20 

33455 

S(9) 

LARYNGOSCOPE,  ADOLESCENT-ADULT:  With 
2  light  carriers  and  lamps,  Jackson, 
(in  30750,  Case,  Bronchoscopic) . 

Each 

21.60 

33457 

S(9) 

LARYNGOSCOPE,  ANTERIOR  COMMISSURE: 

With  2  light  carriers  and  lamps, 
Jackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

18.90 

33460 

S(9) 

LARYNGOSCOPE,  CHILD:  With  2  light 
carriers  and  lamps,  Jackson.  (In 

30750,  Case,  Bronchoscopic). 

Each 

18.40 

33470 

LENS,  EYE  CONDENSING:  2-inch 
diameter,  hard  rubber  ring. 

Each 

.90 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3. — Surgical  Instruments-— -Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1  owance 
per  1000* 

1 

2 

3 

33400 

•  • 

• 

MALLET ,  ALUMINUM:  10- inch,  with 

6- -inch  handle,  Myerding. 

Each 

$0.74 

33500 

•  • 

MALLET ,  HARDWOOD,  WITH  SEAMLESS 

METAL  RINGS:  lj--inch,  with  7— inch 
handle. 

Each 

.50 

33530 

MIRROR,  LARYNGEAL,  SIZE  1:  5/8-inch, 

round,  angular. 

Each 

.33 

33540 

•  • 

MIRROR,  LARYNGEAL,  SIZE  3:  3/4-inch, 

round,  angular. 

Each 

.33 

33550 

•  • 

MIRROR,  LARYNGEAL,  SIZE  5:  1-inch, 
round,  angular. 

Each 

.33 

33560 

NEEDLE,  ANEURISM,  COOPER:  6*- inch, 
b lunt . 

Each 

.85 

33575 

.  . 

NEEDLE,  ANEURISM,  LITTLE:  4j-inch. 

Each 

.38 

33580 

X. 

NEEDLE,  INFUSION,  STRAIGHT:  Gage  10, 
canula  2— inch,  Webster. 

Each 

.07 

1.4 

33500 

.  • 

NEEDLE,  PARACENTESIS:  Desmarres.  . 

Each 

.90 

33600 

X. 

NEEDLE,  POST-MORTEM:  Half  curved, 
square  or  oval  eye,  cutting  edge, 

4— inch. 

Each 

.10 

0.8 

33620 

X. 

NEEDLE,  SPINAL  PUNCTURE,  CORROSION 
RESISTING  STEEL,  20  GAGE:  Canula 

3  h—  inch. 

Each 

.65 

2.1 

33622 

X. 

NEEDLE,  SPINAL  PUNCTURE,  CORROSION 
RESISTING  STEEL,  22  GAGE:  Canula 

3— inch. 

SURGICAL  REEDLES 

Each 

.65 

1.2 

33624 

X. 

NEEDLE,  ABDOMINAL,  2-7/8-INCHES, 
STRAIGHT:  Keith.  6  in. 

Pkg. 

.30 

2.7 

33625 

X. 

NEEDLE,  CATGUT,  SIZE  1,  HALF-CIRCLE: 
Taper  point,  Mayo.  6  in. 

Pkg. 

.50 

2.3 

33631 

X. 

NEEDLE,  CATGUT.  SIZE  2,  HALF-CIRCLE: 
Taper  point ,  Mayo.  6  in. 

Pkg. 

.50 

4.4 

33635 

X. 

• 

NEEDLE,  CATGUT,  SIZE  3,  HALF-CIRCLE: 
Taper  point,  Mayo.  6  in. 

Pkg. 

.50 

1.7 

33641 

X. 

• 

NEEDLE,  CATGUT,  SIZE  4,  HALF-CIRCLE: 
Taper  point,  Mayo.  6  in. 

Pkg. 

.50 

4.7 

33661 

X. 

• 

NEEDLE,  CATGUT,  SIZE  1,  3/ 8-CIRCLE: 
Trocar  point,  Mayo.  6  in. 

Pkg. 

.38 

1.6 

33670 

X. 

NEEDLE,  CATGUT,  SIZE  3,  3/8-CIRCLE: 
Trocar  point,  Mayo.  6  in. 

Pkg. 

.38 

1.3 

33681 

X. 

NEEDLE,  CERVIX,  SIZE  1,  3/8-CIRCLE: 
Taper  point.  6  in. 

Pkg. 

.30 

0.5 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

33689 

X. 

• 

NEEDLE,  CERVIX,  SIZE  3,  3/8-CIRCLE: 
Taper  point.  6  in. 

Pkg. 

$0.30 

0.8 

33725 

X. 

• 

NEEDLE,  EYE,  SIZE  2,  HALF-CIRCLE: 
Cutting  edge.  6  in. 

Pkg. 

.38 

1.4 

33735 

X. 

• 

NEEDLE,  EYE,  SIZE  4,  HALF-CIRCLE: 
Cutting  edge.  6  in. 

Pkg. 

.38 

1.0 

33741 

X. 

• 

NEEDLE,  EYE,  SIZE  1,  HALF-CIRCLE: 

Taper  point.  6  in. 

Pkg. 

.38 

1.4 

33751 

X. 

• 

NEEDLE,  EYE,  SIZE  3,  HALF-CIRCLE: 

Taper  point.  6  in. 

Pkg. 

.38 

0.8 

33761 

X. 

• 

NEEDLE,  EYE,  SIZE  1,  3/8-CIRCLE: 
Cutting  edge.  6  in. 

Pkg. 

.38 

2.0 

33765 

X. 

• 

NEEDLE,  EYE,  SIZE  2,  3/8-CIRCLE: 
Cutting  edge.  6  in. 

Pkg. 

.38 

2.0 

33775 

X. 

• 

NEEDLE,  EYE,  SIZE  4,  3/8-CIRCLE: 
Cutting  edge.  6  in. 

Pkg. 

.38 

1.0 

33791 

X. 

• 

NEEDLE,  INTESTINAL,  SIZE  2,  HALF¬ 
CIRCLE:  Taper  point,  Murphy.  6  in. 

Pkg. 

.25 

1.9 

•  •  • 

•  • 

•  •  • 

33796 

X. 

• 

NEEDLE,  INTESTINAL,  SIZE  3,  HALF¬ 
CIRCLE:  Taper  point,  Murphy.  6  in. 

Pkg. 

.25 

1.7 

33802 

X. 

• 

NEEDLE,  INTESTINAL,  SIZE  4,  HALF¬ 
CIRCLE:  Taper  point,  Murphy.  6  in. 

Pkg. 

.25 

7.2 

33811 

X. 

• 

NEEDLE,  INTESTINAL,  SIZE  2f  INCHES, 
STRAIGHT:  Taper  point.  6  in. 

Pkg. 

.38 

1.4 

33821 

X. 

• 

NEEDLE,  INTESTINAL,  SIZE  if  INCHES, 
STRAIGHT:  Taper  point.  6  in. 

Pkg. 

.38 

1.8 

33825 

X. 

• 

NEEDLE,  INTESTINAL,  SIZE  1&  INCHES, 
STRAIGHT:  Taper  point.  6  in. 

Pkg. 

.38 

1.1 

33831 

X. 

• 

NEEDLE,  KIDNEY  AND  LIVER,  HALF- 
CURVED:  Blunt  point.  6  in. 

Pkg. 

.38 

0.2 

33835 

X. 

• 

NEEDLE,  KIDNEY  AND  LIVER,  STRAIGHT: 

If  inch,  blunt  point.  6  in. 

Pkg. 

.38 

0.2 

33840 

.  . 

• 

NEEDLE,  PEDICLE,  LARGE,  IVY: .  .  . 

Each 

2.70 

33845 

X. 

• 

NEEDLE,  SKIN  SUTURE,  3&  INCHES: 

3/8— circle,  cutting  edge.  6  in. 

Pkg. 

.50 

0.8 

33865 

X. 

• 

NEEDLE,  SKIN  SUTURE,  2h  INCHES: 
3/8-circle,  cutting  edge.  6  in. 

Pkg. 

.50 

1.0 

33895 

X. 

• 

NEEDLE.  SURGEON’S  REGULAR,  SIZE  10, 
HALF-CURVED:  Cutting  edge.  6  in. 

Pkg. 

.30 

0.8 

33915 

X. 

• 

NEEDLE,  SURGEON’S  REGULAR,  SIZE  18, 
HALF-CURVED:  Cutting  edge.  6  in. 

Pkg. 

.30 

0.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months  . 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Un  i  t 

Un  i  t 

Pr  ice 

Al 1  cwance 
per  1000* 

1 

2 

3 

33925 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  2, 
3/8— CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

$0.  30 

1.  7 

33931 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  4, 
3/8— CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.  30 

2.4 

33935 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  6, 
3/8— CIRCLE;  Cutting  edge.  6  in. 

Pkg. 

.30 

1.  7 

33941 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  8, 

3/ 8-CIRCLE;  Cutting  edge.  6  in. 

Pkg. 

.  30 

1.  1 

33945 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  10, 
3/8— CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.30 

2.  6 

33950 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  12, 
3/8-CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.  30 

1.4 

33955 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  14, 
3/8— CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.  30 

1.  8 

33961 

X.  . 

NEEDLE,  SURGEON' S  REGULAR,  SIZE  16, 
3/8-CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.  30 

3.  2 

33965 

X.  . 

NEEDLE.  SURGEON'S  REGULAR,  SIZE  18, 
3/8-CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.  30 

1.  9 

33971 

X.  . 

NEEDLE,  SURGEON'S  REGULAR,  SIZE  20, 
3/8— CIRCLE:  Cutting  edge.  6  in. 

Pkg. 

.  30 

2.  3 

33985 

X.  . 

NEEDLE,  UTERINE.  SIZE  0,  HALF-CIRCLE: 
Cutting  edge,  Martin's.  6  in. 

Pkg. 

.45 

0.5 

33991 

X.  . 

NEEDLE,  UTERINE.  SIZE  1,  HALF-CIRCLE: 
Cutting  edge,  Martin's.  6  in. 

Pkg. 

.45 

0.  8 

34011 

X.  . 

NEEDLE,  UTERINE  SIZE  5,  HALF-CIRCLE: 
Cutting  edge,  Martin's.  6  in. 

Pkg. 

.45 

2.  3 

34021 

X.  . 

NEEDLE,  UTERINE,  SIZE  7,  HALF-CIRCLE: 
Cutting  edge,  Martin's.  6  in. 

Pkg. 

.45 

0.  6 

34029 

s.  . 

OPHTHALMOSCOPE,  ELECTRIC:  With 
handle  and  detachable  cords.  For 
transformer  see  37275. 

Each 

31.00 

34033 

X(3)(9) 

OPHTHALMOSCOPE,  ELECTRIC,  LAMP: 
(Also  replacement  for  34040) 

Each 

.84 

0.  1 

34038 

(1) 

OTOSCOPE:  Pneumatic,  metal,  with  3 

specula. 

Each 

2.00 

34040 

s.  . 

OTOSCOPE,  ELECTRIC:  Pneumatic,  with 

2  ear  and  1  nasal  specula,  with 
handle  and  detachable  cords.  For 
lamps  see  34033.  For  transformer 
see  37275. 

Each 

24.00 

34050 

•  •  • 

PELVIMETER:  With  centimeter  scale, 

Martin. 

Each 

8.80 

34080 

X(3)  ($ 

PHARYNGOSCOPE,  ELECTRIC,  LAMP: 

(For  use  with  34070) 

Each 

1.  50 

0.  2 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3.' — Surgical  Instruments — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

34110 

X. 

• 

PLATE,  BONE,  SIZE  0:  Curved.  Sherman. 

Each 

$1.  65 

0.8 

34120 

X. 

• 

PLATE,  BONE,  SIZE  1:  Curved. 

Sherman. 

Each 

1.  65 

0.8 

34 130 

X. 

• 

PLATE,  BONE,  SIZE  2:  Curved. 

Sherman. 

Each 

1.  65 

0.  6 

34140 

X. 

• 

PLATE,  BONE,  SIZE  3:  Curved. 

Sherman. 

Each 

1.  65 

0.7 

34  150 

X. 

• 

PLATE,  BONE,  SIZE  4:  Curved. 

Sherman. 

Each 

1.  65 

0.8 

31100 

X* 

• 

PLATE,  BONE,  SIZE  5:  Curved. 

Sherman. 

Each 

1.  65 

0.8 

34170 

X. 

• 

PLATE,  BONE,  SIZE  6£:  Curved. 

Sherman. 

Each 

1.  65 

0.8 

34180 

X. 

• 

PLATE,  BONE,  SIZE  7:  Curved. 

Sherman. 

Each 

1.  65 

0.8 

34 190 

X. 

• 

PLATE,  BONE,  SIZE  8:  Curved. 

Sherman. 

Each 

1.  65 

0.7 

34220 

X. 

• 

PLATE,  LID:  Hard  rubber,  Jaeger.  . 

Each 

.  15 

0.  1 

34240 

• 

PROBE,  8- INCH: . 

Each 

.45 

34200 

X. 

• 

PROBE,  BULLET:  8  inches  by  5/32 
inch,  Fluhrer. 

Each 

.07 

0.  2 

34265 

•  • 

• 

PROBE,  GALL  BLADDER:  Ochsner,  14- 
inch,  spiral,  flexible. 

Each 

1.  10 

34270 

•  • 

• 

PROBE,  LACHRYMAL:  Double-ended, 

German  silver  plated,  8  in  16 
sizes,  Theobold. 

Set 

1.  95 

34280 

X. 

• 

PROBE,  SALIVARY  DUCT:  Silver,  4&- 
inch,  Anel. 

Each 

.07 

0.  2 

34290 

X. 

• 

PROBE,  URETERAL:  German  silver, 

Kelly. 

Each 

.  18 

0.  2 

34300 

•  • 

• 

PROBE,  UTERINE:  Blunt,  with  handle, 
Sims. 

Each 

.  55 

34320 

•  • 

• 

PROCTO-SIGMOIDOSCOPE,  ELECTRIC: 

10— inch,  pneumatic  type. 

Each 

16.00 

34330 

k(3)  (9) 

PROCTO-SIGMOIDOSCOPE,  ELECTRIC, 
LAMP: 

Each 

.  65 

0.5 

34340 

.  • 

• 

RACHIOTOME: . 

Each 

6.00 

34342 

•  . 

• 

RASP,  ANTRUM,  CUTTING:  All  round.  . 

Each 

3.  50 

34345 

•  • 

• 

RASP,  BONE,  COARSE:  J.  D.  Lewis.  . 

Each 

5.00 

34347 

•  • 

• 

RASP,  BONE,  FINE:  J.  D.  Lewis.  .  . 

Each 

5.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3* — Surgical  Instruments - Continued 


No. 


Notes 


Item 


34350 

34360 

34362 

34363 

34370 


RASP,  FRONTAL  SINUS,  ANGULAR: 
Brawley. 

RASP,  FRONTAL  SINUS,  OR  ANTRUM: 
Gallaher  concave. 

RASP  AND  TROCAR,  ANTRUM,  WIENER— 
PIERCE: 

RASP,  NASAL:  With  concave  blade 
Berne. 

RASPATORY,  MASTOID  AND  SINUS: 
Trelat . 


Unit 


Unit  Allowance 
Price  per  1000* 


Each 

Each 

Each 

Each 

Each 


$3.50 

3.50 

4.50 
5.00 

1.25 


3 


34372 

34374 

34380 

34390 

34400 


34405 


S.  . 


34410 


34412 


RASPATORY,  RIB,  LEFT:  Doyen. 

RASPATORY,  RIB,  RIGHT:  Doyen.  .  . 

REPOS ITOR,  IRIS:  Metal . 

REPOS ITOR  AND  PROBE,  IRIS:  Knapp.  . 

RETINOSCOPE:  3/4-inch,  plain, 

Thoringt on. 

RETINOSCOPE,  ELECTRIC:  With  handle 
and  detachable  cords. 

RETRACTOR,  ABDOMINAL,  DOUBLE-ENDED: 
Combination  of  Richardson  and 
Eastman.  2  sizes,  nested.  Blades 
3/4— incn  by  2  and  2  by  2h~ inches. 

RETRACTOR,  ABDOMINAL,  FLEXIBLE: 
Copper,  silver  plated,  17  gage, 
pair,  13  inches  long,  2  inches 
wide  and  l£  inches  wide. 


Each 

Each 

Each 

Each 

Each 

Each 

Nest 


1.75 

1.75 

.36 

.61 

.60 

16.00 

4.70 


Set 


3.00 


34430 


RETRACTOR,  ABDOMINAL,  SELF-RETAINING: 
Balfour. 


Each 


8.25 


34434 


RETRACTOR,  ABDOMINAL,  SINGLE-ENDED, 
li  BY  12-5/8  INCHES:  Deaver. 


Each 


3.00 


34435 


RETRACTOR,  ABDOMINAL,  SINGLE-ENDED, 
1  BY  12^— INCHES:  Deaver. 


34436 


RETRACTOR,  ABDOMINAL,  SINGLE-ENDED, 
2  BY  12 £— INCHES:  Deaver. 


34437 

34440 

34450 

34455 


RETRACTOR,  ABDOMINAL,  SINGLE-ENDED, 
MAYO:  2-3/4- inch  blade. 

RETRACTOR,  ABDOMINAL,  SUPRAPUBIC: 
Mason— Judd. 

RETRACTOR,  BRAIN:  Cushing.  .  .  . 

RETRACTOR,  BRAIN,  FRAZIER,  SET  OF  3: 
With  2  battery  cords  and  3  extra 
lamps.  In  wooden  box. 


Each 

Each 

Each 

Each 

Each 

Set 


3.00 

3.00 

6.50 

7.15 

2.00 

25.00 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3» — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Un  i  t 

Pr  ice 

A 1 1  owance 
per  1000* 

1 

2 

3 

34457 

•  • 

• 

RETRACTOR.  BRAIN,  SELF-RETAINING, 
WEITLANER,  6J-INCH,  3  BY  4  PRONGS: 

Each 

$18.00 

344  60 

•  • 

• 

RETRACTOR,  DECOMPRESSION:  Sharp 
prong,  8— inch,  very  heavy. 

Each 

2.10 

34470 

•  • 

• 

RETRACTOR,  EYE,  DESMARRES,  MEDIUM:. 

Each 

.65 

344  80 

•  • 

• 

RETRACTOR,  EYE,  FISHER: . 

Each 

.25 

34490 

•  • 

• 

RETRACTOR,  LAMINECTOMY :  Frazier.  . 

Each 

12.50 

34500 

•  • 

• 

RETRACTOR,  MASTOID:  Jansen.  .  .  . 

Each 

2.35 

34505 

•  - 

• 

RETRACTOR,  MUSCLE,  4  BLUNT  PRONGS: 
Volkman. 

Each 

1 .75 

34510 

•  • 

• 

RETRACTOR,  PROSTATIC,  LARGE: 
Bifurcated,  Young. 

Each 

3.15 

34520 

•  • 

• 

RETRACTOR,  PROSTATIC,  SMALL: 
Bifurcated,  Young. 

Each 

2.85 

34525 

•  • 

• 

RETRACTOR,  TIBIA,  LARGE:  Bennett.  . 

Each 

6.25 

34530 

•  • 

• 

RETRACTOR,  TISSUE,  4  SHARP  PRONGS: 
Volkman. 

Each 

1.75 

34540 

•  • 

• 

RETRACTOR,  TISSUE,  NESTED:  8^-inch 
and  8^— inch,  Army  type. 

Nest 

1.75 

34550 

•  • 

• 

RETRACTOR,  TONSIL:  7— inch,  angular, 
Davis . 

Each 

2.10 

34560 

•  • 

• 

RETRACTOR,  TRACHEA,  1-PRONG: .  .  . 

Each 

.70 

34570 

•  • 

• 

RETRACTOR,  TRACHEA,  3-PRONG:  Hupp. 

Each 

.60 

34580 

•  • 

• 

RETRACTOR,  VEIN:  Cushing.  .  .  . 

Each 

1.65 

34585 

X.  . 

RING,  LAPAROTOMY: . 

Each 

.17 

3.9 

34590 

•  • 

• 

SAW,  AMPUTATING:  8-inch  blade 
(detachable),  Satterlee. 

Each 

1.30 

34600 

X,  . 

SAW,  STLLLE-GIGLI,  WIRE,  12-INCH: 

Four  wires  braided. 

Each 

1.25 

0.8 

34610 

X.  . 

SAW,  STILLE-GIGLI,  WIPE,  20-INCH: 

Four  wires  braided. 

Each 

1.60 

0.2 

34623 

.  . 

• 

SAW,  GIGLI,  BAILEY  CONDUCTOR:.  .  . 

Each 

3.00 

34625 

.  • 

• 

SAW,  GIGLI,  GUIDE:  Blair.  .  .  . 

Each 

1.10 

34630 

.  . 

• 

SAW,  GIGLI,  HANDLE:  Plain.  .  .  . 

Each 

.20 

34640 

•  • 

• 

SAW,  METACARPAL:  8^— inch,  Langenbeck. 

Each 

1 .50 

34647 

•  • 

• 

SAW,  NASAL,  BAYONET  SHAPED,  LEFT: 
Without  knife  edge,  Joseph-Maltz. 

Each 

6.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT  1 owance 
per  1000* 

1 

2 

3 

34648 

• 

SAW,  NASAL,  BAYONET  SHAPED,  RIGHT: 
Without  knife  edge,  Joseph— Malt z. 

Each 

$6.00 

34650 

• 

SAW,  PLASTER: . 

Each 

2.50 

34670 

•  • 

• 

SAW,  SKULL:  la— inch  blade,  Hey.  . 

Each 

.97 

34680 

•  • 

• 

SCISSORS,  BANDAGE:  7^— inch,  angular. 

Each 

1.50 

34685 

X. 

• 

SCISSORS,  BANDAGE,  CHAIN  FOR:  For 
field  use  with  34680. 

Each 

.10 

0.7 

34690 

•  • 

• 

SCISSORS,  DISSECTING,  CURVED,  5£~ 
INCH:  Mayo. 

Each 

1.30 

34695 

•  • 

• 

SCISSORS,  DISSECTING,  CURVED,  6-3/4- 
INCH:  Mayo. 

Each 

1.75 

34697 

• 

SCISSORS,  DISSECTING,  CURVED,  9-INCH: 
Mayo. 

Each 

6.25 

34700 

• 

SCISSORS,  DISSECTING,  STRAIGHT,  5£- 
INCH:  Mayo. 

Each 

1.38 

34705 

•  • 

• 

SCISSORS,  DISSECTING,  STRAIGHT, 

6-3/4- INCH:  Mayo. 

Each 

1.75 

34710 

•  • 

• 

SCISSORS,  DOUBLE-BLUNT,  5^-INCH: 
Straight. 

Each 

.62 

34720 

•  • 

• 

SCISSORS,  DOUBLE-BLUNT,  6&-INCH: .  . 

Each 

.  68 

34740 

• 

SCISSORS,  DOUBLE-SHARP,  5i-INCH: 
Straight . 

Each 

.62 

•  •  • 

34745 

• 

SCISSORS,  1  POINT  SHARP,  4&-INCH: .  . 

Each 

1.15 

34750 

•  • 

• 

SCISSORS,  1  POINT  SHARP,  5^-INCH: 
Straight . 

Each 

.36 

34755 

•  • 

• 

SCISSORS,  ENTEROTOMY:  8-inch.  .  . 

Each 

4.35 

34760 

•  • 

• 

SCISSORS,  ENUCLEATION:  5-inch,  full- 
curved,  wide  blade,  double— blunt . 

Each 

1.00 

34780 

• 

SCISSORS,  IRIS,  ANGULAR:  Probe- 
pointed. 

Each 

2.30 

34790 

• 

SCISSORS,  IRIS,  FULL-CURVED: .  .  . 

Each 

2.25 

34800 

• 

SCISSORS,  NASAL,  ANGULAR:  Knight. 

Each 

3.90 

34810 

• 

SCISSORS,  STRABISMUS,  STRAIGHT: 

Sharp. 

Each 

.70 

34813 

SCISSORS,  SURGICAL,  DEAN,  NO.  9: 

Saw  tooth. 

Each 

6.00 

34815 

•  • 

• 

SCISSORS,  SUTURE:  5^-inch,  Littauer. 

Each 

1.50 

34820 

•  • 

• 

SCISSORS,  TENOTOMY:  Curved  on  flat, 
Stevens. 

Each 

1.95 

*  Deteriorating  items  -  1,  000  men  for  8  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  — Surgical  Instruments — Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1  owance 
per  1000* 

1 

2 

3 

34830 

•  • 

• 

SCISSORS,  TONSIL:  Curved  on  flat, 
Boettcher. 

Each 

$2.50 

34840 

•  • 

• 

SCISSORS,  UTERINE:  8-inch,  curved  on 
flat,  double— blunt ,  Sims. 

Each 

1.08 

34850 

.  • 

. 

SCOOP,  GALL  BLADDER:  Mayo— Robson.  . 

Each 

1.40 

34860 

X. 

• 

SCREW,  BONE,  3/8-INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

4.3 

34862 

X. 

• 

SCREW,  BONE,  4- INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

3.2 

34864 

X. 

• 

SCREW,  BONE,  5/8- INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

4.5 

34866 

X. 

• 

SCREW,  BONE,  3/4- INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

2.3 

34868 

X. 

• 

SCREW,  BONE,  7/8- INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

3.2 

34870 

X. 

• 

SCREW,  BONE,  1— INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

3.2 

34872 

X. 

• 

SCREW,  BONE,  l-l/8-INCH:  For 
attaching  steel  bone  plates. 

Each 

.50 

2.2 

34874 

X. 

• 

SCREW,  BONE,  14- INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

4.3 

34876 

X. 

• 

SCREW,  BONE,  1-3/8-INCH:  For 
attaching  steel  bone  plates. 

Each 

.50 

4.3 

34878 

X. 

• 

SCREW,  BONE,  14-INCH:  For  attaching 
steel  bone  plates. 

Each 

.50 

1.6 

34880 

X. 

• 

SCREW,  BONE,  1-5/8-INCH:  For 
attaching  steel  bone  plates. 

Each 

.50 

3.6 

34890 

• 

SCREW  DRIVER,  LANE:  10-inch,  solid 
handle . 

Each 

.66 

34900 

• 

SCREWDRIVER,  BONE: . 

Each 

10.00 

34910 

. 

SCREW,  ORAL:  Hard  rubber.  ... 

Each 

.15 

34920 

• 

SHEARS,  PLASTER  PARIS:  144-inch, 

St ille . 

Each 

19.10 

34932 

•  • 

. 

SHEARS,  RIB,  134- INCH:  Bethune.  . 

Each 

12.50 

34935 

•  • 

• 

SKID,  BONE  (LEVER)  :  134-inches, 
Murphy. 

Each 

5.00 

34937 

•  • 

• 

SNARE,  EAR:  With  one  canula,  Krause. 

Each 

3.75 

34940 

•  • 

• 

SNARE,  NASAL:  64-inch,  with  straight 
and  curved  tips,  Krause. 

Each 

2.25 

34955 

• 

SNARE,  TONSIL: . 

Each 

7.00 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3* — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

34960 

X.  . 

SNARE,  WIRE,  NO.  28  STUBS  GAGE:  Ear, 
10  feet. 

Spool 

$0.04 

0.6 

34970 

X.  . 

SNARE,  WIRE,  NO.  27  STUBS  GAGE: 

Nasal,  10  feet. 

Spool 

.04 

0.6 

34980 

X.  . 

SNARE,  WIRE,  NO.  24  STUBS  GAGE: 

Tonsil,  shaped  for  stylet  12. 

Bundle 

.05 

3.6 

• 

.  .  . 

.  .  . 

34990 

.  .  . 

SOUND,  18F:  Van  Buren.  ..... 

Each 

.50 

35000 

.  .  . 

SOUND,  20F:  Van  Buren . 

Each 

.50 

35010 

.  .  . 

SOUND,  22F:  Van  Buren . 

Each 

.50 

35020 

.  .  . 

SOUND,  24F:  Van  Buren.  .  .  .  .  . 

Each 

.50 

35030 

.  .  . 

SOUND,  26F:  Van  Buren . 

Each 

.50 

35040 

•  •  • 

SOUND,  28F:  Van  Buren . 

Each 

.50 

35050 

.  .  . 

SOUND,  30F:  Van  Buren . 

Each 

.50 

35090 

•  •  • 

SOUND,  UTERINE:  Graduated  in  CMS, 
Simpson. 

Each 

.22 

35100 

•  •  • 

SPATULA,  ABDOMINAL:  Beck . 

Each 

6.45 

35110 

•  •  • 

SPATULA,  BRAIN,  7-INCH:  Double-ended, 
Cushing. 

Each 

.72 

35120 

.  .  . 

SPATULA,  BRAIN,  8^-INCH: . 

Each 

.38 

35130 

•  •  • 

SPATULA,  EYE.  5-3/4-INCH:  Double- 
ended,  Smith. 

Each 

1.38 

35140 

.  .  . 

SPATULA  OR  ELEVATOR,  SKIN  GRAFTING: 

7^— inch,  Mayo. 

Each 

7.00 

35150 

.  .  . 

SPECULUM,  EAR:  Metal,  set  of  3, 

Brown. 

Set 

.50 

35165 

S(9) 

SPECULUM,  ESOPHAGEAL:  Tackson-Forbes , 
Jefferson  type.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

19.20 

35180 

•  •  • 

SPECULUM,  EYE,  NONMAGNETIC:  Weeks.  , 

Each 

1.19 

35200 

.  .  . 

SPECULUM,  EYE:  Ziegler . 

Each 

1.15 

35210 

.  .  . 

SPECULUM,  NASAL:  Ingal . 

Each 

1.65 

35220 

SPECULUM,  NASAL,  2-INCH  BLADE: 

Killian. 

Each 

4.00 

35230 

•  •  • 

SPECULUM,  NASAL,  3-INCH  BLADE: 

Killian. 

Each 

4.00 

35240 

SPECULUM,  NASAL,  B0SW0RTH:  3£~inch. 

Each 

.40 

35250 

.  .  . 

SPECULUM,  NASAL,  MYLES:  Large.  .  . 

Each 

1.00 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3« — Surgical  Instruments — Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

35260 

. 

.  . 

SPECULUM,  NASAL,  SEPTAL:  Goldstein. 

Each 

$2.35 

35280 

• 

SPECULUM,  VAGINAL,  BIVALVE,  GRAVES: 
Medium  size  blades  4  by  1$  inches. 

Each 

2.10 

35290 

• 

SPECULUM,  VAGINAL.  SIMS,  SIZE  2:  1 

and  l£  inches,  snallow. 

Each 

1.60 

35300 

• 

SPECULUM,  VAGINAL,  SIMS,  SIZE  3:  lfc 
and  l£  inches,  deep. 

Each 

1.60 

35320 

• 

•  • 

SPECULUM,  VAGINAL,  WEIGHTED:  Auvard. 

Each 

3.50 

35330 

• 

•  • 

SPOON,  LENS,  DAVIEL:  Metal.  .  .  . 

Each 

.90 

35340 

• 

•  • 

SPOON,  LENS,  WIRE  LOOP: . 

Each 

.90 

35350 

• 

•  • 

SPREADER,  RIB: . 

Each 

20.00 

35360 

. 

•  • 

SPUD,  EYE:  Dix . 

Each 

.60 

35380 

•  • 

STRIPPER,  VEIN,  SIZE  2:  Mayo.  .  . 

Each 

2.10 

35385 

(3)  (9) 

TELESCOPE,  CYSTOSCOPIC,  FOROBLIQUE 
TYPE:  (For  use  with  31575  and 

37250)  . 

Each 

100.00 

35386 

(3)  (9) 

TELESCOPE,  CYSTOSCOPIC,  OBSERVATION, 
FOROBLIQUE  TYPE:  (For  use  with 
37250). 

Each 

80.00 

35395 

S. 

• 

TONGS  SKULL  TRACTION:  Crutchfield. 
Complete  with  geared  drill  and  2 
drill  points. 

Each 

28.00 

35396 

X(9) 

TONGS,  SKULL  TRACTION,  DRILL 

POINTS  FOR:  One  3/16"  and  one 

1/8"  depth  on  cutting  point. 

Pair 

.85 

0.4 

35400 

. 

.  . 

TONOMETER: . 

Each 

35.50 

35405 

. 

•  • 

TOURNIQUET,  LOBECTOMY:  Bethune.  .  . 

Each 

12.00 

35410 

• 

•  • 

TRACTOR,  PROSTATIC:  Long,  Young.  . 

Each 

9.00 

35430 

• 

•  • 

TREPHINE,  1-INCH:  Crown  of  tool 
steel,  Galt. 

Each 

2.25 

35436 

. 

•  • 

TREPHINE,  SET,  EYE:  Cross.  ... 

Set 

5.10 

35440 

• 

•  • 

TROCAR,  ANTRUM:  3— inch  trocar, 
canula  unguards  3/l6-inch  of  the 
trocar,  Pierce— Kyle. 

Each 

1.10 

35450 

• 

•  • 

TROCAR,  ASCITES,  10F:  Plain,  canula 

2— 3/8— inch,  with  disk. 

Each 

.38 

35470 

• 

.  • 

TROCAR,  ASCITES,  14F: . 

Each 

1.25 

35465 

. 

.  • 

TROCAR,  ASCITES,  18F: . 

Each 

1.25 

35470 

• 

•  • 

TROCAR,  GALL  BLADDER:  Ochsner.  .  . 

Each 

1.50 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLAoS  3« — Surgical  Instruments — Continued 


No. 

Notes 

Item 

Unit 

Un  i  t 

Pr  ice 

A 1 1  owance 
per  1000* 

1 

2 

3 

35477 

.  .  . 

TUBE,  ABDOMINAL,  SUCTION:  8-3/4- 
inch,  23F,  Pool. 

Each 

$0.65 

35480 

(9) 

TUBE,  ASPIRATING,  20  CM:  Laryngeal, 
Jackson.  (in  30750,  Case, 
Bronchoscopic)  . 

Each 

.80 

35485 

(9) 

TUBE,  ASPIRATING  50  CM:  Endoscopic, 
Jackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

.80 

35500 

(9) 

TUBE,  ASPIRATING  60  CM:  Esophageal, 
Jackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

.80 

35502 

(9) 

TUBE,  ASPIRATING,  BRONCHIAL,  LARGE, 
CURVED:  Spiral,  flexible  end, 

Tackson.  (in  30750,  Case, 

Bronchoscopic) . 

Each 

4.00 

35503 

(9) 

TUBE,  ASPIRATING,  BRONCHIAL,  LARGE, 
STRAIGHT:  Spiral,  flexible  end, 

Jackson.  (in  30750,  Case, 

Bronchoscopic)  . 

Each 

4.00 

35504 

(9) 

TUBE,  ASPIRATING,  BRONCHIAL,  SMALL, 
CURVED:  Spiral,  flexible  end, 

Jackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

4.00 

35505 

(9) 

TUBE,  ASPIRATING,  BRONCHIAL,  SMALL, 
STRAIGHT:  Spiral,  flexible  end, 

Jackson.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

4.00 

35506 

(9) 

TUBE,  ASPIRATING,  OPEN  END,  LIGHT,  35 
CM:  To  go  through  4  MM  tube, 

Jackson.  (in  30750,  Case, 
Bronchoscopic)  . 

Each 

1.20 

35507 

(9) 

TUBE.  ASPIRATING,  OPEN-END,  WARNING 
STOP  AT  30  CM:  Jackson.  (In  30750, 
Case,  Bronchoscopic). 

Each 

1.20 

35508 

(9) 

TUBE,  ASPIRATING,  OPEN-END,  WARNING 
STOP  AT  40  CM:  Jackson.  (in  30750, 
Case,  Bronchoscopic)  . 

Each 

1.20 

35510 

.  .  . 

TUBE,  BREATHING,  LARGE: . 

Each 

1.65 

35515 

.  .  . 

TUBE,  BREATHING,  SMALL: . 

Each 

1.65 

35520 

(1) 

TUBE,  MILLER— ABBOT,  DOUBLE  LUMEN, 
COMPLETE: 

Each 

6.00 

35530 

.  .  . 

TUBE,  PERINEAL  DRAINAGE:  With 
sterling  silver  collar,  Hagner. 

Each 

1.55 

35535 

(9) 

TUBE,  SUCTION:  Complete  with  2  glass 
specimen  collecting  cups,  Clerf. 

(in  30750,  Case,  Bronchoscopic). 

Each 

5.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deter  iorat  i  ng  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3. — Surgical  Instruments - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

35537 

X(9) 

TUBE,  SUCTION,  SPECIMEN  COLLECTING 

CUP:  Glass,  Clerf.  (in  30750, 

Case,  Bronchoscopic). 

Each 

$0.80 

0.1 

35538 

.  .  . 

TUBE,  SUCTION,  WITH  OBTURATOR,  ADSON: . 

Each 

1.45 

35540 

.  .  . 

TUBE.  TRACHEA,  SIZE  1:  Full  curved, 
with  pilot,  plated,  Jackson. 

Each 

2.10 

35550 

TUBE.  TRACHEA,  SIZE  2:  Full  curved, 
with  pilot,  plated,  Jackson. 

Each 

.90 

35560 

.  .  . 

TUBE.  TRACHEA,  SIZE  3:  Full  curved, 
with  pilot,  plated,  Jackson. 

Each 

.95 

35570 

•  •  • 

TUBE.  TRACHEA,  SIZE  4:  Full  curved, 
with  pilot,  plated,  Jackson. 

Each 

1.88 

35580 

•  •  • 

TUBE.  TRACHEA,  SIZE  5:  Full  curved, 
with  pilot,  plated,  Jackson. 

Each 

1.05 

35590 

(9) 

TUBE,  TRACHEA,  LARYNGOSTOMY.  SIZE  4: 
Plated,  Jackson.  (in  30750,  Case, 

Bronchoscopic) . 

Each 

4.40 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Swrgical  Appliances,  Miscellaneous  Diagnostic  Instruments ,  and  Surgical  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al lowance 
per  1000* 

1 

2 

3 

36020 

X.  . 

ADAPTER,  EYNARD:  For  connecting 
ureteral  catheter  with  Luer  syringe. 

Each 

$1.00 

0.2 

36030 

X.  . 

ADAPTER  TUBING:  Male  slip  joint  for 
attaching  Luer  needle  to  rubber 
tubing. 

Each 

.15 

1.9 

36032 

ANESTHESIA  APPARATUS,  ENDOTRACHEAL, 
COMPLETE:  Consists  of  2  Magill 

catheters,  32F;  2  Magill  catheters, 
38F;  2  Magill  metal  elbows,  large 
size,  1  with  slip  joint;  2  catheter 
slip  joints,  1  medium  and  1  large; 

2  universal  metal  "Y"  adapters;  1 
laryngoscope,  folding,  electric;  and 

2  extra  lamps.  Packed  in  case.  (For 
batteries  use  77160)  . 

Set 

28.65 

36034 

Xfl)(9) 

ANESTHESIA  APPARATUS,  ENDOTRACHEAL, 
CATHETER,  MAGILL,  32F: 

Each 

1.00 

0.2 

36036 

X(3)(9) 

ANESTHESIA  APPARATUS,  ENDOTRACHEAL, 
CATHETER,  MAGILL,  38F: 

Each 

1.00 

0.2 

36040 

S.  . 

ANESTHESIA  APPARATUS,  NITROUS  OXIDE: 
Oxygen,  carbon  dioxide,  and  ether 
with  carbon  dioxide  absorber. 

Each 

351.23 

36050 

ANESTHESIA  APPARATUS,  BAG:  For 
inhaler,  rubber. 

Each 

3.55 

0.1 

36060 

S(3)(9) 

ANESTHESIA  APPARATUS,  PRESSURE 
REGULATOR  AND  GAGE: 

Each 

24.43 

36070 

x(1)$ 

ANESTHESIA  APPARATUS,  RIM  FOR 

FACE  MASK:  Rubber. 

Each 

1.45 

0.2 

36080 

x(1l 

ANESTHESIA  APPARATUS,  RIM  FOR 

NASAL  MASK:  Rubber. 

Each 

.70 

0.1 

36085 

ANESTHESIA  APPARATUS,  TUBING: 

Rubber,  for  inhaler. 

Each 

3.60 

0.1 

36090 

S(4) 

ANESTHESIA  AND  SUCTION  APPARATUS: .  . 

Each 

174.00 

36092 

x(i) 

APPARATUS,  BLOOD  TRANSFUSION, 

INDIRECT,  COMPLETE:  Consists  of  1 
donor  set,  2  recipient  sets,  12  600 

CC  vacuum  bottles  each  containing 

70  CC  of  Sodium  Citrate,  2^%. 

Set 

24.90 

4.5 

36093 

x(i) 

APPARATUS,  BLOOD  TRANSFUSION, 

INDIRECT,  DONOR  SET,  COMPLETE:  Con¬ 
sists  of  valve  assembly,  hose 
connector  needle,  2  puncturing 
needles,  1  18— inch  length  of  rubber 
tubing,  and  wrench. 

Set 

10.00 

4.5 

36094 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  NEEDLE,  DONOR:  Hose 
connector  type,  17  gage,  2— inch 
canula. 

Each 

.42 

9.9 

- 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT  1 cwance 
per  1000* 

1 

2 

3 

36095 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION. 
INDIRECT,  NEEDLE,  PUNCTURING: 

For  donor  valve.  1^— inch  by  .071 
inch  overall,  outside  diameter. 

Each 

$0.42 

9.9 

36096 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  NUT  FOR  PUNCTURING 
NEEDLE: 

Each 

.70 

9.9 

•  •  • 

X  (l) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  TUBING,  RUBBER  (DONOR): 
18— inch  length. 

Use 

38793 

36097 

X(l) 

APPARATUS,  BLOOD  TRANSFUSION, 

INDIRECT,  RECIPIENT  SET,  COMPLETE: 
Consists  of  filtering  device,  glass 
needle  adapter  (observation  tube), 
metal  clamp,  2  19— gage  intravenous 
needles,  and  1  5— foot  length  of 
rubber  tubing. 

Set 

3.70 

4.5 

36098 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  ADAPTER.  NEEDLE,  GLASS 
(OBSERVATION  TUBE] :  For  rubber 
tubing.  8  MM  outside  diameter; 
approximately  3  3/8— inches  long. 

Each 

.25 

10.8 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  CLAMP,  SHUT-OFF:  For 
recipient  tubing. 

Use 

41808 

36099 

X(l)(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  FILTERING  DEVICE: 
Complete. 

Each 

2.50 

5.0 

.  .  . 

•  •  • 

.  .  . 

36100 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  FILTERING  DEVICE,  GLASS 
HOUSING: 

Each 

.45 

10.8 

36101 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  FILTERING  DEVICE, 

NIPPLE,  CONNECTING: 

Each 

.24 

9.9 

36102 

X(9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  FILTERING  DEVICE, 

SCREW  CAP: 

Each 

.08 

9.9 

36103 

X(l)  (9) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  FILTERING  DEVICE, 
STOPPER,  RUBBER: 

Each 

b 

CO 

5.0 

•  •  • 

X.  . 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  NEEDLE,  RECIPIENT: 

19  g age,  1  3/4— inch  canula. 

Use 

38510 

x(i) 

APPARATUS,  BLOOD  TRANSFUSION, 
INDIRECT,  TUB  INC,  RUBBER 
(RECIPIENT):  5-foot  length. 

Use 

38792 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3» — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al lowance 
per  1000* 

1 

2 

3 

36104 

X(J)(9) 

APPARATUS,  BLOOD  TRANSFUSION, 

INDIRECT,  TUBE,  CONSTRICTION: 

(Needle  protector).  3  inches 
overall,  with  rubber  stopper. 

(For  both  donor  and  recipient 
needles) . 

Dozen 

$0.60 

1.8 

36108 

S.  . 

APPARATUS,  NASAL  CATHETER  OXY¬ 
GENATION:  With  flow  meter  and 
humidifying  jars. 

Each 

42.28 

36110 

X.  . 

APPLICATOR,  WOOD:  6  gross.  .  .  . 

Cart  on 

.22 

59.0 

36120 

.  .  . 

ATOMIZER,  SET  OF  4:  In  rack.  .  . 

Set 

3.85 

36122 

X(3)  (9) 

ATOMIZER  SET,  BOTTLE:  (Also 
replacement  for  53510  and  56535) . 

Each 

.09 

0.7 

36130 

S(4) 

AUDIOMETER:  Aurograph  type.  (See 

36131)  . 

Each 

250.00 

36131 

X(l)(9) 

AUDIOMETER,  RUBBER  STAMP:  For 
utilizing  M. D.  Form  55  E— 3  to  chart 
recordings . 

Each 

1.50 

0.1 

36160 

x(i) 

BAG,  POLITZER:  6  oz,  with  valve. 

Each 

1.75 

0.1 

36163 

X.  . 

BAG,  WET  DRESSING,  ARM: . 

Each 

.75 

4.5 

36165 

X.  . 

BAG,  WET  DRESSING,  LEG: . 

Each 

.75 

4.5 

36170 

(2) 

BALKAN  FRAME:  Complete.  Figs. 

16-17,  Medical  Field  Manual. 

Each 

16.71 

36175 

X(9) 

BALKAN  FRAME,  BAG,  BUCKSHOT, 

3— INCH:  By  3— inch,  1-inch 
opening,  canvas,  will  hold  1  lb. 

Each 

.02 

0.6 

36177 

X(9) 

BALKAN  FRAME,  PAG,  BUCKSHOT, 

5-INCH:  By  5— inch,  1-inch 
opening,  canvas,  will  hold  5  lbs. 

Each 

.03 

0.8 

36179 

X(9) 

BALKAN  FRAME,  BAG,  BUCKSHOT, 

8-INCH:  By  9— inch,  8  oz  duck, 
with  handle,  open  mouth,  for 
holding  buckshot  bags. 

Each 

.05 

0.6 

36181 

X(9) 

BALKAN  FRAME,  BUCKSHOT,  COARSE:  , 
Lead  shot,  0.38  inch  diameter, 
for  extension. 

Pound 

.10 

5.4 

36183 

X(9) 

BALKAN  FRAME,  CLAMP,  LARGE: 

Consists  of  2  bolts,  4§— inch 
machine,  square  head,  with  wing 
nut  and  2  spreaders,  2  7/8  by  i 
by  i  inch. 

Each 

.25 

0.9 

36185 

X(9) 

BALKAN  FRAME,  CLAMP,  SMALL: 

Consists  of  2  bolts  3^— inch 
machine,  square  head,  with  wing 
nut  and  2  spreaders,  3  5/8  by  1 
by  i  inch. 

Each 

.25 

0.9 

*  Deteriorating  items  -  1,000  men  for  0  months 
Non -deter  iorat  ing  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3 .—Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

36187 

X(9) 

BALKAN  FRAME.  HAMMOCK,  LARGE: 
Canvas,  double  thickness.  14  by 
36  inches,  for  suspension  pelvis. 

Each 

$0.30 

0.2 

36189 

x  (9) 

BALKAN  FRAME,  HAMMOCK,  SMALL: 
Canvas,  single  thickness,  8  by 

30  inches,  for  suspension  arm. 

Each 

.16 

0.2 

36191 

X(9) 

BALKAN  FRAME,  POLES: 
three  4  feet  by  1§  by  1  inch 
five  6  feet  by  1®  by  1  inch 
four  8  feet  by  In  by  1  inch 

Set 

3.00 

0.2 

36193 

X(9) 

BALKAN  FRAME,  PULLEY:  Awning 
swivel  eye,  single  sheave,  2-inch 
wide  with  1/8  by  £  inch  steel  bar 
U  clamp  1  inch  wide,  and  machine 
bolt,  square  head,  with  wing  nut 
attached. 

Each 

.20 

1.4 

36195 

X(9) 

BALKAN  FRAME,  ROPE,  5/32- INCH: 
Braided,  impregnated  with  wax. 

Yard 

.03 

22.5 

36197 

X  (l) 

BANDAGE,  RUBBER:  2^— inches  by  4 
yards,  Martin. 

Each 

.65 

0.3 

36205 

•  •  • 

BANDAGE  WINDER: . 

Each 

1.35 

36215 

(4) 

BATTERY  BOX:  Three  cell,  complete 
with  rheostat  and  voltmeter.  For 
use  with  bronchoscopes,  cystoscopes, 
etc.  (For  cord  requisition  Item 

36617) . 

Each 

28.00 

36230 

.  .  . 

BRADFORD  FRAME:  Complete.  .  .  . 

Each 

6.25 

36240 

.  .  . 

BRUSH,  SHAVING: . 

Each 

.28 

36245 

S(4) 

CABINET,  SPECIALISTS'  EAR,  NOSE  AND 
THROAT,  SUCTION  AND  PRESSURE: 

Each 

120.00 

36250 

S(4) 

CARDIOGRAPH,  ELECTRIC,  LARGE: 

Complete. 

Each 

1000.00 

36260 

S.  . 

CARDIOGRAPH,  PORTABLE:  Battery  type. 

Each 

415. 0C 

36265 

x(i)  (3) 
(9) 

CARDIOGRAPH  FILM:  (State  make 
of  machine  and  size  of  film 
desired)  . 

Roll 

1.05 

0.2 

36267 

X(3)(9) 

CARDIOGRAPH  PAPER:  (State  make 
of  machine  and  size  of  paper 
desired)  . 

Roll 

1.00 

3.6 

36270 

(3)  (4)  (9) 

CARDIOGRAPH  STRING:  For  galva¬ 
nometer. 

Each 

18.20 

36275 

S.  . 

CASE,  SPECTACLE  FITTING  AND  REPAIR: 

Each 

41.85 

36277 

S.  . 

CASE,  SPECTACLE  FITTING  AND  REPAIR, 
FOR  GLASSES  WORN  UNDER  GAS  MASKS: 

Each 

33.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3* — Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1  owance 
per  1000* 

1 

2 

3 

36280 

(1) 

CAUTERY  CORD,  HEAVY:  100  Amps  with 
male  fittings  at  transformer  end. 
Female  fittings  with  set  screws  at 
cautery  end  (for  36432  and  36370—80— 
90  without  36350)  . 

Each 

$4.50 

36285 

(1) 

CAUTERY  CORD,  REGULAR:  With  male 
fittings  at  both  ends  (For  36432, 
37275,  and  36400-10  with  36350)  . 

Each 

1.25 

36290 

•  •  • 

CAUTERY,  EYE,  BURNER  NO.  51:  15 

Amperes . 

Each 

1.30 

3  6300 

•  •  • 

CAUTERY,  EYE,  BURNER  NO.  52:  15 

Amperes . 

Each 

1.20 

3631  0 

•  •  • 

CAUTERY,  EYE,  BURNER  NO.  53:  15 

Amperes . 

Each 

1.20 

36320 

•  •  • 

CAUTERY,  EYE,  BURNER  NO.  54:  15 

Amperes . 

Each 

1.25 

36330 

•  •  • 

CAUTERY,  EYE,  BURNER  NO.  55:  15 

Amperes . 

Each 

1.  30 

36340 

•  •  • 

CAUTERY,  EYE,  HANDLE:  4-inch,  with 
sliding  contact  breaker.  Female 
fittings  with  set  screws  at  one  end. 

Each 

1.25 

36350 

•  •  • 

CAUTERY  HANDLE:  Regular,  8-inch, 
with  contact  breaker.  Female 
fittings  with  set  screws  at  both  ends 
(For  36285  and  3  6400-10). 

Each 

1.60 

36360 

X.  . 

CAUTERY  IRON:  Copper  point.  ... 

Each 

.35 

0.1 

36370 

•  •  • 

CAUTERY,  LARGE  BURNER,  DOME POINT:  85 
Amperes,  heavy. 

Each 

5.05 

363  80 

•  •  • 

CAUTERY,  LARGE  BURNER,  KNIFEPOINT:  85 
Amperes,  heavy. 

Each 

6.00 

36390 

•  •  • 

CAUTERY,  LARGE  BURNER,  NEEDLEPOINT: 

85  Amperes,  heavy. 

Each 

6.00 

36400 

•  •  • 

CAUTERY,  NASAL,  BURNER,  KNIFEPOINT: 

22  Amperes. 

Each 

1.20 

36410 

•  •  • 

CAUTERY,  NASAL,  BURNER,  NEEDLEPOINT: 

22  Amperes. 

Each 

1.20 

36430 

X(l)(9) 

CAUTERY,  PACQUELIN,  BULB: .  .  . 

Each 

1.25 

0.1 

36432 

S(4) 

CAUTERY,  TRANSFORMER,  HOSPITAL  SIZE: 
For  AC  only.  For  use  with  cautery 
or  any  diagnostic  lamp.  (For  cords 

see  36280,  36285,  and  36617). 

Each 

24.70 

36440 

x(i) 

CEMENT,  RUBBER,  1  OZ: . 

Tube 

.06 

0.5 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

P r  ice 

Al lowance 
per  1000* 

1 

2 

3 

36460 

.  .  . 

CHIMNEY;  Dark  room,  3^  by  inches, 

asbestos  with  metal  rings,  cover, 
and  iris  diaphragm.  Hood  type  (used 
with  37075  onlylT 

Each 

$6.00 

36510 

X.  . 

CLAMP,  TUBING:  American.  .... 

Each 

.18 

1.0 

3652  0 

... 

CLIPPER,  HAIR:  Medium . 

Each 

2.87 

36525 

.  .  . 

COLOR  TEST  BOOK,  ISHIHARA  TYPE:.  .  . 

Each 

8.75 

36614 

x(l) 

CORD,  ELASTIC,  FOR  TRACTION:.  .  .  . 

Yard 

.20 

11.3 

36617 

(3) 

CORD,  ELECTRIC,  FOR  DIAGNOSTIC 
APPLIANCES:  For  use  with  battery 
or  transformer.  (State  manufacturer 

of  instrument  with  which  to  be  used 
in  order  that  proper  connection  may 
be  furnished). 

Each 

1.80 

3  6620 

X(l) 

COT,  FINGER:  Rubber . 

Dozen 

.19 

1.8 

36622 

X.  . 

COTTON  THREAD,  NO.  120:  150  yards.  . 

Spool 

.05 

31.3 

3  6624 

X.  . 

COTTON  THREAD,  NO.  80:  150  yards.  . 

Spool 

.05 

31.3 

36626 

X.  . 

COTTON  THREAD,  NO.  40:  300  yards.  . 

Spool 

.06 

31.3 

3  6627 

X.  . 

COTTON  THREAD,  QUILTING:  Extra 
strong,  mercerized.  150  yards. 

Spool 

.07 

2.2 

3  6630 

•  •  • 

CRUTCHES: . 

Pair 

1.25 

36640 

x(l) 

CRUTCH,  RUBBER  TIP  FOR,  NONSKID  TYPE, 
5-INCH: 

Each 

.25 

3.4 

36670 

(1) 

CUSHION,  SURGICAL:  Kelly  pad,  21 
inch,  with  21  inch  apron. 

Each 

4.35 

36675 

s.  . 

CUSPIDOR,  FOUNTAIN,  E.N.T. : .  .  .  . 

Each 

25.00 

36680 

X.  . 

DEPRESSOR,  TONGUE:  Wood,  100.  .  . 

Carton 

.10 

94.5 

36685 

•  •  • 

DEPTH  PERCEPTION  APPARATUS:  Dolman, 
23£  by  ll£  by  12§  inches. 

Each 

23.00 

36690 

•  •  • 

DRUM,  TEST:  For  eye  instruments, 
hard  rubber. 

Each 

.50 

36703 

S(4) 

ELECTRO-SURGICAL  UNIT,  PORTABLE: 
Complete. 

Each 

300.00 

36710 

X.  . 

EYE  SHADE,  DOUBLE: . 

Each 

.04 

3.0 

36720 

X.  . 

EYE  SHADE,  SINGLE: . 

Each 

.03 

7.2 

36722 

X.  . 

EYE  SPHERES  (PROSTHESIS  BALLS), 

16  MM:  Mules. 

Each 

.22 

1.8 

36730 

•  •  • 

FORCEPS,  PUNCH:  For  fenestrating 
rubber  tubing. 

Each 

.30 

36740 

X  (l) 

GLOVES,  AUTOPSY:  Rubber . 

Pair 

.60 

0.5 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


■ 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies  —  Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

36800 

X(l) 

GLOVES,  MEDIUM,  SIZE  6:  Rubber.  .  . 

Pair 

SO. 15 

2.7 

36810 

X(l) 

GLOVES,  MEDIUM,  SIZE  6£:  Rubber.  . 

Pair 

.15 

9.0 

36820 

x(l) 

GLOVES,  MEDIUM,  SIZE  7:  Rubber.  .  . 

Pair 

.15 

11.3 

36830 

x(l) 

GLOVES,  MEDIUM,  SIZE  7£:  Rubber.  . 

Pa  ir 

.15 

36.0 

36840 

x(l) 

GLOVES,  MEDIUM,  SIZE  8:  Rubber.  •  . 

Pair 

.15 

16.2 

36850 

x(i) 

GLOVES,  MEDIUM,  SIZE  8£:  Rubber.  . 

Pair 

.15 

5.0 

36870 

(1) 

HAMMER,  PERCUSSION:  Taylor.  .  .  . 

Each 

.60 

36890 

•  •  • 

HEADBAND,  LEATHER  STRAP:  Adjustable, 
Jeffers  on. 

Each 

.75 

36900 

•  •  • 

HEADBAND,  METAL:  Folding,  Worrall.  . 

Each 

1.80 

36910 

•  •  • 

HEADBAND,  MIRROR:  3^-inch,  with 
inch  opening. 

Each 

1.23 

36910 

•  •  • 

HEADLIGHT:  Adjustable,  with  dis¬ 
connecting  fittings  in  cord  and 
plug,  with  lamp. 

Each 

3.60 

36950 

X(3)  (9) 

HEADLIGHT,  LAMP: . 

Each 

.41 

0.9 

36960 

•  •  • 

INHALER,  YANKAUER:  Metal . 

Each 

.87 

36990 

X.  . 

INTRAVENOUS  SOLUTIONS,  RESERVOIR: 

300  CC,  graduated,  lof  by  if  inches. 

Each 

.60 

2.3 

37000 

(1) 

IRRIGATOR,  VALENTINE:  Includes  glass 
reservoir,  rubber  tubing,  metal 
nozzle,  metal  bracket,  2  sizes  glass 
tips,  tubing  clamp. 

Each 

5.00 

37010 

(9) 

IRRIGATOR,  BRACKET:  Metal,  plain. 

Each 

.46 

37020 

(9) 

IRRIGATOR  NOZZLE:  Metal,  Wigmore. 

Each 

.58 

37030 

X(9) 

IRRIGATOR,  RESERVOIR:  Ilf  by 

53/8  inches,  glass,  tapered. 

Each 

.42 

0.^ 

37040 

X  (9) 

IRRIGATOR  TIPS:  Size  2  (blunt) 
size  3  (tapered),  glass. 

Pair 

•  .03 

6.8 

37050 

X(l)  (9) 

IRRIGATOR  TUBING:  7  feet,  with 
funnel  end  to  fit  reservoir, 
rubber. 

Each 

.49 

0.5 

37055 

(1) 

KIT,  SUCTION:  For  snakebite.  .  .  . 

Each 

.75 

37057 

X(l)  (9) 

KIT,  SUCTION,  BULB  FOR:.  .  .  . 

Each 

.19 

0.3 

37070 

•  •  • 

LAMP  CONDENSOR:  With  stand,  8  feet 
of  cord  and  plug,  Coakley. 

Each 

25.00 

37075 

X(3) 

LAMP.  DARK-ROOM:  Frosted,  2f-inch, 
with  1— inch  clear  spot,  40  watt  (for 
36460  and  3  7080). 

Each 

.68 

0.2 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


r  •' 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3. — Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1 owance 
per  1000* 

1 

2 

3 

37077 

S.  . 

LAMP,  SLIT,  STATIONARY:  With 
binocular  microscope. 

Each 

$444.00 

37080 

•  •  • 

LANTERN,  MUSCLE  TEST:  For  use  with 
phorometer.  Has  Zeigler's,  Greek 
Cross,  Thorington  iris  diaphragm  and 
translucent  disk.  Complete  with 
floor  stand,  cord,  and  lamp. 

Each 

19.60 

37090 

•  •  • 

LOUPE,  BINOCULAR:  Black,  aluminum.  . 

Each 

3.60 

37110 

s  (4) 

MAGNET,  EYE,  SMALL,  DC:  Lancaster 
model  (Rectifier  required  where 
c urrent  is  ACj . 

Each 

39.50 

37115 

S.  . 

MANDIBLE  FRACTURE  KIT: . 

Each 

180.00 

37120 

S.  . 

MANOMETER,  SPINAL: . 

Each 

14.40 

37125 

(9) 

MANOMETER,  SPINAL,  NEEDLE:.  .  . 

Each 

2.40 

37126 

(1) 

MASK  TYPE  OXYGEN  THERAPY  OUTFIT, 
COMPLETE:  With  nasal  and  oronasal 

masks. 

Each 

32.00 

37127 

(1)(9) 

MASK  TYPE  OXYGEN  THERAPY  OUTFIT, 
MASK,  NASAL: 

Each 

7.00 

37128 

(1)(9) 

MASK  TYPE  OXYGEN  THERAPY  OUTFIT, 
MASK,  ORONASAL: 

Each 

7.00 

37130 

S.  . 

PERIMETER:  Self  registering,  with 

socket  current  controller. 

Each 

150.00 

37133 

X(3)(9) 

PERIMETER  CHARTS,  BROMBACH,  LEFT: 
Visual  field,  50. 

Pkg . 

.20 

0.2 

37135 

X  (3)  (9) 

PERIMETER  CHARTS.  BROMBACH,  RIGHT: 
Visual  field,  50. 

Pkg. 

.20 

0.2 

37137 

X(3)(9) 

PERIMETER  CHARTS,  CAMPIMETER: 
Binocular  for  Brombach  perimeter. 
Right  and  left  visual  fields  on 
one  card,  50. 

Pkg. 

.20 

0.1 

37140 

X(3)(9) 

PERIMETER  CHARTS,  McHARDY,  LEFT: 
Visual  field,  50. 

Pkg. 

.59 

0.2 

37141 

x  (3)  (9) 

PERIMETER  CHARTS,  McHARDY,  RIGHT: 
Visual  field,  50. 

Pkg. 

.59 

0.2 

37145 

•  •  • 

PERIMETER,  HAND:  Schweigger,  with 
set  of  white  and  colored  discs  and 
charts  (for  flight  surgeons)  . 

Each 

22.50 

37147 

x  (9) 

PERIMETER  CHARTS,  SCHWEIGGER, 

LEFT:  100. 

Pkg. 

2.10 

0.2 

37148 

x  (9) 

PERIMETER  CHARTS,  SCHWEIGGER, 

RIGHT:  100. 

Pkg. 

2.10 

0.2 

37150 

s.  . 

PHOROMETER,  ON  FLOOR  STAND:  Trial 
frame  with  multiple  Maddox  rods  and 
Risley  prism. 

Each 

192.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al lowance 
per  1000* 

1 

2 

3 

37152 

S.  . 

PHOROMETER,  WITH  CHAIR  ATTACHMENT: 
Trial  frame  with  multiple  Maddox  rods 
and  Risley  prism. 

Each 

$192.00 

37160 

X.  . 

PIN,  WHITE  HEAD:  2  MM  diameter.  .  . 

Each 

.02 

1.8 

37162 

•  •  • 

PNEUMOTHORAX  APPARATUS:  (For  needle 
holder  and  needles  use  37165,  37166, 

3  7167,  and  37168). 

Each 

63.00 

37165 

X.  . 

PNEUMOTHORAX  APPARATUS,  HOLDER, 

NEEDLE: 

Each 

.60 

0.7 

37166 

X(9) 

PNEUMOTHORAX  APPARATUS,  NEEDLE, 
ASPIRATING:  13  gage,  3^— inch  canula. 

(For  1-way  stopcock  use  37747)  . 

Dozen 

1.75 

0.9 

37167 

X(9) 

PNEUMOTHORAX  APPARATUS,  NEEDLE. 

INITIAL  PUNCTURE:  14  gage,  lt-inch 
canula. 

Each 

.3  5 

0.8 

37168 

X(9) 

PNEUMOTHORAX  APPARATUS,  NEEDLE, 

REFILL:  Sharp  point,  closed  end, 

opening  on  side.  18  gage,  2  l/&- inch 
canula. 

Each 

.60 

0.7 

37175 

(3)  (9) 

RACK,  CLIP  HOLDING,  WITH  COVER, 
McKENZIE:  For  use  with  32184  and 

32185. 

Each 

16.50 

37200 

•  •  • 

RAZOR,  SAFETY:  Without  blades.  .  . 

Each 

.35 

37210 

X(3) 

RAZOR,  SAFETY,  BLADES:  5.  .  .  . 

Pkg. 

.30 

40.5 

37230 

•  •  • 

REFLECTOR:  Angle,  for  illuminating 
test  type  and  depth  perception 
apparatus . 

Each 

2.00 

37250 

S.  . 

RESECTOSCOPE,  PROSTATIC,  28F: 
Convertible  type.  Consisting  of 
Foroblic[ue  type  telescope,  Foroblique 
type  observation  telescope  No.  68A; 

2  Dakelite  sheaths;  1  Timberlake  type 
obturator;  1  McCarthy  type  punctate 
electrode;  1  obturator;  1  working 
element;  2  extra  cutting  loop 
electrodes;  and  stopcock.  Complete 
in  case.  (For  rheostat  use  37275; 
for  batteries  use  36215) . 

Each 

332.50 

37252 

(3)($ 

SHEATH,  BAKELITE,  28F:  Without 
obturator. 

Each 

15.00 

37261 

s.  . 

RESUSCITATOR  AND  INHAIATOR  (FOR  ARMY 
AIR  FORCES  ONLY):  Portable,  adult 
size.  Complete  with  inhalaxion  and 
resuscitation  masks,  oronasal.  (For 

replacement  resuscitation  masks  use 
37267). 

Each 

265.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  J>.  —  Surgical  Appliartces,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies  —  Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A 1 1  owance 
per  1000* 

1 

2 

3 

37263 

(1)  (9) 

RESUSCITATOR  AND  INHALATOR, 
INHALATION  MASK:  Oronasal.  (For 
Army  Air  Forces  Only.) 

Each 

$7.00 

37265 

S.  . 

RESUSCITATOR  AND  INHALATOR:  Portable, 
adult  size.  Complete  with  inhala¬ 
tion  and  resuscitation  masks,  ore- 
nasal.  (For  replacement  inhalation 

masks  use  37128;  for  replacement 
resuscitation  masks  use  37267.) 

Each 

250.00 

• 

37267 

(1)  (9) 

RESUSCITATOR  AND  INHALATOR, 
RESUSCITATION  MASK:  Oronasal.  (For 

use  with  37261  and  37265.) 

Each 

7.00 

37270 

S.  . 

RESUSCITATOR,  PUMP  TYPE: . 

Each 

250.00 

37275 

(3)  (4) 

RHEOSTAT,  LAMP  SOCKET  TYPE:  For  AC 
orly.  For  use  with  cautery  or  any 
diagnostic  instrument. 

Each 

18.20 

37330 

(9) 

RULE,  BRONCHOSCOPIC:  Metal,  30  CM, 
Jackson.  (in  30750,  Case, 

Bronchoscopic)  . 

Each 

1.20 

37340 

.  .  . 

RULE,  IVORY:  15  CM,  graduated  in  MM, 
lignes  and  inches. 

Each 

.75 

37350 

.  .  . 

RULE,  PRINCE:  For  refraction,  with 
sliding  cardholder  for  test  type. 

Each 

4.00 

37351 

X(9) 

RULE,  PRINCE,  CARD  FOR:.  .  .  . 

Each 

.06 

0.5 

37355 

(4) 

SHARPENER,  NEEDLE,  ELECTRIC:.  .  . 

Each 

40.00 

37357 

.  .  . 

SPECTACLES:  (Not  supplied  by  Medical 

Supply  depots;  see  special 
instructions  issued  by  S.G.O. ) 

Each 

5.50 

37358 

«  «  • 

SPECTACLES.  GAS  MASK  TYPE:  (Not 
supplied  Dy  Medical  Supply  depots; 
see  special  instructions  issued  by 
S.G.O.) 

Each 

5.50 

37370 

s(i) 

SPHYGMOMANOMETER,  ANEROID:.  .  .  . 

Each 

15.00 

37375 

X(9) 

SPHYGMOMANOMETER,  SNAP  CUFF  FOR: 

For  use  with  37370  and  37380. 

Each 

1.50 

0.1 

37380 

s(i) 

SPHYGMOMANOMETER,  MERCURIAL: .  .  . 

Each 

17.75 

37381 

X(l)(9) 

SPHYGMOMANOMETER ,  BULB:  Rubber. 

Each 

.25 

0.5 

37382 

X(l)(9) 

SPHYGMOMANOMETER,  COMPRESSION  BAG: 
Rubber. 

Each 

.85 

0.4 

37383 

X(9) 

SPHYGMOMANOMETER,  SLEEVE  FOR: .  . 

Each 

1.00 

0.1 

37384 

X(9) 

SPHYGMOMANOMETER,  VALVE  FOR: .  . 

Each 

1.00 

0.1 

37386 

X.  . 

SPLINT,  BASSWOOD:  4  by  18  by  3/l6 
inches,  10  in. 

Set 

.30 

3.2 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

37388 

X.  . 

SPLINT  BASSWOOD  IN  LENGTHS:  4  by 

3/16  inches.  5  to  10  feet  (nearest 
commercial) . 

Foot 

$0.02 

6.8 

37390 

•  •  • 

SPLINT,  CABOT:  Leg  fixation, 
posterior,  4  inch  cold  rolled  steel 
rod.  Fig.  25,  Medical  Field  Manual. 

Each 

1.00 

37439 

.  .  . 

SPLINT,  LITTER  BAR: . 

Each 

1.50 

37455 

X.  . 

SPLINT  STRAP:  Adjustable  traction. 
Fig.  2,  Medical  Field  Manual. 

Each 

.23 

3.6 

.  .  . 

• 

.  .  . 

37480 

.  .  . 

SPLINT,  THOMAS,  ARM.  HINGED:  Fig. 

12,  Medical  Field  Manual. 

Each 

1.65 

. 

37500 

*  *  * 

SPLINT,  ARMY,  LEG,  HALF-RING: 

(issued  with  two  of  37515  or  one  of 
37517.)  Fig.  1,  Medical  Field 
Manual. 

Each 

1.74 

37505 

(9) 

SPLINT,  ARMY,  LEG,  HALF-RING, 
PIERSON’S  ATTACHMENT:  Not  for 
field  use.  Fig.  18,  Medical 

Field  Manual. 

Each 

1.80 

37515 

(9) 

SPLINT  SUPPORT  AND  FOOT  REST: 

Fig.  3,  Medical  Field  Manual. 

Each 

.60 

37517 

(9) 

SPLINT  SUPPORT  AND  FOOT  REST, 
IMPROVED: 

Each 

.50 

37540 

X.  . 

SPLINT,  WIRE  LADDER:  Not  soldered, 

34  by  31  inches.  Fig.  11,  Medical 
Field  Manual. 

Each 

.68 

2.9 

37545 

.  .  . 

SPLINT,  WRIST,  COCK-UP:  Aluminum. 

Fig.  26,  Medical  Field  Manual. 

Each 

.30 

37570 

X.  . 

SPLINT  ACCESSORY-BUCKLE  FOR  1-INCH 
WEBBING:  3  prong,  light  weight. 

Each 

.01 

3.6 

37580 

X.  . 

SPLINT  ACCESSORY-BUCKLE  FOR  1 4-INCH 
WEBBING:  3  prong,  heavyweight. 

Each 

.01 

4.2 

37590 

X.  . 

SPLINT  ACCESSORY-BUCKLE  FOR  2-INCH 
WEBBING: 

Each 

.02 

4.1 

37600 

X.  . 

SPLINT  ACCESSORY-FELT,  FIRM  WOOL, 
WHITE:  4—  inch  thick,  20  inches 
wide,  for  padding  arch  supports. 

Lin. 

foot 

3.10 

.7 

37610 

X.  . 

SPLINT,  ACCESSORY-FELT,  SADDLE,  GRAY: 
Firm,  4— inch  thick,  36  inches  wide, 
for  padding  splints. 

Yard 

2.03 

1.1 

37615 

X.  . 

SPLINT,  ACCESSORY,  ASBESTOS-FELT, 

SOFT,  GRAY:  4— inch  thick,  1  yard 
wide  for  use  under  splints. 

Yard 

1.45 

2.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3- — Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies  —  Continued 


No. 

Notes 

Item 

Unit 

Unit 

P  r  ice 

Allowance 
per  1000* 

1 

2 

3 

37630 

X,  . 

SPLINT  ACCESSORY-ROD,  i-INCH,  STEEL: 
Cold  rolled,  round,  12— foot  lengths, 
for  manufacturing  splints  (items 

37390,  37480)  splint  aeroplane  (made 
locally)  . 

Foot 

$0.02 

9.2 

37640 

X.  . 

SPLINT  ACCESSORY-ROD,  3/8-INCH,  STEEL: 
Cold  rolled,  round,  12— foot  lengths, 
for  manufacturing  splints  (item 

37500)  and  rings  for  ischio— calipers. 

Foot 

.03 

4.6 

37650 

X.  . 

SPLINT  ACCESSORY  SHEET  ALUMINUM:  16- 
gage,  18  by  24  inches,  for  manufac¬ 
turing  splints  for  wrist  and  forearm. 

Sheet 

1.19 

1.1 

37670 

X.  . 

SPLINT  ACCESSORY.  STEEL,  FLAT,  1/8- 
INCH:  By  h~ inch,  surgical  brace  and 

instrument  steel,  12— foot  lengths, 
for  manufacturing  splints  and  arm 
braces. 

Foot 

.02 

6.5 

37680 

X.  . 

SPLINT  ACCESSORY,  STEEL,  FLAT,  3/16- 
INCH:  By  5,/ 8-inch,  surgical  brace  and 

instrument  steel,  12— foot  lengths, 
for  manufacturing  splints,  leg  braces 
(made  locally)  and  rings  for  ischio— 
calipers. 

Foot 

.02 

6.5 

• 

37690 

X.  . 

SPLINT  ACCESSORY,  WEBBING,  1-INCH: 

Gray,  nonelastic. 

Yard 

.05 

8.5 

37700 

X.  . 

SPLINT  ACCESSORY,  WEBBING,  1^-INCH: 
Gray,  nonelastic. 

Yard 

.08 

7.4 

37710 

X.  . 

SPLINT  ACCESSORY,  WEBBING,  2- INCH: 

Gray,  nonelastic. 

Yard 

.10 

3.5 

37715 

.  .  . 

SPRAYER,  HAND,  C0NTIN0US:  For  burn 
treatment. 

Each 

1.00 

37720 

X.  . 

SPRINKLER,  POWDER:  Hard  rubber,  h-oz. 

Each 

.21 

0.4 

37730 

.  .  . 

STETHOSCOPE :  F or d  *  s ,  Edward f  s 

modification. 

Each 

.85 

37735 

•  .  . 

STETHOSCOPE,  BLOOD  PRESSURE,  BRACELET 
TYPE: 

Each 

2.00 

37740 

X(l) 

STETHOSCOPE,  TUBING:  Rubber,  3/16- 
inch  inside  diameter,  l/8— inch 
wall. 

Foot 

.10 

5.6 

37741 

X.  . 

STETHOSCOPE,  BELL  FOR,  PLASTIC: .  .  . 

Dozen 

1.50 

0.1 

37742 

X.  . 

STETHOSCOPE,  EAR  TIPS  FOR,  PLASTIC:. 

Dozen 

1.50 

0.2 

37747 

.  .  . 

STOPCOCK,  1-WAY:  For  Luer  and  Luer- 
Lok  syringes. 

Each 

1.00 

37750 

S(4) 

SUCTION  APPARATUS,  PORTABLE,  ELECTRIC:. 

Each 

50.00 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments ,  and  Surgical  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A]  1  owance 
per  1000* 

1 

2 

3 

37760 

. 

.  . 

SUPPORT,  PELVIC:  Myerding.  .  .  . 

Each 

$8.00 

37762 

X. 

• 

SUTURE,  CATGUT,  CHROMIC,  SIZE  00,  WITH 
1  3/4— INCH  STRAIGHT  NON-TRAUMATIC 
NEEDLE  AFFIXED:  12  tubes  in. 

Pkg. 

1.45 

1.8 

.  .  . 

.  .  . 

.  .  . 

37764 

X. 

• 

SUTURE,  CATGUT,  CHROMIC,  SIZE  00,  WITH 
1  1/ 8— INCH  HALF-CIRCLE  NON-TRAUMATIC 
NEEDLE  AFFIXED:  12  tubes  in. 

Pkg. 

1.65 

1.8 

37770 

X. 

• 

SUTURE,  CATGUT,  CHROMIC,  SIZE  00:.  . 

Tube 

.20 

18.5 

37780 

X. 

• 

SUTURE,  CATGUT,  CHROMIC,  SIZE  0:.  . 

Tube 

.20 

61.1 

37790 

X. 

• 

SUTURE,  CATGUT,  CHROMIC,  SIZE  1:.  . 

Tube 

.20 

112.9 

37800 

X. 

• 

SUTURE,  CATGUT,  CHROMIC,  SIZE  2: .  . 

Tube 

.20 

149.2 

37810 

X. 

SUTURE,  CATGUT,  CHROMIC,  SIZE  3:.  . 

Tube 

.20 

23.7 

37840 

X. 

SUTURE,  CATGUT,  PLAIN,  SIZE  00:.  .  . 

Tube 

.20 

51.2 

37850 

X. 

SUTURE,  CATGUT,  PLAIN,  SIZE  0:.  .  . 

Tube 

.20 

112.9 

37860 

X. 

SUTURE,  CATGUT,  PLAIN,  SIZE  1:.  .  . 

Tube 

.  20 

112.9 

37870 

X. 

SUTURE,  CATGUT,  PLAIN,  SIZE  2:.  .  . 

Tube 

.20 

97.9 

37880 

X. 

. 

SUTURE,  CATGUT,  PLAIN,  SIZE  3: .  .  . 

Tube 

.20 

15.8 

Note. —  Above  catgut  sutures  (items 
37770-880)  are  54  inches  long,  1 
suture  in  tube. 

37881 

X. 

• 

SUTURE,  EYE,  CATGUT,  PLAIN,  SIZE  4-0, 
SINGLE-ARMED,  WITH  SIZE  3,  3/8-CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  18  inch.  12  tubes  in. 

Pkg. 

2.09 

1.8 

37882 

X. 

• 

SUTURE,  EYE,  CATGUT,  PLAIN,  SIZE  000, 
SINGLE-ARMED,  WITH  SIZE  4,  3/8-CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  18  inch.  12  tubes  in. 

Pkg. 

2.04 

1.8 

37883 

X. 

• 

SUTURE,  EYE,  CATGUT,  MILD  CHROMIC, 

SIZE  4-0,  S INGLE— ARMED ,  WITH  SIZE  3, 
3/8— CIRCLE,  CUTTING  EDGE,  NON- 
TRAUMATIC  NEEDLE  AFFIXED:  18  inch. 

12  tubes  in. 

Pkg. 

2.09 

1.8 

37884 

X. 

• 

SUTURE,  EYE,  CATGUT,  PLAIN,  SIZE  000, 
DOUBLE-ARMED,  -  WITH  SIZE  4,  3/8-CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  12— inch.  12  tubes  in. 

Pkg. 

2.49 

1.8 

37885 

X. 

• 

SUTURE,  EYE,  CATGUT,  MILD  CHROMIC, 

SIZE  4-0,  DOUBLE-ARMED,  WITH  SIZE  3, 
378-CIRCLE,  CUTTING  EDGE,  NON- 
TRAUMATIC  NEEDLE  AFFIXED:  12-inch. 

12  tubes  in. 

P  kg. 

2.49 

1.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

37886 

X. 

• 

SUTURE,  EYE,  SILK,  SIZE  6-0,  SINGLE¬ 
ARMED,  WITH  SIZE  3,  HALF-CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  Black,  18— inch.  12  tubes 
in. 

Pkg. 

$1.99 

1.8 

37887 

X. 

• 

SUTURE,  EYE,  SILK,  SIZE  6-0,  SINGLE¬ 
ARMED,  WITH  SIZE  3,  3/ 8— CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  Black,  18— inch.  12  tubes 
in. 

Pkg. 

1.97 

1.8 

37888 

X. 

• 

SUTURE,  EYE,  SILK,  SIZE  6-0,  DOUBLE¬ 
ARMED,  WITH  SIZE  3,  3/ 8-CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  Black,  12-inch.  12  tubes 
in. 

Pkg. 

2.39 

1.8 

37889 

X. 

• 

SUTURE,  EYE,  SILK,  SIZE  4-0,  DOUBLE¬ 
ARMED,  WITH  SIZE  3.  3/8— CIRCLE, 
CUTTING  EDGE,  NON-TRAUMATIC  NEEDLE 
AFFIXED:  Black,  12— inch.  12  tubes 
in. 

Pkg. 

2.39 

1.8 

37890 

X. 

SUTURE,  EYE,  SILK,  BRAIDED,  NON¬ 
CAPILLARY,  SIZE  6-0:  Black,  .0025- 
inch.  25  yards. 

Spool 

.65 

1.8 

37891 

X. 

• 

SUTURE,  EYE,  SILK,  BRAIDED,  NON¬ 
CAPILLARY,  SIZE  4-0:  Black,  .006- 
inch.  25  yards. 

Spool 

.65 

1.8 

37963 

X. 

• 

SUTURE,  NYLON,  BRAIDED,  SIZE  5-0: 

25  yards. 

Spool 

.40 

3.6 

37969 

X. 

• 

SUTURE,  SILK,  BRAIDED,  NON-CAPILLARY, 
SIZE  000:  Black.  25  yards. 

Spool 

.36 

8.8 

37971 

X. 

• 

SUTURE,  SILK,  BRAIDED,  NON-CAPILLARY, 
SIZE  00:  Black.  25  yards. 

Spool 

.42 

6.8 

37973 

X. 

• 

SUTURE,  SILK,  BRAIDED,  NON-CAPILLARY, 
SIZE  0:  Black.  25  yards. 

Spool 

.43 

6.8 

37975 

X. 

• 

SUTURE,  SILK,  BRAIDED,  NON-CAPILLARY, 
SIZE  1:  Black.  25  yards. 

Spool 

.45 

6.8 

37978 

X. 

SUTURE,  SILK,  BRAIDED,  NON-CAPILLARY, 
SIZE  2:  Black.  25  yards. 

Spool 

.54 

6.8 

37988 

X. 

• 

SUTURE,  SILK,  BRAIDED,  NON-CAPILLARY, 
SIZE  4:  Black.  25  yards. 

Spool 

.54 

7.2 

37995 

X. 

• 

SUTURE,  SILK,  DERMAL,  COARSE:  40-inch 
strand. 

Pkg. 

.07 

53.9 

37996 

X. 

• 

SUTURE,  SILK,  DERMAL,  MEDIUM:  40-inch 
strand. 

Pkg. 

.07 

45.0 

38050 

X. 

. 

SUTURE,  SILKWORM  GUT,  COARSE:  100.  . 

Coil 

.82 

7.2 

38057 

X. 

• 

SUTURE,  SILKWORM  GUT,  MEDIUM:  100.  . 

Coil 

.82 

5.0 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3- — Surgical  Appliances,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies — Continued 


No. 

Notes 

Item 

Un  i  t 

Un  i  t 

Pr  ice 

A 1 1  owance 
per  1000* 

1 

2 

3 

38090 

X.  . 

SUTURE,  TAPE:  Cotton.  l/8  by  18 
inches,  umbilical,  sterile. 

Tube 

$0.05 

14.4 

38130 

.  .  . 

SYRINGE.  EAR,  2  OUNCES:  All  metal, 
with  snield  and  1  ear  tip,  Pomeroy. 

Each 

1.75 

38155 

x(l) 

SYRINGE.  EAR  AND  ULCER,  1  OUNCE:  With 
glass  oarrel  and  rubber  tip  and  bulb. 

Each 

.60 

1.2 

38160 

x(l) 

SYRINGE,  GLASS,  i  0Z:  (For  Dakin’s 
solut  ion)  . 

Each 

.28 

2.5 

38170 

X  (l) 

SYRINGE,  GLASS,  1  OZ:  (For  Dakin’s 

solut  ion)  . 

Each 

.25 

5.8 

SYRINGE,  HYPODERMIC,  COMPLETE: 

(97680,  Container  for) . 

Each 

Use 

93550 

38430 

X.  . 

SYRINGE,  LTJER.  1  CC:  Graduated  to 
1/100  CC  (tuberculin). 

Each 

.78 

15.8 

38440 

X.  . 

SYRINGE,  LUER,  2  CC:  Graduated  to 

1/10  CC  (general  and  lachrymal) . 

Each 

.39 

63.0 

38450 

X.  . 

SYRINGE,  LUER.  10  CC:  Graduated  to 

1/5  CC. 

Each 

.  65 

50.0 

38460 

X.  . 

SYRINGE,  LUER,  30  CC:  Graduated  to  1 
CC. 

Each 

2.00 

16.2 

38462 

X.  . 

SYRINGE,  LUER,  30  CC,  ADAPTER:.  .  . 

Each 

.  10 

7.2 

38465 

X.  . 

SYRINGE,  LUER-LOK,  5  CC:  Graduated  to 
1/5  CC. 

Each 

1.60 

2.3 

38467 

X.  . 

SYRINGE,  LUER-LOK,  100  CC:  Graduated 
to  10  CC. 

Each 

3.00 

7.2 

38470 

X.  . 

SYRINGE.  LUER,  NEEDLE,  25  GAGE  £- 
INCH  CANULA:  (intradermal)  short 

bevel. 

Dozen 

.30 

4.5 

38480 

X,  . 

SYRINGE,  LUER,  NEEDLE,  25  GAGE,  i- 
INCH  CANULA: 

Dozen 

.30 

17.3 

38490 

X.  . 

SYRINGE,  LITER,  NEEDLE,  23  GAGE,  3/4- 
INCH  CANULA:  (Typhoid)  . 

Dozen 

.30 

14.4 

38500 

X.  . 

SYRINCE,  LUER,  NEEDLE,  22  GAGE,  1- 
INCH  CANULA: 

Dozen 

.38 

6.5 

38503 

X.  . 

SYRINGE,  LUER,  NEEDLE,  22  GAGE,  3- 
INCH  CANULA: 

Dozen 

.60 

1.9 

38505 

X.  . 

SYRINGE,  LUER,  NEEDLE,  20  GAGE,  l£- 
INCH  CANULA: 

Dozen 

.38 

4.9 

38510 

X.  . 

SYRINGE.  LUER,  NEEDLE,  19  GAGE,  1  3/4- 
INCH  CANULA:  (Wasserman)  . 

Dozen 

.44 

10.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


No. 

Notes 

item 

Unit 

Unit 

Pr  ice 

A ]  lowance 
per  1000* 

1 

2 

3 

38520 

X.  . 

SYRINGE,  LITER,  NEEDLE,  17  GAGE,  3-INCH 
CANULA:  (Transfusion  recipient)  . 

Dozen 

$0.57 

1.7 

38530 

X.  . 

SYRINGE,  LUER,  NEEDLE,  15  GAGE,  3-INCH 
CANULA:  (Transfusion  donor)  . 

Dozen 

.60 

1.4 

38550 

X(3) 

SYRINGE,  LUER,  NEEDLE,  WIRE:  10.  . 

Bundle 

.15 

3.6 

.  .  . 

.  . 

.  .  . 

38602 

SYRINGE,  TONSIL,  LARYNGEAL  AND  DENTAL: 

3  CC  Luer— Lok  Posner  modified  type. 
(For  needles  requisition  38603-4—5—6; 
55944-45,  depending  upon  type 
required. ) 

Each 

1.80 

38603 

(9) 

SYRINGE,  TONSIL,  LARYNGEAL,  AND 
DENTAL,  NEEDLE  FOR,  STRAIGHT: 

Gold— pointed. 

Each 

.40 

38604 

(9) 

SYRINGE,  TONSIL,  LARYNGEAL,  AND 
DENTAL,  NEEDLE  FOR,  CURVED:  Gold- 
pointed. 

Each 

.40 

38605 

(9) 

SYRINGE,  LARYNGEAL,  CURVED  CANULA: . 

Each 

.60 

38606 

(9) 

SYRINGE,  LACHRYMAL,  CANULAE:  3.  . 

Set 

.90 

38610 

X(l) 

SYRINGE.  URETHRAL  PROPHYLAXIS:  Glass, 
u  oz,  blunt  tip,  rubber  bulb. 

Each 

.28 

31.4 

38624 

.  .  . 

TANGENT  CURTAIN:  53  by  63  inches,  map 
roller  type,  with  wood,  frame. 

Each 

10.00 

38626 

X.  . 

TANGENT  CURTAIN,  FOLDED:  18  by  20 
inches. 

Each 

22.00 

0.1 

38630 

X.  . 

TAPE,  COTTON:  i— inch  by  12  yards. 

Roll 

.05 

10.9 

38640 

.  .  . 

TAPE  MEASURE:  Steel,  60-inch, 
graduated  in  inches  and  CMS. 

Each 

.55 

3  8642 

S(4) 

TENT,  OXYGEN:  (Less  oxygen  and 
cylinder.  For  latter  requisition 
item  77860)  . 

Each 

283.95 

38644 

X(3)(9) 

.  TENT,  OXYGEN,  HOOD  FOR:.  .  .  . 

Each 

25.00 

0.1 

38646 

(9) 

TENT,  OXYGEN,  TRUCK  FOR  CYLINDER: . 

Each 

14.00 

THREAD  (FOR  SUTURES)  : . 

Use 

36622-27 

...  . 

38647 

(9) 

TOOL,  CLEANING:  Imperatori,  for 
Jackson  electrically-lighted 
instruments.  (in  30750,  Case, 
Bronchoscopic) . 

Each 

.60 

38650 

X  (l) 

TOURNIQUET,  ESMARCH:  Rubber,  36  by 
7/8— inch  chain,  9  inches. 

Each 

.48 

0.2 

TRANSFORMER: . 

Use 

36432 

.  .  . 

.  .  . 

38670 

.  .  . 

TRANS ILLUMINATOR  (LAMP,  DIAGNOSTIC) : 
Antrum  and  frontal. 

Each 

6.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3* — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies  —  Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  1  owance 
per  1000* 

1 

2 

3 

38680 

X(3)(9) 

TRANSILLUMINATOR  LAMP:.  .  .  . 

Each 

$0.45 

0.4 

38685 

x(i) 

TUBE,  COLON:  30F.  rubber,  3/l6-inch 
inside,  1/16— incn  wall,  firm,  30- 
incb. 

Each 

.22 

2.3 

38690 

X  (l) 

TUBE,  DIAGNOSTIC,  EAR:  3  feet, 
white  and  black  hard  rubber  tips, 
Toynbee. 

Each 

.30 

0.1 

38700 

X.  . 

TUBE,  DUODENAL,  BUCKSTEIN:  Tip  only. 

Each 

.59 

0.1 

38705 

X  (l) 

TUBE,  DUODENAL,  LEVIN'S:  Sizes  12, 

14  and  16-F.  (Requisitions  will 
state  size  desired)  . 

Each 

.50 

0.6 

38710 

x(l) 

TUBE.  DUODENAL,  REHFUSS:  Complete 
(without  syringe)  . 

Each 

1.18 

0.4 

38720 

X.  . 

TUBE,  MURPHY  DRIP:  Sight  feed  glass. 

Each 

.10 

1.1 

38730 

x(D 

TUBE,  NASAL  FEEDING,  22F:  36  inches 

long,  with  funnel. 

Each 

.65 

0.2 

38750 

x(l) 

TUBE,  STOMACH:  30F,  rubber,  heavy, 
open— end  and  side  marked  at  20  inches. 

Each 

.57 

0.5 

38751 

X.  . 

TUBE,  WANGENSTEEN,  FOR  IMPROVISING 
DRAINAGE  AND  SUCTION  APPARATUS, 

LONG  LENGTH:  3/16-inch  inside  dia¬ 
meter,  1/ 16-inch  wall.  Bent  to 
approximate  right  angle  to  form  one 
2-inch  and  one  12— inch  arm.  Flared 
on  short  arm.  (For  use  with  38752; 
two  pieces  required) . 

Each 

.30 

3.2 

38752 

X.  . 

TUBE,  WANGENSTEEN,  FOR  IMPROVISING 
DRAINAGE  AND  SUCTION  APPARATUS, 

SHORT  LENGTH:  3/ 16-inch  inside 
diameter,  1/16-inch  wall.  Bent  at 
approximate  right  angle  to  form  one 
2—lnch  and  one  3— inch  arm.  Flared 
on  short  arm.  (For  use  with  38751; 
four  pieces  required)  . 

Each 

.10 

3.2 

38753 

X  (l) 

TUBING,  DRAINAGE,  3/8-INCH:  Diameter, 
36  inches  long.  Penrose. 

Each 

.20 

2.0 

38755 

X  (l) 

TUBING,  DRAINAGE,  5/8-INCH:  Diameter, 
36  inches  long.  Penrose. 

Each 

.20 

0.3 

38757 

X(1) 

TUBING,  DRAINAGE,  7/8-INCH:  Diameter, 
36  inches  long.  Penrose. 

Each 

.20 

1.1 

38760 

X(1) 

TUBING,  RUBBER.  l/8-INCH:  Inside 
diameter,  l/32-inch  wall,  (Dakin) 
drainage.  Also  used  for 
hemacytometer  (item  42770)  . 

Foot 

.01 

9.9 

38780 

x(l) 

TUBING,  RUBBER,  £-INCH:  Inside 
diameter,  l/l6-inch  wall,  drainage, 
laboratory,  etc. 

Foot 

.03 

22.5 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  3 .—  Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies - Continued 


No. 

Notes 

item 

Unit 

Unit 

Pr  ice 

A 1 1 owance 
per  1000* 

1 

2 

3 

38790 

X(l) 

TUBING,  RUBBER,  £-INCH:  Inside 
diameter,  5/04— inch  wall,  drainage. 

Foot 

$0.12 

4.5 

38792 

x(i) 

TUBING,  RUBBER,  LAT^X ,  3/lB-INCH: 
Inside  diameter,  1/ 16— inch  wail. 
Intravenous  solutions,  laboratory, 
etc. 

Foot 

.06 

9.0 

38793 

x(l) 

TUBING,  RUBBER,  LATEX,  3/16-INCH: 
Inside  diameter,  3/32— i nch  wall. 

Donor  tubing  for  blood  transfusion, 
etc. 

Foot 

.08 

9.0 

38794 

S(4) 

VISION  TEST  APPARATUS,  PORTABLE: 
Complete  with  charts. 

Each 

38.50 

38799 

•  •  • 

VISION  TEST  CARD:  Near  vision, 
unrelated  letters,  complete  with 
holder. 

Each 

38800 

.  .  . 

VISION  TEST  SET:  Complete.  .  .  . 

Each 

4.90 

38810 

X(9) 

DIAL:  Triple  line  astigmatic. 

Each 

.32 

0.1 

38820 

X(9) 

PAMPHLET  OF  INSTRUCTIONS:  .  .  .  . 

Each 

.32 

0.1 

38830 

X(9) 

TEST  TYPE  CARD,  JAEGER: 
Indestructible. 

Each 

.32 

0.4 

38840 

X(9) 

TEST  TYPE  CARD,  SNELLEN:  Folding. 

Each 

.26 

1.4 

38850 

(9) 

TEST  WOOLS:  Holmgren . 

Set 

2.90 

38853 

X.  . 

VISION  TEST  CHART,  ILLITERATE:.  .  . 

Each 

.40 

1.4 

38854 

X.  . 

VISION  TEST  CHART,  SNELLEN,  REVERSED 
LETTERS: 

Each 

.40 

1.4 

38860 

.  .  . 

WATCH,  .STOP:  Graduated  to  l/<5  second. 

Each 

14.00 

38880 

X(9) 

WIRE,  CLEANING:  Worsted,  covered,  in 
12— foot  lengths,  for  Jackson 
e le ct r ic ally-light ed  ins t r ume  nt  s . 

(in  30750,  Case,  Br onchosc opic) . 

Coil 

• 

oc 

o 

0.1 

38890 

X.  . 

WIRE,  CORROSION-RESISTING  STEEL, 
0.009-INCH:  Diameter. 

Spool 

.50 

0.4 

38900 

X.  . 

WIRE.  CORROS ION-RESISTING  STEEL, 

0.014— INCH:  Diameter. 

Spool 

.50 

0.3 

38905 

X.  . 

WIRE,  CORROSION-RESISTING  STEEL, 

0.018— INCH:  Diameter. 

Spool 

.50 

0.3 

38910 

X.  . 

WIRE,  CORROSION-RESISTING  STEEL, 

0.028— INCH:  Diameter. 

Coil 

.  50 

0.4 

38920 

X(3)(9) 

WIRE,  SILVER.  FOR  BLOOD  VESSEL  CLIPS: 
10-foot.  (For  use  with  32184,  32185 
and  37175). 

Coil 

2.70 

18.0 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  — Surgical  Instruments 
(ISSUE  WHILE  IN  STOCK  ITEMS) 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al lowance 
per  1000* 

1 

2 

3 

30120 

. 

• 

• 

BOUGIE  a  BOULE,  METAL,  8F:  Otis.  . 

Each 

$0.10 

30130 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  10F:  Otis.  . 

Each 

.10 

30140 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  12F:  Otis.  . 

Each 

.10 

30150 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  14F:  Otis.  . 

Each 

.10 

30160 

• 

• 

• 

BOUGIE  a  BOTTLE,  METAL,  16F:  Otis.  . 

Each 

.10 

30170 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  18F:  Otis.  . 

Each 

.10 

30180 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  20F:  Otis.  . 

Each 

.10 

30190 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  22F:  Otis.  . 

Each 

.10 

30200 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  24F:  Otis.  . 

Each 

.10 

30210 

• 

• 

• 

BOUGIE  a  BOULE,  METAL,  26F:  Otis.  . 

Each 

.10 

30570 

• 

• 

• 

BURR,  ANTRUM:  Curved,  medium,  Tilley. 

Each 

1.50 

30630 

• 

• 

• 

CANULA,  EPISTAXIS:  Beloque.  .  .  . 

Each 

.50 

30850 

• 

• 

• 

CASE,  NASAL,  SUTURE:  Yankauer.  .  . 

Each 

18.00 

31050 

• 

• 

• 

CATHETER,  URETHRAL,  GOULEY:  14F, 
grooved  and  tunneled. 

Each 

.60 

31245 

• 

• 

• 

CHISEL,  CRANIAL:  Virchow  (skull 
breaker) . 

Each 

1.25 

31250 

• 

• 

• 

CHISEL,  LABYRINTH:  4  in  set,  Lake. 

Set 

5.00 

31298 

• 

• 

• 

COSTOTOME:  Heavy,  post-mortem.  .  . 

Each 

.73 

31300 

• 

• 

• 

CRANIOCLAST:  16^— inch,  Braun.  .  . 

Each 

7.75 

31485 

• 

• 

• 

CURETTE,  UTERINE,  DOUBLE  ENDED: 

Blunt  spoon,  Martin. 

Each 

1.25 

31540 

S 

•  • 

CYSTOSCOPE,  18F:  Single  Catheterizing 
(concave  and  convex  sheaths)  .  For 
transformer  see  37275. 

Each 

123.50 

31615 

• 

• 

• 

DILATOR,  JAW:  Blair . 

Each 

3.00 

31700 

• 

• 

• 

DILATOR,  URETHRAL,  KOLLMAN:  With 
universal  handle  and  1  straight  and 

1  curved  tip. 

Each 

19.50 

31740 

• 

• 

• 

DIRECTOR,  PERINEAL,  14F:  Wheelhouse, 
staff . 

Each 

.89 

31745 

• 

• 

• 

DIRECTOR,  PERINEAL,  16F:  Wheelhouse, 
staff. 

Each 

.89 

31746 

• 

• 

• 

DIRECTOR,  PERINEAL,  18F:  Wheelhouse, 
staff . 

Each 

.89 

31750 

• 

• 

• 

DIRECTOR,  PERINEAL,  20F:  Wheelhouse, 
staff. 

Each 

.89 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  L942 

CLASS  3* — Surgical  Instruments— -Cont  i  nued 
 (issue  While  In  Stock  Items) 


NO. 

Notes 

- - - 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

31751 

• 

»  • 

DIRECTOR,  PERINEAL,  22F:  Wheelhouse, 
staff. 

Each 

$0.89 

31752 

• 

•  • 

DIRECTOR,  PERINEAL,  24F:  Wheelhouse, 
staff. 

Each 

.89 

31780 

• 

•  • 

DRILL,  ANTRUM:  u—inch  trephine, 

Pope. 

Each 

1.25 

31821 

(3) 

DRILL,  CRANIAL,  BURR,  1  CM: 
(Requisitions  will  state  manufacturer 
of  brace  in  which  item  is  to  be 
used) . 

Each 

3.00 

31823 

(3) 

DRILL,  CRANIAL,  BURR,  2  CM: 
(Requisitions  will  state  manufacturer 
of  brace  in  which  item  is  to  be 
used) . 

Each 

3.00 

31824 

(3) 

DRILL,  CRANIAL,  DRILL,  1  CM: 
(Requisitions  will  state  manufacturer 
of  brace  in  which  item  is  to  be 
used) . 

Each 

1.75 

31825 

(3) 

DRILL,  CRANIAL,  DRILL.  2  CM: 

(Requisitions  will  state  manufacturer 
of  brace  in  which  item  is  to  be 
used) . 

Each 

1.75 

31967 

• 

•  • 

EXTENSION  TONGS:  USA,  bone,  without 
weights . 

Each 

9.65 

32170 

•  a 

FORCEPS,  CAPSULE:  Fisher.  .  .  . 

Each 

1.60 

32255 

a  a 

FORCEPS,  EAR,  HOFFMAN:  5^-inch, 
cutting,  oval  punch. 

Each 

4.75 

32265 

• 

FORCEPS,  ESOPHAGEAL:  17-inch,  spiral, 
flexible. 

Each 

3  .25 

32460 

• 

a  a 

FORCEPS,  LARYNGEAL,  MACKENZIE:  9-inch 
ant  er  o— p  os  t  er  i  or . 

Each 

8.25 

32485 

• 

a  a 

FORCEPS,  LITHOTOMY,  STRAIGHT: 

Bergman. 

Each 

2.00 

32490 

• 

a  a 

FORCEPS,  LITHOTOMY,  TUMOR:  8-inch, 
curved,  Thompson. 

Each 

2.00 

32510 

• 

a  a 

FORCEPS,  MASTOID,  RONGEUR,  CITELLI: 

Each 

20.25 

32560 

• 

a  a 

FORCEPS,  NASAL,  BRUENING,  SMALL: 
Cutting,  oval,  fenestrated. 

Each 

11.50 

32570 

• 

a  a 

FORCEPS,  NASAL,  HARTMAN:  Cutting, 
size  2. 

Each 

4.25 

32600 

• 

a  a 

FORCEPS,  NASAL,  STRUYCKEN:  Cutting. 

Each 

3.95 

32643 

• 

FORCEPS,  PROSTATIC,  CUTTING:  7-inch, 
Ferguson. 

Each 

6.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3* — Surgical  Instruments  —  Continued 
(Issue  While  In  Stock  Items)  


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

1 

2 

3 

32780 

.  .  . 

FORCEPS,  TRACHOMA,  NOYES:  1  up  and 

1  down,  2  in  set. 

Set 

$0.96 

32790 

.  .  . 

FORCEPS,  TRACHOMA,  PRINCE:.  .  .  . 

Each 

.90 

32840 

.  .  . 

FORK,  TUNING:  6 -3 /4-inch,  with 
clamps,  Hartman. 

Each 

.85 

32922 

.  .  . 

GOUGE,  EYE:  V— shaped,  sharp. 

Each 

.90 

32900 

.  .  . 

HOLDER,  NEEDLE,  BOYNTON: . 

Each 

2.15 

32970 

.  .  . 

HOLDER,  NEEDLE,  RICHTER:  7-inch.  . 

Each 

2.75 

33024 

.  .  . 

HOOK,  INCUS,  ALLPORT:  6-inch.  .  . 

Each 

1.35 

33025 

.  .  . 

HOOK,  INCUS,  LEFT,  LUDWIG:  6-inch. 

Each 

1.00 

33026 

•  •  • 

HOOK,  INCUS,  RIGHT,  LUDWIG:  6-inch. 

Each 

1.00 

33040 

•  •  • 

HOOK,  OBSTETRICAL:  Braun.  .  .  . 

Each 

1.75 

33065 

•  •  • 

HOOK,  TENOTOMY:  Smith . 

Each 

1.00 

33190 

.  .  . 

KNIFE,  CATARACT,  BEER:  Medium  size. 

Each 

1.10 

33405 

.  .  . 

KNIFE,  SKIN  GRAFTING:  6- inch, 
Tiersch. 

Each 

3.75 

33480 

.  .  . 

LITHOTRITE:  21F,  Bigelow.  .  .  . 

Each 

24.00 

33570 

.  .  . 

NEEDLE,  ANEURISM  AND  GROOVED 

DIRECTOR:  Full  curved,  4— 3/4— inch, 
Langenbeck. 

Each 

1.75 

33605 

.  .  . 

NEEDLE,  REVERDIN:  Closed  eye,  with 
slide  action,  curved,  size  2. 

Each 

4.25 

33615 

.  .  . 

NEEDLE,  SPINAL  PUNCTURE,  PLATINO- 
IRIDIUM,  20  GAGE:  Canula  3^— inch, 
Luer  slip. 

Each 

2.50 

33617 

NEEDLE,  SPINAL  PUNCTURE,  PLATINO- 
IRIDIUM,  22  GAGE:  Canula  3— inch, 
Luer  slip. 

Surgical  Needles 

Each 

2.00 

37710 

X.  . 

NEEDLE,  EYE,  SIZE  1,  FULL  CURVED: 
Plain  eye,  cutting  edge.  6  in. 

Pkg. 

.30 

37715 

X.  . 

NEEDLE,  EYE,  SIZE  5,  FULL  CURVED: 
Plain  eye,  cutting  edge.  6  in. 

Pkg. 

.30 

34025 

.  .  . 

OPHTHALMOSCOPE :  Lor ing . 

Each 

4.50 

34045 

•  •  • 

PACKER,  GAUZE,  UTERINE:  12-inch, 
Cook. 

Each 

.70 

34060 

.  .  . 

PERFORATOR,  OBSTETRIC:  Smellie.  . 

Each 

10.25 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non -deter iorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3- — Surgical  Instruments— Continued 
(Issue  While  in  Stock  Items) 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

34070 

•  • 

• 

PHARYNGOSCOPE,  ELECTRIC:  Complete 
in  metal  case  with  cords  and  1  extra 
lamp.  For  transformer  see  37275. 

Each 

$22.75 

34090 

•  • 

• 

PIN,  TRANSFIXION,  8-INCH:  Wyeth.  . 

Each 

.20 

34100 

•  • 

• 

PIN,  TRANSFIXION,  12-INCH:  Wyeth.  . 

Each 

.20 

34310 

•  • 

• 

PROCTOSCOPE:  22  MM  by  20  CM,  Kelly. 

Each 

1.75 

34335 

•  • 

• 

PUNCH,  TONSIL:  Round,  3/8— inch  loop, 
Hartman. 

Each 

3.99 

34395 

•  • 

• 

REPOSITOR,  UTERINE:  11-inch, 

Elliott. 

Each 

1.65 

34595 

•  ♦ 

• 

SAW,  COPING:  Plain,  without  blade, 
for  use  with  Gigli  saw. 

Each 

.24 

34620 

X.  . 

SAW,  GIGLI,  30-INCH: . 

Each 

.26 

34645 

•  • 

• 

SAW,  NASAL:  With  universal  handle, 
Hall. 

Each 

3.50 

34730 

•  • 

• 

SCISSORS,  DOUBLE-BLUNT,  7-INCH: 
Straight,  heavy. 

Each 

.83 

34770 

•  • 

• 

SCISSORS,  HAWKBILL:  Skene.  .  .  . 

Each 

5.25 

34913 

•  • 

• 

SEARCHER,  STONE:  12-inch,  flat 
handle,  18F,  Thompson. 

Each 

.60 

34916 

•  • 

• 

SEPARATOR,  TONSIL,  LARGE:  Yankauer. 

Each 

.65 

34930 

.  . 

• 

SHEARS,  RIB:  Stille . 

Each 

6.25 

35060 

•  • 

• 

SOUND,  TREPANNING:  8-inch,  elastic, 
Braatz. 

Each 

.55 

35070 

•  • 

• 

SOUND,  TUNNELED,  8F:  Gouley.  .  . 

Each 

.60 

35080 

•  • 

. 

SOUND,  TUNNELED,  14F:  Gouley.  .  . 

Each 

.60 

35275 

•  • 

• 

SPECULUM,  UTERINE:  Burr age.  .  .  . 

Each 

2.25 

35390 

•  . 

• 

TENACULUM,  UTERINE:  Curved,  Emmet. 

Each 

.  50 

35420 

•  • 

• 

TREPHINE,  3/4-INCH:  Crown  of  tool 
steel,  Galt. 

Each 

2.50 

35435 

TREPHINE,  SET  OF  3:  In  oak  case, 
crown  of  tool  steel,  Robert. 

Set 

9.00 

*  Deteriorating  items  -  1,  000  men  for  6 
Non-deteriorating  items  -  1,000  men  for  1 

mont  hs 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  L942 

CLASS  3* — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies 

(Issue  While  In  Stock  Items) 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

36010 

•  •  • 

ACOUMETER:  Bartlett . 

Each 

$1.50 

36420 

(1) 

CAUTERY,  PACQUELIN:  With  2  platinum 
points. 

Each 

50.00 

36470 

•  •  • 

CHIMNEY  BRACKET:  Extension  for  wall, 
complete  with  lamp  socket,  cord  and 
plug. 

Each 

16.50 

36530 

•  •  • 

COLOR  TEST  BOOK,  STILLING:.  .  .  . 

Each 

7.50 

36550 

X(9) 

COLOR  TEST  RECORD  CARDS,  JENNINGS: 

100. 

Pkg. 

.90 

36956 

.  .  . 

INFUSION  APPARATUS,  CARREL:  For 

Dakins  solution.  Complete  except 
rubber  tubing  and  punch  forceps. 

Each 

6.25 

36970 

INTRAVENOUS  APPARATUS  (SALVARSAN)  : 
Complete.  Includes  2  reservoirs, 
metal  hangar,  Hoffman  clamp,  tubing 
adapter  to  connect  rubber  tubing,  a— 
inch  inside  diameter,  to  Luer  needle; 
3— inch  length  glass  tubing.  Complete 
except  rubber  tubing  and  needle. 

Each 

3.45 

36980 

(9) 

INTRAVENOUS  APPARATUS,  HANGER: 

Metal. 

Each 

.19 

37035 

(9) 

IRRIGATOR  SHIELD  AND  CUT-OFF: 

Metal. 

Each 

.65 

37100 

S(4) 

MAGNET,  EYE.  LARGE,  DC:  Iancaster 
model  (Rectifier  required  where 
current  is  AC) . 

Each 

85.00 

37360 

X.  . 

SPECTACLES,  LEMON-TINTED: . 

Pair 

.18 

37414 

.  .  . 

SPLINT,  HODGEN,  LEFT:  Leg,  anterior. 

Each 

3.00 

37415 

.  .  . 

SPLINT,  HODGEN,  RIGHT:  Leg,  anterior. 

Each 

3.00 

37420 

•  •  • 

SPLINT,  JONES,  COCK-UP,  CRAB:.  .  . 

Each 

1.15 

37430 

•  •  • 

SPLINT,  JONES.  HUMERUS:  Traction, 
interchangeable,  right  or  left 
(ambulatory) . 

Each 

1.15 

37438 

•  •  • 

SPLINT,  JONES,  HUMERUS  ADBUCTION: 
Aeroplane. 

Each 

2.10 

37440 

.  .  . 

SPLINT,  LISTON:  Long  interrupted. 

Each 

4.40 

37470 

SPLINT,  THOMAS,  ARM: . 

Each 

1.40 

37490 

.  .  . 

SPLINT,  THOMAS,  LEG,  FULL  RING: 
Traction. 

Each 

2.15 

37510 

(9) 

SPLINT,  THOMAS,  LEG,  FOOT  SUPPORT: 
Wire. 

Each 

.40 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  —  Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments,  and  Surgical  Supplies  —  Continued 

(issue  While  In  Stock  Items) 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000' 

1 

2 

3 

37520 

(9) 

SPLINT,  THOMAS,  LEG  REST:  Wire.  . 

Each 

$0.50 

37595 

X.  . 

SPLINT  ACCESSORY-CLIP,  SPLINT:  Metal. 

Each 

.15 

37620 

X.  . 

SPLINT  ACCESSOR Y-R 01),  IRON  WIRE: 
u— inch  diameter,  12— foot  lengths, 
for  manufacturing  splints  (items 

37510  and  37520). 

Foot 

.02 

37910 

X.  . 

SUTURE,  HORSEHAIR:  100 . 

Coil 

.06 

37915 

X.  . 

SUTURE,  KANGAROO  TENDON:  Sterile  1. 

Tube 

.11 

37920 

X.  . 

SUTURE,  LINEN,  COARSE:  No.  25, 

3— cord,  200  yards. 

Spool 

.  19 

37930 

X.  . 

SUTURE,  LINEN,  PINE:  No.  70,  3-^ord, 
200  yards. 

Spool 

.15 

37940 

X.  . 

SUTURE,  LINEN,  MEDIUM:  No.  40, 

3— cord,  200  yards. 

Spool 

.19 

37950 

X.  . 

SUTURE,  LINEN,  NO.  1:  Pagenstecher , 

5  GM. 

Hank 

.25 

37960 

X.  . 

SUTURE,  LINEN,  NO.  2:  Pagenstecher, 

5  GM. 

Hank 

.25 

37970 

X.  . 

SUTURE,  SILK,  BRAIDED,  COARSE: 

White,  1.0  MM,  £  oz. 

Spool 

.85 

37980 

X.  . 

SUTURE,  SILK,  BRAIDED,  MEDIUM: 

White,  0.81  MM,  h  oz. 

Spool 

.85 

37985 

X.  . 

SUTURE,  SILK.  BRAIDED,  NO.  12: 

Iron— dyed,  nlack,  .026  inch,  £  oz. 

Spool 

.70 

37987 

X.  . 

SUTURE,  SILK.  BRAIDED,  NO.  6: 

Iron— dyed,  nlack,  .018  inch,  £  oz. 

Spool 

.70 

37989 

X.  . 

SUTURE,  SILK.  BRAIDED.  NO.  1: 

Iron— dyed,  Dlack,  .0x3  inch,  £  oz. 

Spool 

.  70 

38175 

.  .  . 

SYRINGE,  HARD  RUBBER:  Ring  handle, 

6^— inch  nozzle. 

Each 

.94 

38410 

.  .  . 

SYRINGE,  LARYNGEAL:  Record,  5  CC, 
with  curved  canula. 

Each 

3.60 

38560 

.  .  . 

SYRINGE,  RECORD,  10  CC: . 

Each 

1.15 

38570 

.  .  . 

SYRINGE,  RECORD,  30  CC: . 

Each 

2.40 

38580 

(9) 

SYRINGE,  RECORD,  ADAPTER:  Metal, 
to  permit  use  of  standard  Luer 
needles. 

Each 

.06 

38620 

(1) 

SYRINGE,  VESICAL:  150  CC,  metal, 
with  rubber  piston,  2  tips  Janet- 
Frank. 

Each 

3.45 

38795 

(1) 

VAPORIZER,  DENCH: . 

Each 

4.50 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  3- — Surgical  Appliances ,  Miscellaneous  Diagnostic  Instruments ,  cmd  Surgical  Supplies - Continued 

 (issue  While  In  Stock  Items) 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

38798 

S.  . 

VISION  TEST  APPARATUS:  Chart 
projection  type.  On  floor  stand, 
with  wall  mounted  screen  and  slide. 

Each 

$90.00 

38870 

WHISTLE,  GALTON:.  ^  . 

Each 

4.00 

*  Deteriorating  items  -  1,000  men  f or  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


CLASS  4 


40000-49990.  Laboratory  Supplies  and  Equipment. 


t 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

40010 

X.  . 

ADAPTER,  CURVED:  Glass,  180  by  25 

MM. 

Each 

$0.11 

0.5 

40020 

X.  . 

ADAPTER  (Y-TUBE) :  Glass,  5  MM  bore. 

Each 

.10 

1.0 

40030 

X.  . 

ALBUMINOMETER:  Esbach . 

Each 

.21 

0.4 

40040 

X(7) 

AMBOCEPTER  PAPER:  100  MM  square,  100. 

Pkg. 

.20 

0.4 

40050 

(7) 

AMBOCEPTER  PAPER  CUTTER: . 

Each 

7.50 

r 

40077 

X(7) 

ANAEROBIC  CULTURE  APPARATUS:  Smillie 
type. 

Each 

7.50 

9.0 

40078 

X(3)(9) 

ANAEROBIC  CULTURE  APPARATUS,  JAR: 

Each 

3.50 

9.0 

40085 

X.  . 

ASBESTOS  CLOTH,  MEDIUM  WEAVE:  40 
inches  wide. 

Foot 

.70 

0.4 

40090 

X.  . 

ASBESTOS  MAT:  4  inches  square,  l/l6— 
inch  thick. 

Each 

.06 

0.1 

40110 

s.  . 

AUTOCLAVE,  LABORATORY,  HORIZONTAL: 
(Requisitions  will  state  whether  for 
gas  (artificial  or  natural)  , 
electricity  (state  voltage)  ,  or 
steam  heat  (direct  or  indirect) • 

Each 

500.00 

40130 

s.  . 

BALANCE,  ANALYTICAL:  Capacity  200  GM, 
sensitivity  1/10  MGM,  without 
weights. 

Each 

62.50 

40140 

s.  . 

BALANCE.  ANALYTICAL,  CHAINOMATIC: 
Without  weights,  range  of  chain 
weights  from  1/10  MGM  to  100  MGM. 
capacity  200  GM,  sensitivity  l/20 

MGM. 

Each 

265.00 

40160 

X(9) 

BALANCE,  ANALYTICAL,  REST:  Glass.  ' 

Each 

.05 

0.2 

40170 

(9) 

BALANCE,  ANALYTICAL,  WEIGHTS:  1  to 
100  GM,  of  brass,  50  to  500  MGM, 
of  platinum,  gold,  or  nickel  silver, 
with  small  pieces  and  riders  of 
aluminum,  and  with  forceps  and 
case. 

Set 

22.00 

40175 

X.  . 

BALANCE  PANS:  Glass,  3— inch  diameter. 

Pair 

.90 

0.2 

40200 

S(4) 

BASAL  METABOLISM  APPARATUS:  Complete. 

Set 

150.00 

40210 

X(3)(9) 

BASAL  METABOLISM  APPARATUS,  CHARTS: 
100. 

Box 

3.50 

0.3 

40300 

X.  . 

BASKET,  CULTURE  TUBE:  4  by  5  inches, 
6£  inches  high. 

Each 

.25 

3.6 

40310 

X.  . 

BEADS,  GLASS:  Solid,  5  MM  diameter. 

Pound 

.94 

0.4 

40315 

X.  . 

BEAKER,  50  CC:  Griffin,  low  form, 
with  spout. 

Each 

.10 

1.8 

*  Deteriorating  items  -  1,000  men  for  fi  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Sullies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

40320 

X. 

BEAKER,  100  CC:  Griffin,  low  form, 
with,  spout. 

Each 

$0.10 

3.1 

40330 

X.  . 

BEAKER,  250  CC:  Griffin,  low  form, 
with  spout. 

Each 

.12 

3.2 

40340 

X.  . 

BEAKER,  600  CC:  Griffin,  low  form, 
with  spout. 

Each 

.16 

2.2 

40350 

X.  . 

BEAKER,  1,000  CC:  Griffin,  low  form, 
with  spout. 

Each 

.34 

1.7 

.  .  . 

.  .  . 

• 

40390 

(1) 

BELLOWS:  Foot  power,  11— inch. 

Each 

4.50 

40400 

X(l)(9) 

BELLOWS ,  DISK:  Rubber,  11^-inch.  . 

Each 

.42 

0.03 

40410 

X(9) 

BELLOWS,  NET:  12-inch . 

Each 

.49 

0.03 

40420 

X(7) 

BLOCK,  EMBEDDING: . 

Each 

.03 

1.1 

40430 

.  .  . 

BLOOD  LANCET:  Automatic . 

Each 

.70 

40450 

X.  . 

BOTTLE,  ASPIRATOR:  4  liter,  with 
outlet  near  bottom. 

Each 

1.25 

0.2 

40160 

X.  . 

BOTTLE,  BALSAM,  45  CC:  Complete. 

Each 

.25 

0.5 

40470 

X.  . 

BOTTLE,  DISTILLED  WATER,  NARROW  MOUTH, 
2^— GALLON:  Pyrex,  without  stopper. 

Each 

2.25 

0.1 

40480 

X.  . 

BOTTLE,  DROPPING,  60  CC: . 

Each 

.50 

4.0 

40485 

X.  . 

BOTTLE,  INFUSION,  KELLY:  700  CC, 
graduated,  in  25  CC  divisions. 

Each 

1.10 

3.4 

40490 

X.  . 

BOTTLE,  NARROW  MOUTH,  30  CC:  With 
low  mushroom  stopper.  (Also  replace¬ 

ment  in  77930,  Dispensing  Set). 

Each 

.30 

3.1 

40492 

X(9) 

BOTTLE,  NARROW  MOUTH,  60  CC:  With 
low  mushroom  stopper.  (Replacement 

in  77930,  Dispensing  Set) . 

Each 

.45 

2.3 

40194 

X(9) 

BOTTLE,  NARROW  MOUTH,  60  CC,  AMBER: 
With  low  mushroom  stopper.  (Replace¬ 

ment  in  77930,  Dispensing  Set). 

Each 

.55 

1.0 

40500 

X.  . 

BOTTLE,  NARROW  MOUTH,  120  CC:  With 
low  mushroom  stopper.  (Also  replace¬ 

ment  in  77930,  Dispensing  Set,  and 
77940,  Dispensing  Set,  Veterinary). 

Each 

.35 

21.0 

40502 

X(9) 

BOTTLE,  NARROW  MOUTH,  120  CC,  AMBER: 
With  low  mushroom  stopper.  (Replace¬ 

ment  in  77940,  Dispensing  Set, 
Veterinary) . 

Each 

.13 

1.1 

40510 

X.  . 

BOTTLE,  NARROW  MOUTH,  250  CC:  With 
low  mushroom  stopper.  (Also  replace¬ 

ment  in  77930,  Dispensing  Set,  and 
77940,  Dispensing  Set,  Veterinary). 

Each 

.45 

3.8 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lcwance 
per  1000* 

1 

2 

3 

40515 

X(9) 

BOTTLE,  NARROW  MOUTH,  500  CC:  With 
low  mushroom  stopper.  (Replacement 

in  77930,  Dispensing  Set,  and  77940, 
Dispensing  Set,  Veterinary). 

Each 

$0.75 

3.4 

40530 

X.  . 

BOTTLE,  NARROW  MOUTH,  1  LITER:  With 
low  mushroom  stopper.  (Also  re¬ 

placement  in  77930,  Dispensing  Set, 
and  77940,  Dispensing  Set, 

Veterinary)  . 

Each 

1.00 

4.0 

40540 

X.  . 

BOTTLE,  NARROW  MOUTH,  4  LITER:  With 
low  mushroom  stopper. 

Each 

2.00 

2.4 

40550 

X(7) 

BOTTLE,  NARROW  MOUTH,  4  LITER  (IN 
CRATE)  :  With  low  mushroom  stopper, 
for  use  in  shipping  water  sample. 

Each 

1.75 

0.2 

40560 

X.  . 

BOTTLE,  NARROW  MOUTH,  5  GAL  CARBOY: 
Without  cork  13  or  rubber  stopper  6. 
(Also  used  for  79530.) 

Each 

.75 

1.6 

40562 

X.  . 

BOTTLE,  SCREW  NECK,  WITH  CAP,  VIAL 
TYPE,  9  CC:  Round. 

Each 

.02 

21.0 

40563 

X.  . 

BOTTLE,  SCREW  NECK,  WITH  CAP,  VIAL 
TYPE,  22  CC:  Round. 

Each 

.04 

21.0 

40564 

X.  . 

BOTTLE,  SCREW  NECK,  WITH  CAP,  VIAL 
TYPE,  120  CC:  Round. 

Each 

.07 

21.0 

40565 

X.  . 

BOTTLE,  SCREW  NECK,  WITH  CAP,  VIAL 
TYPE,  240  CC:  Square. 

Each 

.10 

2.4 

40566 

X.  . 

BOTTLE,  SCREW  NECK,  WITH  CAP,  WIDE 
MOUTH,  60  CC:  Round. 

Each 

.05 

1.9 

40567 

X.  . 

BOTTLE,  SCREW  NECK,  WITH  CAP,  WIDE 
MOUTH,  240  CC:  Round. 

Each 

.10 

4.1 

40570 

X(7) 

BOTTLE,  WIDE  MOUTH,  15  CC:  With 
flat  stopper. 

Each 

.20 

1.3 

40580 

X.  . 

BOTTLE,  WIDE  MOUTH,  50  CC,  CORK- 
FINISH:  Without  cork  14,  for 

specimens. 

Each 

.11 

7.5 

40582 

X(9) 

BOTTLE,  WIDE  MOUTH,  60  CC:  With  low 
mushroom  stopper.  (Replacement  in 

77930,  Dispensing  Set.) 

Each 

.40 

1.9 

40584 

X(9) 

BOTTLE,  WIDE  MOUTH,  120  CC:  With  low 
mushroom  stopper.  (Replacement  in 

77930,  Dispensing  Set,  and  77940, 
Dispensing  Set,  Veterinary.) 

Each 

.50 

3.8 

• 

40586 

X(9) 

BOTTLE,  WIDE  MOUTH,  120  CC,  AMBER: 

With  low  mushroom  stopper. 

(Replacement  in  77930,  Dispensing 

Set . ) 

Each 

.70 

1.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al 1 owance 
per  1000* 

1 

2 

3 

40590 

X.  . 

BOTTLE.  WIDE  MOUTH,  120  CC,  CORK- 
FINISH:  Without  cork  20,  for 

specimens. 

Each 

$0.15 

19.8 

40600 

X.  . 

BOTTLE,  WIDE  MOUTH,  250  CC:  With  low 
mushroom  stopper,  for  dry  salts. 

(Also  replacement  in  77930,  Dispens¬ 
ing  Set,  and  77940,  Dispensing  Set, 
Veterinary. ) 

Each 

.50 

4.1 

40605 

X(9) 

BOTTLE,  WIDE  MOUTH,  500  CC:  With  low 
mushroom  stopper.  (Replacement  in 

77930,  Dispensing  Set,  and  77940, 
Dispensing  Set,  Veterinary.) 

Each 

.70 

1.8 

40610 

X.  . 

BOTTLE,  REAGENT,  COMPLETE  SET:  29 
bottles,  1  with  each  of  the  19  labels 
as  specified  below,  and  10  blanks. 

Set 

22.00 

0.1 

40620 

X(9) 

BOTTLE,  REAGENT,  ACETIC  ACID: 

Narrow  mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.20 

0.02 

40630 

X(9) 

BOTTLE,  REAGENT,  ALCOHOL:  Narrow 
mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.20 

0.03 

40640 

X(9) 

BOTTLE,  REAGENT,  AMMONIA:  Narrow 
mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.20 

0.02 

40650 

X(9) 

BOTTLE,  REAGENT,  AMMONIUM  ACETATE: 
Narrow  mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.24 

0.01 

40660 

X(9) 

BOTTLE,  REAGENT,  BARIUM  CHLORIDE: 
Narrow  mouth.  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.20 

0.01 

40670 

X(9) 

BOTTLE,  REAGENT,  BLANK:  Narrow 
mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.18 

0.3 

40680 

X(9) 

BOTTLE,  REAGENT,  CALCIUM  CHLORIDE: 
Narrow  mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.24 

0.01 

40690 

X(9) 

BOTTLE,  REAGENT  COPPER  SULFATE: 
Narrow  mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.24 

0.02 

40700 

X(9) 

BOTTLE,  REAGENT,  FERRIC  CHLORIDE: 
Narrow  mouth,  240  CC,  with  vertical 
stopper  and  label  blown  in  glass. 

Each 

.24 

0.02 

40710 

X(9) 

BOTTLE,  REAGENT,  HYDROCHLORIC  ACID, 
CON:  Narrow  mouth,  240  CC,  with 

vertical  stopper  and  label  blown 
in  glass. 

Each 

.20 

0.03 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

40720 

X(9) 

BOTTLE,  REAGENT,  HYDROCHLORIC  ACID, 
DEL:  Narrow  mouth,  240  CC,  with 
vertical  stopper  and  label  blown 
in  glass. 

Each 

$0.20 

0.03 

40730 

X(9) 

BOTTLE,  REAGENT  MERCURY  BICHLORIDE: 
Narrow  mouth,  240  CC,  with  verti¬ 
cal  stopper  and  label  blown  in 
glass. 

Each 

.24 

0.02 

40740 

X(9) 

BOTTLE,  REAGENT  NITRIC  ACID,  CON: 
Narrow  mouth,  240  CC,  with  verti¬ 
cal  stopper  and  label  blown  in 
glass. 

Each 

.24 

0.02 

40750 

X(9) 

BOTTLE,  REAGENT  NITRIC  ACID,  DEL: 
Narrow  mouth,  240  CC,  with  verti¬ 
cal  stopper  and  label  blown  in 
glass. 

Each 

.20 

0.02 

40760 

X(9) 

BOTTLE,  REAGENT,  POTASSIUM 

HYDROXIDE:  Narrow  mouth,  240  CC, 

with  vertical  stopper  and  label 
blown  in  glass. 

Each 

.20 

0.02 

40770 

X  (9) 

BOTTLE,  REAGENT,  POTASSIUM  IODIDE: 
Narrow  mouth,  240  CC,  with  verti¬ 
cal  stopper  and  label  blown  in 
glass. 

Each 

.24 

0.02 

40780 

X(9) 

BOTTLE,  REAGENT,  SILVER  NITRATE: 
Narrow  mouth,  240  CC,  with  verti¬ 
cal  stopper  and  label  blown  in 
glass. 

Each 

.25 

0.02 

40790 

X(9) 

BOTTLE,  REAGENT  SODIUM  HYDROXIDE: 
Narrow  mouth,  240  CC,  with  verti¬ 
cal  stopper  and  label  blown  in 
glass . 

Each 

.20 

0.02 

40800 

X(9) 

BOTTLE,  REAGENT,  SULPHURIC  ACID, 

CON:  Narrow  mouth,  240  CC,  with 
vertical  stopper  and  label  blown 
in  glass. 

Each 

.20 

0.02 

40810 

X(9) 

BOTTLE,  REAGENT,  SULPHURIC  ACID, 

DEL:  Narrow  mouth,  240  CC,  with 
vertical  stopper  and  label  blown 
in  glass. 

Each 

.20 

0.02 

40820 

X.  . 

BOTTLE,  SPECIFIC  GRAVITY,  25  CC: 
Conical  shape  with  thermometer. 

Each 

5.00 

0.1 

40830 

X(7) 

BOTTLE,  SPUTUM:  WM  2  by  1  inch, 
heavy,  without  cork  10. 

Each 

.02 

13.4 

40840 

X(7) 

BOTTLE,  VACCINE,  5  CC: . 

Each 

.02 

225.0 

40850 

X(7) 

BOTTLE,  VACCINE,  10  CC: . 

Each 

.02 

201.7 

.  .  . 

.  .  . 

* 

40860 

X(7) 

BOTTLE,  VACCINE,  25  CC: . 

Each 

.02 

144.0 

40870 

X(7) 

BOTTLE,  VACCINE,  50  CC: . 

Each 

.03 

586.7 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


I 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. —  Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT  1 owance 
per  1000* 

1 

2 

3 

40880 

X(l)(7) 

(9) 

BOTTLE.  VACCINE,  RUBBER  STOPPER: 

Size  14. 

Each 

$0.01 

630.0 

40890 

X.  . 

BOTTLE.  WEIGHING:  40  by  50  MM  high, 
flat  bottom,  and  ground— glass 
stopper. 

Each 

00 

o 

0.2 

40895 

X.  . 

BOTTLE,  WOULFF,  250  CC:  With  2 
necks. 

Each 

.67 

0.1 

40900 

X.  . 

BOX,  PARAFFIN  EMBEDDING:  Consisting 
of  2  medal  Lfs  and  1  metal  base 
plate. 

Set 

.54 

4.5 

40910 

X.  . 

BRUSH,  BEAKER:  Twisted  wire  handle. 

Each 

.18 

1.4 

40920 

X.  . 

BRUSH,  BURETTE: . 

Each 

.07 

0.8 

40930 

X.  . 

BRUSH,  CAMEL  HAIR,  1-INCH:  Flat.  . 

Each 

.23 

1.0 

40940 

X.  . 

BRUSH,  FLASK: . 

Each 

.64 

1.2 

40945 

X.  . 

BRUSH,  MILK  TESTING  BOTTLES:  .  .  . 

Each 

.10 

0.3 

40950 

X.  . 

BRUSH,  TEST  TUBE,  l-l/8-INCH: 

Diameter  of  brush. 

Each 

.03 

2.8 

40955 

X.  . 

BRUSH,  TEST  TUBE,  £-INCH:  Diameter 
of  brush. 

Each 

.05 

0.5 

40970 

X(1) 

BULB,  RUBBER,  3  CC:  For  use  with 
dropping  pipettes. 

Each 

.01 

1.6 

40980 

X(l)(7) 

BULB,  RUBBER.  1^-INCH:  By  3i-inches, 
for  use  witn  large  pipettes,  etc. 

Each 

.10 

0.5 

40990 

X.  . 

BURETTE,  25  CC:  Graduated.  ... 

Each 

1.12 

0.4 

41000 

X.  . 

BURETTE,  50  CC:  Graduated.  .  . 

Each 

1.38 

0.6 

41010 

X.  . 

BURETTE,  AUTOMATIC,  50  CC:  Graduated 
to  l/lO  CC,  with  three-way  stopcock. 

Each 

3.50 

0.3 

41012 

X.  . 

BUipiTTE,  MICRO:  5  CC,  graduated  to 
1/100  CC. 

Each 

4.50 

0.1 

41030 

•  •  • 

BURNER,  BUNSEN:  With  pilot  light 
and  stopcock. 

Each 

1.05 

41040 

(7) 

BURNER,  BUNSEN,  4  BURNERS:  Grouped. 

Each 

1.20 

41050 

•  •  • 

BURNER.  BUNSEN,  BLAST:  For  use  with 
foot  bellows. 

Each 

2.50 

41060 

(7) 

BURNER,  BUNSEN,  HIGH  TEMPERATURE  OR 
MERER: 

Each 

1.25 

41070 

•  •  • 

BURNER,  BUNSEN,  TIRRLLL  TYPE: .  .  . 

Each 

.64 

41090 

X.  . 

BURNER,  BUNSEN,  TRIPOD:  (For  items 
41030  or  41070) . 

Each 

.13 

0.1 

*  Deteriorating  items  -  1,  000  men  tor  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

41100 

X.  . 

BURNER,  BUNSEN,  WING-TOP:  (For  items 
41030  or  41070)  . 

Each 

$0.07 

0.1 

41140 

•  •  • 

BURNER,  MICRO: . 

Each 

.49 

41145 

•  •  • 

BURNER,  MICRO,  FLAME  SHIELD:.  .  .  . 

Each 

.85 

41150 

(7) 

CAGE,  ANIMAL:  Id  inches  high  by  14 
by  16  inches. 

Each 

3.58 

41160 

(7) 

CAGE,  ANIMAL,  IRON  SUPPORT:.  .  .  . 

Each 

1.00 

41175 

(3)® 

CAGE,  ANIMAL,  PAN,  REFUSE:  .... 

Each 

2.00 

41210 

(7) 

CARBON  DIOXIDE  APPARATUS:  Van  Slyke, 
glass  parts  only,  with  wood  base. 

Each 

19.10 

41220 

S(l)(7) 

CARBON  DIOXIDE  CYLINDER  (LABORATORY) 
FILLED:  /  With  cap  containing  20  lbs. 
of  COg  (painted  gray)  . 

Each 

16.25 

41221 

S(7) 

CARBON  DIOXIDE  CYLINDER  (LABORATORY) 
EMPTY:  (Painted  gray)  .  (For  gas 

see  item  78052.) 

Each 

11.00 

41240 

X(7) 

CASE,  MAILING,  CULTURE:  Double  type. 
Takes  150  by  16  MM  test  tube. 

Each 

.10 

3.1 

41245 

X(7) 

CASE,  MAILING,  WRIGHT'S  STAIN: 

Single  type.  Takes  50  CC  dropping 
bottle. 

Each 

.02 

4.7 

41250 

X(7) 

CASE,  MAILING,  TYPHOID:  Double  type. 
Takes  4  shell  vials. 

Each 

.11 

35.1 

41260 

X(7) 

CASE,  MAILING,  WASSERMANN:  Single 
type.  Takes  6  test  tubes,  75  by  10 
MM. 

Each 

.02 

45.0 

41270 

X(7) 

CASE,  MAILING,  WATER:  Double.  Takes 
120  CC  bottle. 

Note. — See  miscellaneous  section 

Class  1,  for  supplies  in  mailing 
cases  furnished  by  C.A,  Laboratories. 

Each 

.12 

36.0 

41290 

S(4) 

CENTRIFUGE,  ELECTRIC:  Complete.  .  . 

Note. — Above  centrifuge  consists  of 
speed  control  rheostat,  one  8— tube 
head,  eight  15  CC  metal  tubes,  eight 

50  CC  metal  tubes,  8  trunnion  rings 
for  50  CC  metal  tubes.  8  rubber  cush¬ 
ions  for  15  CC  metal  Tubes,  8  rubber 
cushions  for  50  CC  metal  tubes,  and  8 
reducing  caps  for  50  CC  metal  tubes. 

Each 

290.40 

41300 

x%3) 

CENTRIFUGE,  ELECTRIC,  CUSHION, 
RUBBER,  FOR  15  CC  METAL  TUBE: 

Each 

.08 

0.2 

41310 

x(%3) 

CENTRIFUGE,  ELECTRIC,  CUSHION, 
RUBBER,  FOR  50  CC  METAL  TUBE: 

Each 

.15 

0.2 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLI  CATALOG  -  1942 


CLASS  H. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al lowance 
per  1000* 

1 

2 

3 

41315 

(3)  (9) 

CENTRIFUGE,  ELECTRIC,  HEAD  FOR 
8-TUBE: 

Each 

$14.00 

41318 

(4)  (9) 

CENTRIFUGE,  ELECTRIC,  HEATER:.  . 

Each 

15.00 

413'  0 

X  (3)  (9) 

CENTRIFUGE,  ELECTRIC,  REDUCING  CAP: 
For  use  with  15  CC  glass 
centrifuge  tube  in  50  CC  metal 
holder. 

Each 

.20 

0.1 

41330 

(3)  (9) 

CENTRIFUGE,  ELECTRIC,  TRUNNION  CUP: 
With  rubber  pad,  for  milk  and 
cream  test  bottle. 

Each 

1.00 

41340 

x(1)(! 

CENTRIFUGE,  ELECTRIC,  TRUNNION  CUP, 
RUBBER  CUSHION: 

Each 

.06 

0.1 

41360 

(3)  (9) 

CENTRIFUGE,  ELECTRIC,  TRUNNION  RING 
FOR  50  CC  METAL  TUBE: 

Each 

.43 

41370 

(3)  (9) 

CENTRIFUGE,  ELECTRIC,  TUBE,  METAL, 

15  CC:  With  rubber  cushion. 

Takes  15  CC  glass  centrifuge  tube. 

Each 

.70 

41380 

(3)  (9) 

CENTRIFUGE,  ELECTRIC,  TUBE,  METAL, 

50  CC:  With  rubber  cushion. 

Takes  50  CC  glass  centrifuge  tube. 

Each 

.65 

41390 

(4) 

CENTRIFUGE,  ELECTRIC,  SMALL:.  .  .  . 

Each 

18.00 

41400 

.  .  . 

CENTRIFUGE,  HAND,  SINGLE-SPEED:  ?- 
tube  head  with  2  aluminum  shields. 

Each 

4.50 

41410 

X(9) 

CENTRIFUGE,  HAND,  ALUMINUM  SHIELD: 
Takes  15  CC  glass  centrifuge  tube. 
(Replacement  for  41400  and  41415.) 

Each 

.10 

0.1 

41417 

X.  . 

CENTRIFUGE,  TUBE,  GRADUATED,  6h  CC: 
Shevky— Stafford.  Will  fit  any 
centrifuge. 

Each 

1.10 

1.7 

41420 

X.  . 

CENTRIFUGE,  TUBE,  GRADUATED,  15  CC: 
Glass.  Will  fit  any  centrifuge. 

Takes  cork  6  or  rubber  stopper  1. 

Each 

.15 

17.1 

41430 

X.  . 

CENTRIFUGE,  TUBE,  UNGRADUATED,  15  CC: 
Glass.  Will  fit  any  centrifuge. 

Takes  cork  6  or  rubber  stopper  1. 

Each 

.05 

14.4 

41440 

X.  . 

CENTRIFUGE,  TUBE,  UNGRADUATED ,  50  CC: 
Glass.  To  fit  50  CC  metal  tube. 

Each 

.  12 

4.5 

41650 

CHLORINATING  APPARATUS,  COMPLETE:  For 
making  Dakin  solution.  Consists  of  2 
each  of  41660  and  1  each  41670—80—90— 
700—10,  5  feet  of  41730,  2  each 

41740. 

Each 

77.00 

41660 

s  (l)(9) 

CHLORINATING  APPARATUS,  CHLORINE 
CYLINDER,  FILLED:  Seamless  steel, 
containing  10  lbs.  chlorine 
(painted  scarlet)  . 

Each 

13.75 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Cont i nued 


NO. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000“ 

1 

2 

3 

41661 

s(9) 

CHLORINATING  APPARATUS,  CHLORINE 
CYLINDER,  EMPTY:  (Painted,  scar¬ 
let).  (For  gas  see  item  78056). 

Each 

$7.75 

41670 

(9) 

CHLORINATING  APPARATUS,  CONNECTION 
"C":  Special  nut  with  threaded 

connection  for  cylinder  valve  and 
female  slip  joint  for  feed  line 
connector. 

Each 

1.65 

41680 

(9) 

CHLORINATING  APPARATUS,  CONNECTION 
"F":  Special  silver  feed  line 

between  cylinder  and  meter  block 
with  tapered  slip  joint  at  each 

end. 

Each 

4.60 

41690 

(9) 

CHLORINATING  APPARATUS,  DIFFUSOR: 
7/8  by  3^  inches  alundum  shell 
with  porcelain  chamber. 

Each 

5.10 

41700 

(9) 

CHLORINATING  APPARATUS,  DIFFUSOR 
STEM:  5/8  by  214  inches  with 

collar  joint  for  rubber  tubing 
connection  and  screw  joint  for 
d  iff  us  or. 

Each 

5.25 

41710 

(9) 

CHLORINATING  APPARATUS,  METER: 
Orifice  flow  type. 

Each 

31.00 

41720 

(9) 

CHLORINATING  APPARATUS,  STAND: 
Metal,  for  cylinder. 

Each 

4.50 

41730 

X(l)  (9) 

CHLORINATING  APPARATUS,  TUBING, 
RUBBER,  4— INCH:  Inside  diameter, 
1/8— inch  fabric  wall,  chlorine 
resistant. 

Foot 

.09 

0.8 

41740 

X(9) 

CHLORINATING  APPARATUS,  U— TUBE: 

For  meter,  glass. 

Each 

.55 

0.1 

41750 

X.  . 

CLAMP,  ADJUSTABLE:  For  burettes,  etc. 

Each 

.18 

1.2 

41760 

X.  . 

CLAMP,  EXTENSION,  8-INCH:  Universal, 
for  use  with  clamp  holder, 
adjustable. 

Each 

.36 

0.6 

41770 

X(7) 

CLAMP,  EXTENSION,  11-INCH:  Universal, 
for  use  with  clamp  holder, 
adjustable. 

Each 

.55 

0.6 

41780 

X.  . 

CLAMP,  EXTENSION,  HOLDER:  Adjustable, 
for  attaching  extension  clamps  to 
support  stand. 

Each 

.32 

0.6 

41800 

X.  . 

CLAMP,  MOHR’S  PINCHCOCK:  Springwire, 
for  rubber  tubing,  maximum  4— inch. 

Each 

.06 

2.9 

41804 

X.  . 

CLAMP,  PINCHCOCK,  HEAVY:  Coil  spring 
type,  parallel  arms. 

Each 

.30 

2.7 

41806 

X.  . 

CLAMP,  PINCHCOCK,  REGULAR:  Coil 
spring  type,  parallel  arms. 

Each 

© 

CO 

• 

2.7 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  U. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

41808 

X.  . 

CLAMP,  SHUT— OFF ,  SCREW  ADJUSTMENT: . 

Each 

$0.25 

0.9 

41810 

X.  . 

CLAMP,  TEST  TUBE:  Steel-wire.  .  . 

Each 

.06 

0.5 

41820 

•  •  • 

CLOCK,  INTERVAL  TIMER: . 

Each 

3.80 

41830 

•  •  • 

COLORIMETER,  DUNNING:  For  kidney 
function. 

Each 

5.40 

41840 

S(7) 

COLORIMETER,  DUBOSCQ:  Complete  with 
two  65  MM  tubes  and  Klett  top  reader. 

Each 

90.00 

41842 

(9) 

COLORIMETER,  MICRO  ATTACHMENT: 

For  use  with  Klett  top  reader. 

Each 

16.00 

41850 

X(3)(9) 

COLORIMETER,  CUP:  Glass.  .  . 

Each 

2.00 

0.3 

41852 

X(3)  (9) 

COLORIMETER,  PLUNGER: . 

Pair 

4.00 

0.04 

41870 

X.  . 

CONDENSER,  LIEBIG:  400  MM.  .  .  . 

Each 

3.00 

0.2 

41872 

•  •  • 

COUNTER,  COLONY,  QUEBEC:  With 
Wolfhuegel  counting  plate.  (For 

plate  replacement  requisition  Item 
41880.) 

Each 

30.00 

41874 

•  •  • 

COUNTER,  HAND  (TALLY  REGISTER)  : 

Veeder  type. 

Each 

5.00 

41880 

X.  . 

COUNTING  PLATE,  WOLFHUEGEL:  .... 

Each 

1.20 

0.1 

41890 

X.  . 

COVER  GLASS,  22  MM  SQUARE:  No.  1, 

70  in. 

Box 

.85 

10.5 

41900 

X(7) 

COVER  GLASS,  22  by  40  MM:  No.  1, 

70  in. 

Box 

.85 

1.3 

41920 

X(7) 

CRUCIBLE,  GOOCH:  25  CC,  porcelain, 
without  cover. 

Each 

.20 

0.1 

41930 

X(l)(7) 

CRUCIBLE  HOLDER,  WALTER:  Consisting 
of  rubber  stopper  and  glass  funnel, 
for  use  with  Gooch  crucible. 

Each 

.30 

0.1 

41935 

S.  . 

CRUCIBLE,  PLATINUM:  20  CC.  with  lid 
(approximate  weight  20  GM; . 

Each 

67.50 

41940 

X(7) 

CRUCIBLE,  PORCELAIN:  High  form,  30 

CC,  without  cover. 

Each 

.10 

0.2 

41970 

X.  . 

CYLINDER,  10  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

.23 

0.6 

41980 

X.  . 

CYLINDER,  25  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

.26 

1.1 

41990 

X.  . 

CYLINDER,  50  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

.32 

1.2 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDI-CAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

42000 

X.  . 

CYLINDER,  100  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

$0.32 

2.3 

42020 

X.  . 

CYLINDER,  500  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

.64 

1.0 

42030 

X.  . 

CYLINDER,  1,000  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

1.08 

1.4 

42040 

X(7) 

CYLINDER,  MIXING.  25  CC:  Graduated 
to  contain,  with  zero  at  bottom, 
with  ground— glass  stopper. 

Each 

.45 

0.2 

42050 

X(7) 

CYLINDER,  MIXING,  50  CC:  Graduated 
to  contain,  with  zero  at  bottom, 
with  ground— glass  stopper. 

Each 

.54 

0.4 

42060 

X(7) 

CYLINDER,  MIXING.  100  CC:  Graduated 
to  contain,  with  zero  at  bottom, 
with  ground— glass  stopper. 

Each 

.63 

0.4 

42070 

X(7) 

CYLINDER,  MIXING.  250  CC:  Graduated 
to  contain,  with  zero  at  bottom, 
with  ground— glass  stopper. 

Each 

.81 

0.4 

42080 

(7) 

DESICCATOR.  SCHEIBLER:  150  MM,  com¬ 
plete  with  plate. 

Each 

5.50 

42090 

X(9) 

DESICCATOR,  SCHEIBLER,  PLATE:.  . 

Each 

o 

<o 

• 

0.02 

42093 

X.  . 

DESICCATOR,  VACUUM,  250  MM:  With 
tubulated  cover.  Pyrex. 

Each 

9.25 

0.02 

42095 

X.  . 

DESICCATOR,  PLATE,  PORCELAIN, 

230  MM: 

Each 

3.50 

0.02 

42100 

X.  . 

DIAMOND:  For  marking  glass.  .  •  . 

Each 

1.20 

0.2 

42110 

X(7) 

DISH,  CULTURE:  150  by  15  MM,  in 
pairs. 

Pair 

.15 

3.9 

42120 

X(7) 

DISH,  EVAPORATING,  GLASS,  125  CC:  80 
by  45  MM. 

Each 

.32 

0.7 

42130 

X(7) 

DISH,  EVAPORATING,  GLASS,  275  CC: 

105  by  55  MM. 

Each 

.41 

0.7 

42139 

S.  . 

DISH,  EVAPORATING,  PLATINUM,  100  CC: 
Round  bottom. 

Each 

107.25 

42140 

X.  . 

DISH.  EVAPORATING,  PORCELAIN,  70  CC: 

75  MM  diameter. 

Each 

00 

© 

• 

0.7 

42150 

X.  . 

DISH,  EVAPORATING,  PORCELAIN,  250  CC: 
115  MM  diameter. 

Each 

.16 

1.5 

42160 

X.  . 

DISH,  EVAPORATING,  PORCELAIN,  1,285 

CC:  215  MM  diameter. 

Each 

1.30 

0.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

42200 

X.  . 

DISH,  PETRI:  Top  15  by  100  MM,  and 
botxom,  15  by  95  MM. 

Pair 

$0.27 

65.0 

42210 

X(9) 

DISH,  PETRI,  TOP  ONLY:  100  by  15 
MM. 

Each 

.14 

8.  1 

42220 

X(9) 

DISH,  PETRI,  BOTTOM  ONLY:  95  by 

15  MM. 

Each 

.14 

1.6 

42222 

X.  . 

DISH,  PETRI:  Top  15  by  150  MM, 
bottom  15  by  14o  MM. 

Pair 

.70 

9.0 

42230 

(7) 

DISH,  PETRI  HOLDER:  Copper,  255  by 
118  MM,  with  removable  tray,  holds 

12  sets. 

Each 

1.70 

42240 

X.  . 

DISH,  STENDER,  26  MM  HIGH:  By  50  MM. 

Each 

.06 

1.5 

42250 

X.  . 

DISH,  STENDER,  90  MM  HIGH:  By  60  MM. 

Each 

.09 

1.2 

42260 

S(3)(4) 

DISTILLING  APPARATUS:  Output  from  1 
to  5  gallons  per  hour.  For  use  with 
natural  gas,  artificial  gas,  gaso¬ 
line  burner,  electricity.  (Requisi¬ 
tions  should  state  type  of  heating 
and  output  desired) . 

Each 

100.0  0 

42265 

•  •  • 

DISTILLING  APPARATUS,  WITH  GRAHAM 
CONDENSER:  1000  CC  capacity. 

Each 

6.75 

42270 

•  •  • 

DISTILLING  APPARATUS,  RALSTON:  No. 
982,  capacity  2/3  gal.  per  hour  (may 
be  operated  with  any  suitable  burner 
or  ordinary  stove.) 

Each 

10.00 

42290 

X.  . 

EXTRACTION  APPARATUS: . 

Each 

3.00 

0.1 

42292 

X.  . 

EXTRACTION  APPARATUS,  COMPLETE,  WITH 
FRIEDRICHS  CONDENSER:  Small,  with 
standard  taper  joints. 

Each 

12.50 

0.1 

42294 

X.  . 

EXTRACTION  APPARATUS,  CONDENSER, 
SMALL: 

Each 

5.75 

0.1 

42296 

X.  . 

EXTRACTION  APPARATUS,  EXTRACTOR, 
SMALL: 

Each 

5.20 

0.1 

42298 

X.  . 

EXTRACTION  APPARATUS,  FLASK,  250 

CC: 

Each 

1.20 

0.1 

42300 

X(7) 

EXTRACTION  THIMBLE,  DOUBLE  THICKNESS: 
22  by  80  MM,  fat  free,  Whatman,  25. 

Ctn. 

4.55 

0.1 

42375 

(7) 

FILTER,  SEITZ  MANTEUFEL,  SIZE  6: 

100  ml. 

Each 

8.50 

42377 

X(9) 

FILTER  DISC,  SEITZ  GERMICIDE: 

60  MM  diam.  100. 

Pkg. 

3.50 

0.02 

42380 

X(7) 

FLASK,  CULTURE,  KOLLE: . 

Each 

.61 

3.9 

42385 

X.  . 

FLASK,  DISTILLATION,  125  CC:  .  .  .  . 

Each 

.37 

0.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

42390 

X.  . 

FLASK,  DISTILLATION,  250  CC: .  .  . 

Each 

$0.48 

0.3 

42400 

X.  . 

FLASK,  DISTILLATION,  500  CC: .  .  . 

Each 

.63 

0.4 

42410 

X.  . 

FLASK,  DISTILLATION,  1,000  CC:.  .  . 

Each 

.97 

0.5 

42420 

X.  . 

FLASK,  ERLENMEYER,  50  CC: . 

Each 

.14 

6.8 

42430 

X.  . 

FLASK,  ERLENMEYER,  125  CC: .  .  .  . 

Each 

.16 

5.6 

42440 

X.  . 

FLASK,  ERLENMEYER,  250  CC: .  .  .  . 

Each 

.20 

7.6 

42450 

X.  . 

FLASK,  ERLENMEYER,  500  CC: .  .  .  . 

Each 

.24 

6.1 

42460 

X.  . 

FLASK,  ERLENMEYER,  1,000  CC:.  .  . 

Each 

.34 

8.0 

42470 

X.  . 

FLASK,  ERLENMEYER,  2,000  CC: .  .  . 

Each 

.54 

5.2 

42480 

X(7) 

FLASK,  FILTERING,  500  CC:  Erlenmeyer 
shape,  heavy. 

Each 

.13 

0.5 

42490 

X(7) 

FLASK,  FILTERING,  1,000  CC: 

Erlenmeyer  shape,  heavy. 

Each 

1.17 

0.5 

42500 

X(7) 

FLASK,  FLORENCE  (BOILING)  250  CC: 

Flat  bottom,  vial  mouth. 

Each 

.20 

0.7 

42510 

X(7) 

FLASK,  FLORENCE  (BOLLING)  1,000  CC: 
Flat  bottom,  vial  mouth. 

Each 

.37 

0.6 

42520 

X(7) 

FLASK,  FLORENCE  (BOILING)  3,000  CC: 
Flat  bottom,  vial  mouth. 

Each 

.69 

0.6 

42530 

X(7) 

FLASK,  KJELDAHL,  500  CC:  With  long 
neck. 

Each 

.32 

0.3 

42540 

X.  . 

FLASK,  VOLUMETRIC,  25  CC:  With 
ground— glass  stopper. 

Each 

.46 

0.5 

42550 

X.  . 

FLASK,  VOLUMETRIC,  50  CC:  With 
ground— glass  stopper. 

Each 

.48 

2.6 

42560 

X.  . 

FLASK,  VOLUMETRIC,  100  CC:  With 
ground— glass  stopper. 

Each 

.50 

0.8 

42570 

X.  . 

FLASK,  VOLUMETRIC,  250  CC:  With 
ground— glass  stopper. 

Each 

.60 

0.4 

42580 

X.  . 

FLASK,  VOLUMETRIC,  500  CC:  With 
ground— glass  stopper. 

Each 

.75 

0.7 

42590 

X.  . 

FLASK,  VOLUMETRIC,  1,000  CC:  With 
ground— glass  stopper. 

Each 

1.00 

0.7 

42600 

X.  . 

FLASK,  VOLUMETRIC,  2,000  CC:  With 
ground— glass  stopper. 

Each 

1.45 

0.4 

42607 

X.  . 

FUNNEL,  FRITTED,  350  CC:  Buchner 
type,  fine,  for  filtering  intravenous 
solutions. 

Each 

4.25 

0.2 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A] 1 owance 
per  1000* 

1 

2 

3 

42608 

X.  . 

FUNNEL,  FRITTED,  600  CC:  Buchner 
type,  fine,  for  filtering 
intravenous  solutions. 

Each 

$5. 10 

0.2 

42610 

X.  . 

FUNNEL,  GLASS,  50  MM:  Diameter, 
short  stem. 

Each 

.11 

2.0 

42630 

X.  . 

FUNNEL,  GLASS,  125  MM:  Diameter, 
short  stem. 

Each 

.33 

3.3 

42640 

X(7) 

FUNNEL.  GLASS,  FLUTED,  7J-INCH: 
Diameter,  for  filtering  agar. 

Each 

.50 

0.8 

42670 

X.  . 

FUNNEL.  GLASS,  RIBBED,  4-3/4-INCH: 
Diameter. 

Each 

.16 

1.4 

42680 

X.  . 

FUNNEL,  GLASS,  RIBBED,  7^-INCH: 
Diameter. 

Each 

.34 

1.2 

42690 

X(7) 

FUNNEL,  SEPARATORY,  CYLINDRICAL,  60 

CC:  With  glass  stopper. 

Each 

.54 

0.3 

42700 

X(7) 

FUNNEL,  SEPARATORY,  CYLINDRICAL,  250 

CC:  With  glass  stopper. 

Each 

.96 

0. 1 

42710 

X(7) 

FUNNEL,  SEPARATORY,  SQUIBB,  250  CC: 
With  glass  stopper. 

Each 

1.50 

0.2 

42720 

X(7) 

FUNNEL,  SEPARATORY,  SQUIBB,  500  CC: 
With  glass  stopper. 

Each 

1.50 

0.2 

42732 

S  (4)  (7) 

FURNACE.  ELECTRIC,  MUFFLE  TYPE: 

Complete  with  rheostat  and  pyrometer. 

Each 

105.00 

42733 

(3)  (9) 

FURNACE,  ELECTRIC,  MUFFLE  TYPE, 
RHEOSTAT: 

Each 

17.75 

42770 

.  .  . 

HEMACYTOMETER,  COMPLETE:  Counting 
chamber,  pipette  for  both  red  and 
white  corpuscles  and  2  cover  glasses, 
in  case. 

Each 

12.00 

42780 

(9) 

HEMACYTOMETER,  COUNTING  CHAMBER:.  . 

Each 

6.00 

42790 

X(9) 

HEMACYTOMETER,  COVER  GLASS:  20  by 
25  MM. 

Each 

.14 

6.3 

42800 

X(9) 

HEMACYTOMETER,  PIPETTE,  RED 
CORPUSCLE:  With  rubber  tubing  and 
mouthpiece.  For  tubing  see  item 
38760. 

Each 

.37 

6.3 

42810 

X(9) 

HEMACYTOMETER,  PIPETTE,  WHITE 
CORPUSCLE:  With  rubber  tubing  and 
mouthpiece.  For  tubing  see  item 
38760. 

Each 

.37 

6.6 

42811 

X.  . 

HEMATOCRIT  TUBE,  WINTROBE: . 

Each 

.35 

4.5 

42812 

#  *  * 

HEMOGLQB INOMETER:  Sahli,  Hellige 
modification. 

Each 

12.00 

1.9 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 


Notes 


Item 


Unit 


Unit 

Price 


Allowance 
per  1000* 


42814 

42816 

42830 

42835 

42837 

42840 

42850 

42860 

42870 

42880 

42920 

42923 

42930 

42940 

42990 

43005 

43010 

43012 


X(3) 

X(3) 

X(7)(9) 

(7) 

X  (7)  (9) 

X.  . 

X.  . 

X.  . 
X.  . 

X.  . 

S(4) 

S(4) 

(3)  (9) 

0  0 
X(7) 
X(7)  (9) 

X.  . 
X.  . 


HEMOGLOB INOMETER,  DILUTING 
PIPETTE:  Graduated  at  20  CMM. 

HEMOGLOB INOMETER,  MEASURING  TUBE: 
Square. 

HEMOGLOB INOMETER,  NEWCOMER,  PIPETTE: 
Single  graduation  at  20  CM.  (For 
use  with  42320,  Hemoglobinometer, 
Newcomer. ) 

HEMOGLOBINOMETER,  PHOTOELECTRIC, 
DIRECT  READING:  Complete  in  case. 

HEMOGLOBINOMETER,  PHOTOELECTRIC, 
TEST  TUBE  FOR: 


HEMOGLOBINOMETER,  TALLQUIST: 
sheet  book. 


38 


HOLDER,  NEEDLE,  DISSECTION:  110  MM, 
with  clamp  to  hold  any  needle. 


HOLDER,  NEEDLE,  KOLLE: 
to  26  gage. 


Takes  wire  20 


HYDROMETER,  FOR  LIQUIDS  HEAVIER  THAN 
WATER:  Specific  gravity  and  Baume 

with  hydrometer  ranges  1.000  to 
2.000  and  0°  to  70°  respectively. 

HYDROMETER,  FOR  LIQUIDS  LIGHTER  THAN 
WATER:  Specific  gravity  and  Baume 

with  hydrometer  ranges  0.700  to 
1.000  and  70°  to  10°  respectively. 

INCUBATOR,  BACTERIOLOGICAL,  37£° 

AND  55°  C:  26  inches  high,  by  18 
by  18  inches,  inside  dimensions, 
with  thermometer.  Complete  except 
stand. 

INCUBATOR,  BACTERIOLOGICAL,  37£° 

AND  55°  C:  28  inches  high,  by  36 
by  20  inches,  inside  dimensions, 
with  2  thermometers.  Complete 
except  stand. 

INCUBATOR,  BACTERIOLOGICAL-, 
HEATING  UNIT: 

INCUBATOR,  BACTERIOLOGICAL,  STAND:. 

JAR,  ANIMAL,  8-INCH:  Without  top.  . 

JAR,  ANIMAL,  METAL  WIRE  TOP:  *  To  fit 
42990 . 


JAR,  COPLIN:  Holds  10  slides. 

JAR,  CYLINDRICAL,  PLAIN,  6-INCH: 
12  inches. 


By 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


$0.75 

1.50 

1.20 

70.00 

.15 

.88 

.12 

.40 

1.00 

1.00 

145.00 

250.00 

14.50 

12.50 
3.20 

.60 

.12 

1.60 


4.5 

4.5 

0.2 


1.8 

1.9 

0.3 

0.3 

0.1 

0.1 


0.7 

0.3 

1.9 

0.7 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  U. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

43020 

X(7) 

JAR,  MUSEUM,  16  CM:  High  by  10  CM, 
by  8  CM,  with  cover. 

Each 

$1.65 

0.2 

43030 

X(7) 

JAR,  MUSEUM,  22  CM:  High  by  15  CM, 
by  5^  CM,  with  cover. 

Each 

2.20 

0.2 

43040 

X(7) 

JAR,  MUSEUM,  25  CM:  High  by  25  CM, 
by  12  CM,  with  cover. 

Each 

5.00 

0.2 

43050 

X(7) 

JAR,  MUSEUM,  36  CM:  High  by  15  CM, 
by  10  CM,  with  cover. 

Each 

4.00 

0.3 

43060 

X.  . 

JAR,  SPECIMEN,  i  PT:  Patent  top 
(fruit  j  ar)  . 

Each 

.08 

1.6 

43070 

X.  . 

JAR,  SPECIMEN,  1  PT:  Patent  top 
(fruit  jar). 

Each 

.08 

2.8 

43080 

X.  . 

JAR,  SPECIMEN,  1  QT:  Patent  top 
(fruit  jar)  . 

Each 

.09 

2.2 

43090 

•  •  • 

KJELDAHL  DIGESTION  APPARATUS: 

Pumeless,  4— burner  with  stand, 
complete  except  filter  pump, 
glassware,  and.  rubber  tubing. 

Each 

12.50 

43100 

•  •  • 

KJELDAHL  DISTILLING  APPARATUS:  With 
stand  and  6  adjustable  burners. 
Suitable  for  coal  or  gasoline  gas, 
complete  except  glassware. 

Each 

41.50 

43120 

X.  . 

LABEL,  MICRO:  22  MM  square,  500.  . 

Book 

.15 

0.8 

LACTOMETER: . 

Use 

43512 

43130 

(7) 

MAGNIFIER:  For  colony  counts, 

engravers'  glass  No.  146,  diameter 

40  MM,  magnification  3.5  X. 

Each 

3.24 

43135 

s.  . 

METER,  pH:  Beckman,  industrial  model. 

Each 

127.00 

43150 

s.  . 

MICROSCOPE:  Complete.  Objectives 

16  MM,  4  MM  and  1.8  or  1.9  MM. 

Oculars  5  X  and  10  X,  substage, 
mechanical  stage  and  vial  of 
immersion  oil.  In  hardwood  case 
with  lock  and  keys. 

Each 

98.32 

43160 

s.  . 

MICROSCOPE,  BINOCULAR:  With  inclined 
eye  tubes,  square  stage,  equipped 
with  No.  491  mechanical  stage,  6  X 
and  10  X  paired  planoscopic  oculars, 
16  MM  and  4  MM  achromatic  objectives 
and  1.8  MM  fluorite  oil  immersion 
objective,  1.20  NA  Abbe  condenser. 

Each 

350.00 

43170 

S(3) 

MICROSCOPE,  DARK  FIELD  APPARATUS: 
Electric,  complete,  consisting  of 
dark  field  condenser,  two  6—8  volt 
lamps,  resistance  cord  and  plug,  in 
wood  case.  (See  43180  for  resistance) 

Each 

48.00 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

43175 

X(3)(4) 

(9) 

MICROSCOPE,  DARK  FIELD  APPARATUS.  6-8 
VOLT  LAMP: 

Each 

$0.05 

0.2 

43180 

(4)  (9) 

MICROSCOPE,  DARK  FIELD  APPARATUS, 
RESISTANCE:  (.State  make  and  model  of 

microscope) . 

Each 

5.40 

43270 

(3)  (9) 

MICROSCOPE,  FUNNEL  STOP: 
(Requisitions  should  state  make 
and  model  of  microscope.) 

Each 

.81 

43273 

S.  . 

MICROSCOPE,  DISSECTING,  LOW  POWER, 
STEREOSCOPIC:  Binocular. 

Each 

176.00 

43275 

•  •  • 

MICROSCOPE  LAMP:  Suitable  for  dark 
field  illumination  and  for  ordinary 
work  with  daylight  glass  and  100- 
watt  bulb. 

Each 

21.60 

43277 

X(3)  (9) 

MICROSCOPE  LAMP,  100  WATT  BULB:.  . 

Each 

.80 

0.9 

43280 

•  •  • 

MICROSCOPE  LAMP  SUBSTAGE:  Not 
suitable  for  dark  field  illumination, 
a  110  volt  15  watt  lamp  bulb  in 
housing  2  by  2  by  3  inches  with 
Corning  daylight  glass  window, 
connecting  cord  and  plug. 

Each 

4.28 

43290 

X(9) 

MICROSCOPE  LAMP  SUBSTAGE,  LAMP 

BULB:  110  volt  15  watt. 

Each 

.48 

1.5 

43310 

(3) (9] 

MICROSCOPE,  MECHANICAL  STAGE:.  .  . 

Each 

17.55 

43340 

(?) 

MICROSCOPE,  OCULAR  MICROMETER:  Disk, 
Whipple. 

Each 

4.72 

43345 

•  •  • 

MICROSCOPE  SHIELD,  CELLULOSE:  15 
inches  high  by  9  inches  diameter. 

Each 

3.45 

43350 

(3)(7) 

MICROSCOPE,  STAGE  MICROMETER:  Ruled 
to  0.1  MM  and  0.01  MM. 

Each 

6.50 

43360 

S(7) 

MICROTOME:  Automatic  rotary,  complete 

with  object  clamp  with  ball,  3  object 
disks  with  ball,  knife,  knife  handle 
and  knife  back. 

Each 

68.00 

43370 

S.  . 

MICROTOME,  CLINICAL:  Complete  with 
microtome  freezing  attachment  and 
object  clamp.  Suitable  for  frozen 
sections. 

Each 

123 . 50 

43380 

(3) (9) 

MICROTOME,  CLINICAL,  FREEZING 
ATTACHMENT: 

Each 

7.50 

43390 

(7)  (9) 

MICROTOME  KNIFE,  FOR  CLINICAL 
MICROTOME:  110  MM  with  back  and 

handle  fitted  to  knife. 

Each 

11.50 

43400 

(7)  (9) 

MICROTOME  KNIFE,  FOR  MINOT  MICROTOME: 
125  MM  with  back  and  handle  fitted  to 
knife. 

Each 

14.00 

43410 

(3)  (9) 

MICROTOME,  KNIFE  BACK: . 

Each 

.90 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1 owance 
per  1000* 

1 

2 

3 

43420 

(3)  (9) 

MICROTOME,  KNIFE  HANDLE: . 

Each 

$1.25 

Note. — All  microtome  knives  requiring 
handles  or  backs  will  be  forwarded  to 
issue  depot  by  parcel  post  to  have 
same  fitted  properly. 

43440 

(7)  (9) 

MICROTOME,  KNIFE  STROP,  COARSE: 
Leather,  375  by  65  MM  on  wood  block. 

Each 

2.25 

43450 

(7)  (9) 

MICROTOME,  KNIFE  STROP,  FINE: 

Leather,  15  by  2^— inches  on  wood 
block. 

Each 

2.25 

43470 

(7)  (9) 

MICROTOME,  KNIFE  HONE:  10  by  2£ 
inches  in  wood  case  with  cover. 

Each 

4.50 

43480 

X.  . 

MILK  TESTING  APPARATUS,  BOTTLE  FOR 
CREAM:  Babcock,  50%,  9  GM  capacity, 

6  inches  long. 

Each 

.22 

0.8 

43490 

X.  . 

MILK  TESTING  APPARATUS,  BOTTLE  FOR 
MILK:  Babcock,  8%,  18  GM  capacity, 

6  inches  long. 

Each 

.19 

1.0 

43500 

X(7) 

MILK  TESTING  APPARATUS,  GUIDE  CARD: 
Direct  count  of  formalinized  milk. 

Each 

.07 

0.3 

43512 

X.  . 

MILK  TESTING  APPARATUS ,  LACTOMETER, 
QUEVENNE:  Without  thermometer. 

Each 

3.50 

0.1 

43520 

X.  . 

MILK  TESTING  APPARATUS,  MEASURE:  For 
acid,  17.5  CC. 

Each 

.08 

0.3 

43530 

X.  . 

MILK  TESTING  APPARATUS,  PIPETTE: 
Babcock,  containing  17.6  CC. 

Each 

.18 

0.4 

43535 

X.  . 

MILK  TESTING  APPARATUS,  PIPETTE, 

CREAM  TEST:  A.P.H.A.  standard 
methods. 

Each 

.30 

0.3 

43540 

X(7) 

MILK  TESTING  APPARATUS,  PIPETTE  FOR 
DIRECT  COUNT:  Of  formalinized  milk, 
0.01  CC  capacity,  graduated  to 
deliver. 

Each 

.65 

0.3 

43545 

X.  . 

MILK  TESTING  APPARATUS,  PIPETTE,  MILK 
DILUTION:  A.P.H.A.  standard  methods. 

Each 

.25 

0.3 

43550 

X(7) 

MILK  TESTING  APPARATUS,  CENTRIFUGE 
TUBE:  Babcock,  for  determining 

percentage  fat  in  human  milk. 

Each 

.17 

0. 1 

43552 

.  .  . 

MILK  TESTING  APPARATUS.  PASTEURI¬ 
ZATION,  PHOSPHATASE  TYPE: 

Each 

8.50 

43554 

X.  . 

MILK  TESTING  APPARATUS.  PASTEURI¬ 
ZATION,  PHOSPHATASE  TYPE,  TABLETS 

FOR:  1  bottle  of  70  white  tablets 

and  1  bottle  of  30  yellow  tablets. 

Pkg. 

5.00 

0. 1 

Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

43570 

S(4)(8) 

OVEN:  Pathological,  12  by  12  by  12 

inches  (inside) ,  complete  on  low 
iron  base  with  flexible  cord  and 
plug,  without  thermometer. 

Each 

$135.00 

43580 

X.  . 

PAPER,  FILTER,  90  MM:  Analytical 
(not  acid  washed)  100  circles. 

Pkg. 

.08 

1.7 

43590 

X.  . 

PAPER,  FILTER,  150  MM:  Analytical 
(not  acid  washed)  100  circles. 

Pkg. 

.  19 

2.7 

43600 

X.  . 

PAPER,  FILTER,  180  MM:  Analytical 
(not  acid  washed)  100  circles. 

Pkg. 

.  18 

3.2 

43610 

X.  . 

PAPER,  FILTER,  250  MM:  Analytical 
(not  acid  washed)  100  circles. 

Pkg. 

.29 

5.0 

43615 

X.  . 

PAPER,  FILTER,  380  MM:  Pharmaceuti¬ 
cal,  100  circles. 

Pkg. 

.65 

3.3 

43620 

X.  . 

PAPER,  FILTER.  FOR  BLOTTING  MICRO 
SLIDES:  10  by  10  inches,  100  sheets. 

Pkg. 

.25 

4.5 

43630 

X(7) 

PAPER,  FILTER.  No.  40,  110  MM:  Ana¬ 
lytical,  douDle  acid  washed,  for 
moderately  fine  precipitates,  100 
circles. 

Pkg. 

.70 

0.9 

43640 

X(7) 

PAPER,  FILTER  No.  42,  90  MM:  Ana¬ 
lytical,  douDle  acid  washed,  for  very 
fine  precipitates,  100  circles. 

Pkg. 

.90 

0.6 

43645 

X(7) 

PAPER,  FILTER,  No.  50,  110  MM: 
Specially  hardened  to  resist 
pressure,  100  circles. 

Pkg. 

1.36 

0.3 

43650 

X.  . 

PAPER,  LENS:  Tissue,  sheets  7£  by  11 
inches.  1  ream  in. 

Pkg. 

.16 

6.7 

43656 

X.  . 

PIPETTE,  KAHN,  0.25  CC:  Graduated  to 
0.0125  CC.  (issued  only  to  stations 
doing  Kahn  test  and  to  C.  A. 

Lab  orat  ories . ) 

Each 

.48 

3.2 

43660 

X.  . 

PIPETTE,  OSTWALD,  1  CC: . 

Each 

.31 

2.0 

43670 

X.  . 

PIPETTE,  OSTWALD,  2  CC: . 

Each 

.35 

2.9 

43680 

X.  . 

PIPETTE,  OSTWALD,  3  CC: . 

Each 

.35 

2.0 

43690 

X.  . 

PIPETTE,  OSTWALD,  5  CC: . 

Each 

.35 

1.8 

43700 

X.  . 

PIPETTE,  OSTWALD,  10  CC: . 

Each 

.38 

1.3 

43710 

X.  . 

PIPETTE,  SEROLOGICAL,  l/lO  CC: 
Graduated  to  l/ 100  CC  to  tip. 

Each 

.  18 

1.5 

43720 

X.  . 

PIPETTE,  SEROLOGICAL,  2/ 10  CC: 
Graduated  to  l/lOO  CC  to  tip. 

Each 

.  18 

1. 1 

43730 

X.  . 

PIPETTE,  SEROLOGICAL,  1  CC:  Graduated 
to  l/lOO  CC  to  tip. 

Each 

.16 

29.6 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

43  740 

X.  . 

PIPETTE.  SEROLOGICAL,  5  CC:  Graduated 
to  l/lO  CC  to  tip,  Mohr's  shape. 

Each 

$0.17 

4.9 

43750 

X.  . 

PIPETTE,  SEROLOGICAL,  10  CC:  Gradu¬ 
ated  to  1/10  CC  to  tip,  Mohr's  shape. 

Each 

.18 

19.5 

43780 

X.  . 

PIPETTE,  VOLUMETRIC,  5  CC:  With  bulb 
in  middle  of  tube. 

Each 

.13 

2.5 

43790 

X.  . 

PIPETTE,  VOLT'METRIC,  10  CC:  With  bulb 
in  middle  of  tube. 

Each 

.19 

3.9 

43800 

X.  . 

PIPETTE,  VOLUMETRIC,  25  CC:  With  bulb 
in  middle  of  tube. 

Each 

.19 

1.4 

43805 

X(7) 

PIPETTE,  VOLUMETRIC,  100  CC:  With 
bulb  in  middle  of  tube. 

Each 

.42 

0.6 

43810 

.  .  . 

PIPETTE  BOX:  Copper,  cylindrical. 

To  fit  43750. 

Each 

.75 

43830 

•  •  • 

PUMP,  FILTER:  Richard's,  brass,  7 
inches  long,  for  3/8— inch  "iron 
pipe"  threaded  faucet. 

Each 

1.18 

43831 

X(9) 

PUMP,  FILTER,  COUPLING:  With  3/8- 
inch  "iron  pipe"  thread,  for  direct 
attachment  to  faucet  without  thread. 
(For  use  with  43830.) 

Each 

.35 

0.3 

43832 

.  .  . 

PUMP  FILTER,  AIRE J ECTOR  TYPE,  5 A 
INCHES  LONG:  Brass,  with  «—  inch 
iron  pipe,  male  thread. 

Each 

1.25 

43834 

X(9) 

PUMP,  FILTER,  AIRE  JECTOR  TYPE, 
COUPLING,  WITH  RUBBER  GRIP: 

Each 

.90 

0.3 

43836 

X(9) 

PUMP,  FILTER,  AIRE JECTOR  TYPE, 
COUPLING,  WITH  THREADED  GRIP: 

Each 

.80 

0.3 

43841 

S(4) 

PUMP,  VACUUM,  ELECTRIC:  Small  Hyvac 
type. 

Each 

75.00 

43850 

X.  . 

RING,  SUBERITE:  60  MM  inside  di¬ 
ameter,  for  supporting  flasks,  etc. 

Each 

.20 

0.2 

43860 

X.  . 

ROD,  GLASS,  4  MM: . 

Foot 

.02 

4.5 

43870 

X.  . 

ROD,  GLASS,  6  MM: . 

Foot 

.02 

3.3 

43880 

X.  . 

ROD,  GLASS,  8  MM: . 

Foot 

.02 

2.3 

43890 

X.  . 

ROD,  GLASS,  ASSORTED,  1  LB:  4-6-8 

MM. 

Pkg. 

.30 

0.8 

43900 

(7) 

RULE,  SLIDE:  Polyphase,  20-inch.  . 

Each 

12.00 

43920 

X(7) 

SECTION  LIFTER:  Pathological,  35  MM 
wide. 

Each 

.35 

0.1 

43925 

S(4) 

SHAKING  APPARATUS,  KAHN:  3-rack.  . 

Each 

45.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  U. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al 1 owance 
per  1000* 

1 

2 

3 

43927 

S(4) 

SHAKING  APPARATUS,  KAHN:  6-rack.  . 

Each 

$65.00 

43950 

X.  . 

SLIDE,  MICRO,  75  BY  25  MM:  i-gross. 

Ctn. 

.38 

24.1 

•  .  .  . 

43960 

X.  . 

SLIDE,  MICRO,  WITH  ONE  SPHERICAL 
CONCAVITY:  75  by  25  MM. 

Each 

.04 

6.8 

43970 

X(3) 

SLIDE,  MICRO,  FOR  DARK  FIELD:  3  by  1 
inch  (Specirv  make  of  dark  field  in 
requisitions)  . 

Each 

.01 

3.5 

43980 

X.  . 

SLIDE,  MICRO,  BOX:  Takes  25  slides. 

Each 

.11 

4.1 

43990 

X.  . 

SLIDE,  MICRO,  CASE,  MAILING:  Holds 

1  slide. 

Dozen 

.14 

0.5 

44000 

X.  . 

SPOON,  METAL:  For  typhoid  carrier 
examination,  57  by  11  MM,  pointed  to 
fit  44710,  1000. 

Ctn. 

2.75 

0.3 

44010 

•  •  • 

STERILIZER.  ARNOLD:  Steam,  rectangu¬ 
lar,  19£  Dy  16^  by  14^  inches. 

Each 

20.00 

44020 

S(4)  (7) 

STERILIZER,  HOT  AIR.  LARGE:  24 
inches  high  30  inches  wide  18  inches 
deep  (inside) .  Complete  except 
thermometer. 

Each 

93.95 

44030 

(4)(7) 

STERILIZER,  HOT  AIR.  MEDIUM:  18 
inches  high  24  incn.es  wide  14  inches 
deep  (inside).  Complete  except 
thermometer. 

Each 

46.90 

44040 

(4) 

STERILIZER,  HOT  AIR,  SMALL:  12 
inches  high  18  inches  wide  9  inches 
deep  (inside).  Complete  except 
thermometer. 

Each 

40.00 

44070 

X.  . 

STOPCOCK,  GLASS,  2  MM:  Both  ends 
straight . 

Each 

.60 

t 

0.3 

44075 

X  (l) 

STOPPER,  RUBBER,  ONE-HOLE,  No.  0: 

13  MM. 

Each 

.01 

0.9 

44080 

X(1) 

STOPPER,  RUBBER,  ONE-HOLE,  No.  1: 

14  MM. 

Each 

.01 

0.9 

44090 

X  (l) 

STOPPER,  RUBBER,  ONE-HOLE,  No.  2: 

16  MM. 

Each 

.02 

0.6 

44100 

X(1) 

STOPPER,  RUBBER,  ONE-HOLE,  No,  4: 

20  MM. 

Each 

.03 

0.7 

44110 

X(1) 

STOPPER,  RUBBER,  ONE-HOLE,  No.  6: 

26  MM. 

Each 

.05 

0.8 

44120 

X  (l) 

STOPPER,  RUBBER,  SOLID,  No.  00: 

10  MM. 

Each 

.01 

2.0 

44130 

X  (l) 

STOPPER,  RUBBER,  SOLID,  No.  0: 

13  MM. 

Each 

.01 

1.6 

i 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

44140 

x(i) 

STOPPER,  RUBBER,  SOLED,  No.  1: 

14  MM. 

Each 

$0.02 

1.4 

44150 

x(i) 

STOPPER,  RUBBER,  SOLED,  No.  2: 

16  MM. 

Each 

.01 

1.4 

44160 

X  (l) 

STOPPER,  RUBBER,  SOLED,  No.  4: 

20  MM. 

Each 

.02 

1.7 

44170 

x(l) 

STOPPER,  RUBBER,  SOLID,  No.  6: 

26  MM. 

Each 

.05 

1.4 

44190 

x(l) 

STOPPER,  RUBBER,  SOLED,  No.  8: 

33  MM. 

Each 

.05 

1.1 

44195 

X  (l) 

STOPPER,  RUBBER,  SOLID,  No.  10: 

42  MM. 

Each 

.09 

0.8 

44200 

X  (l) 

STOPPER,  RUBBER,  TWO-HOLE,  No.  5: 

23  MM. 

Each 

.03 

1.2 

44210 

X  (l) 

STOPPER,  RUBBER,  TWO-HOLE,  No.  6: 

26  MM. 

Each 

.05 

0.8 

44220 

X  (l) 

STOPPER,  RUBBER,  TWO-HOLE,  No.  7: 

30  MM. 

Note. — All  rubber  stoppers  above  are 
25  MM  long  and  tbe  measurement  is  the 
diameter  at  bottom  of  stopper. 

Each 

.05 

0.8 

44230 

•  •  • 

SUPPORT  STAND,  6£  BY  9  INCHES:  Base. 
Rod  24  inches  long,  inch  in  di¬ 

ameter,  for  burettes,  etc. 

Each 

.44 

44240 

(?) 

SUPPORT  STAND,  6£  BY  11  INCHES: 

Base.  Rod  36  inches  long,  inch  in 

diameter,  for  burettes,  etc. 

Each 

.52 

44250 

X.  . 

SUPPORT  STAND,  RING,  3- INCH:  Outside 
diameter,  with  screw  clamp. 

Each 

o 

CD 

0.6 

44260 

X.  . 

SUPPORT  STAND,  RING,  4-INCH:  Outside 
diameter,  with  screw  clamp. 

Each 

.  11 

0.8 

44290 

X.  . 

TEST  GLASS,  URINALYSIS:  Ungraduated, 
200  CC,  conical  form,  on  foot  with 
spout . 

Each 

.31 

4.5 

.  .  . 

.  .  . 

.  .  . 

44300 

X.  . 

TEST  TUBE,  AERATION:  200  by  25  MM 
outside  diameter,  heavy  wall,  without 
lip,  for  Buchner's  Anaerobic  method. 
Takes  rubber  stopper  4. 

Each 

.05 

31.5 

44303 

X.  . 

TEST  TUBE,  ANTIGEN,  KAHN:  Suspension 
vial,  55  by  17  MM. 

Each 

.04 

47.7 

44310 

X.  . 

TEST  TUBE,  CHEMICAL:  150  by  16  MM, 
thin  wall,  with  lip  for  urinalysis, 
etc.  Takes  cork  6  or  rubber  stopper 

Each 

.02 

47.7 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLT  CATALOG  -  L942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

41320 

X.  . 

TEST  TUBE,  CULTURE:  150  by  1G  MM, 
heavy  wall,  without  lip.  Takes 
cork  6  or  rubber  stopper  1. 

Each 

$0.03 

305.4 

41330 

X.  . 

TEST  TUBE,  FERMENTATION,  LARGE:  75 
by  10  MM,  heavy  wall,  without  lip, 
for  forwarding  blood  serum  and 

Dunham  fermentation.  Takes  cork  2. 

Each 

.01 

154.5 

44340 

X(7) 

TEST  TUBE,  FERMENTATION,  SMALL:  40 
by  6  MM,  without  lip. 

Each 

.  01 

G4 .8 

44345 

X.  . 

TEST  TUBE,  FILLING  SHIELD:  Large, 
Pyrex. 

Each 

1.50 

0.2 

44350 

X.  . 

TEST  TUBE,  F0LIN:  200  by  22  MM, 
contricted  for  sugar  determination 
with  25  CC  graduation. 

Each 

.  17 

2.4 

44360 

X(7) 

TEST  TUBE,  IGNITION:  200  by  25  MM, 
medium— heavy  wall  with  slight  lip. 
Takes  cork  11  or  rubber  stopper  4. 

Each 

.24 

9.0 

44364 

X.  . 

TEST  TUBE  (KAHN  PRECIPITIN) :  12  by 

75  MM,  without  lip. 

Each 

.09 

144.4 

44370 

X.  . 

TEST  TUBE,  LOEFFLER,  MEDIA:  120  by 

13  MM,  heavy  wall,  without  lip. 

Takes  cork  3  or  rubber  stopper  0. 

Each 

.05 

108.0 

44385 

X.  . 

TEST  TUBE,  SCREW  CAP,  15  BY  125  MM: 
Pyrex. 

Each 

.03 

0.2 

44390 

X.  . 

TEST  TUBE,  WASSERMANN;  100  by  13 

MM,  heavy  wall,  without  lip.  Takes 
cork  2.  (Must  fit  44410  and 

94424.) 

Each 

.02 

469.5 

44400 

•  •  • 

TEST  TUBE  SUPPORT,  COPPER:  Circular, 
with  handle,  for  use  in  water 
baths,  etc. 

Each 

.75 

44405 

.  .  . 

TEST  TUBE  SUPPORT  (KAHN  PRECIPITIN) : 
Copper,  to  hold  30  tubes. 

Each 

1.50 

44410 

.  .  . 

TEST  TUBE  SUPPORT,  WASSERMANN  RACK: 
Copper. 

Each 

00 

t- 

44420 

X.  . 

TEST  TUBE  SUPPORT,  WOOD:  Single 
deck,  double  row,  24  holes. 

Each 

.41 

1.8 

44430 

X.  . 

THERMOMETER.  CHEMICAL,  MINUS  10°  TO 
PLUS  110°  C:  Graduated  to  1°. 

Each 

.50 

0.4 

44440 

X.  . 

THERMOMETER,  CHEMICAL,  MINUS  10°  TO 
PLUS  200°  C: 

Each 

.75 

0.9 

44450 

X(7) 

THERMOMETER,  CHEMICAL,  MINUS  10°  TO 
PLUS  360°  C: 

Each 

.75 

0.2 

44460 

X(7) 

THERMOMETER,  CHEMICAL  PRECISION, 

MINUS  10°  TO  PLUS  105°  C:  Gradu¬ 
ated  to  l/5°. 

Each 

1.00 

0.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al 1 owance 
per  1000* 

1 

2 

3 

44470 

X(9) 

THERMOMETER,  INCUBATOR:  0°  to  50° 
with  37^°  point  indicated  by  red 
line.  Length  250  MM. 

Each 

$1.00 

0.2 

44480 

•  •  • 

TONGS,  CRUCIBLE:  Double  bent,  9-inch. 

Each 

.40 

44490 

X(7) 

TRIANGLE,  2-INCH:  Crucible  holder, 
chrome  alloy. 

Each 

.23 

0.9 

44510 

•  •  • 

TRIPOD,  IRON:  6  inches  outside  di¬ 
ameter  of  ring,  flanged,  height  9 
inches. 

Each 

.15 

44520 

X.  . 

TUBE,  COLOR  COMPARISON,  50  CC, 

NESSLER,  WITH  50  CC  MARK,  210  MM,  6 
IN  SET. 

Set 

2.70 

0.1 

i 

44525 

X(9) 

TUBE,  COLOR  COMPARISON,  50  CC, 
NESSLER,  WITH  50  CC  MARK,  210  MM: 
(State  distance  of  mark  from 
bott  om) . 

Each 

.36 

0.2 

44530 

X.  . 

TUBE,  COLOR  COMPARISON,  100  CC, 
NESSLER,  WITH  100  CC  MARK,  326  MM,  6 
IN  SET: 

Set 

3.10 

0.1 

44535 

X(9) 

TUBE,  COLOR  COMPARISON,  100  CC, 
NESSLER.  WITH  100  CC  MARK,  325 

MM:  (State  distance  of  mark  from 

bottom)  . 

Each 

.42 

0.04 

44540 

•  •  • 

TUBE,  COLOR  COMPARISON,  SUPPORT:  Wood 
with  opal  glass  plate,  for  12  tubes. 

Each 

2.20 

44545 

X.  . 

TUBE,  DIGESTION,  FOLIN-WU,  N.P.N.: 
Graduated  at  3d  and  50  CC. 

Each 

.48 

0.5 

44550 

X(7) 

TUBE,  DRYING,  140  MM:  Straight,  with 
1  bulb. 

Each 

.07 

0.3 

44560 

X(7) 

TUBE,  DRYING,  190  MM:  Straight,  with 
1  bulb. 

Each 

.08 

0.3 

44580 

X.  . 

TUBING,  GLASS,  6  MM:  Outside  di¬ 
ameter. 

Foot 

.01 

56.8 

44590 

X.  . 

TUBING,  GLASS,  10  MM:  Outside  di¬ 
ameter,  with  walls  not  less  than  1 
MM. 

Foot 

.02 

30.7 

44610 

X  (l) 

TUBING,  RUBBER,  FOR  GAS:  And  water 
connections,  4— inch  inside  diameter, 
1/8  inch  wall,  compound,  cloth 
wrapped. 

Foot 

.08 

6.8 

44630 

x(l) 

TUBING,  RUBBER,  PRESSURE,  3/16-INCH: 
Inside  diameter,  3/l6-inch  wall, 
compound,  very  rigid. 

Foot 

.12 

2.6 

44640 

x(l) 

TUBING,  RUBBER,  SPECIAL,  3/16-INCH: 
Inside  diameter,  l/l6— inch  wall, 
pure  gum,  acid  cured. 

Foot 

.12 

7.9 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

44650 

.  .  . 

TURBIDIMETER:  U.  S.  Geological 

Survey  type,  complete  for  both  color 
and  turbidity  -tests . 

Each 

$44.00 

44700 

X.  . 

URINOMETER:  Squibb,  with  cylinder. 

Each 

.42 

1.5 

44705 

.  .  . 

VACUUM  GAGE:  Mercury,  90  CM  scale. 

Each 

7.00 

44706 

X(9) 

VACUUM  GAGE,  TUBE  FOR:  Glass.  . 

Each 

1.00 

0.4 

44710 

X.  . 

VIAL,  2  DRAM:  Shell  75  by  15  MM, 
without  cork  4  (for  typhoid  carrier 
exam. ) 

Each 

.01 

213.8 

44717 

X(7) 

VIAL,  SERUM,  2  CC: . 

.01 

4.5 

44732 

X(l)(7) 

VIAL,  SERUM,  RUBBER  STOPPER: .  .  . 

Each 

.01 

30.3 

44740 

X.  . 

WATCH  GLASS:  With  ground  edge  40, 

75.  and  100  MM  in  pairs,  3  pairs  in 
sex . 

Set 

1.00 

0.9 

44760 

(?) 

WATER  BATH,  FOR  INFLAMMABLE  LIQUIDS: 
Copper,  6-inch  diameter,  with 
tripod. 

Each 

8.00 

44770 

•  •  • 

WATER  BATH,  INOCULATING:  Copper, 
cylindrical,  for  18  test  tubes  with 
tripod. 

Each 

3.50 

44790 

S(4)(7) 

WATER  3ATII,  SEROLOGICAL,  INACTI¬ 
VATING:  30  by  10£  by  6  inches. 

Thermostat  adjustable  for  55  and 

37^°  C.  (For  electric  current 

only) . 

Each 

119.00 

44800 

S(4)(7) 

WATER  BATH,  SEROLOGICAL,  WASSERMANN: 
For  electric  heating.  30  by  23  by 

12  inches,  complete  with  stand. 

Each 

195.00 

44810 

(9) 

WATER  BATH,  SEROLOGICAL, 

WASSERMANN,  THERMO  REGULATOR: 

For  gas,  Roux  Bi-Metallic,  12 
inches  long. 

Each 

7.25 

44880 

X(7) 

WIRE  COPPER,  No.  20:  B  fc  S  gage, 
i  lb . 

Spool 

.15 

1.3 

44890 

.  .  . 

WIRE,  PLATINUM,  No.  22:  B  &  S  gage, 
weight  approximately  2.08  GM  per 
foot . 

Inch 

.63 

44910 

X.  . 

WIRE  GAUZE:  15  by  15  CM,  nichrome 
wire. 

Each 

.95 

0.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  4. — Laboratory  Equipment  and  Supplies — Continued 
(issue  While  In  Stock  Items) - 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al  1  owance 
per  1000* 

1 

2 

3 

40070 

X.  . 

AMPULE,  1  CC:  For  vaccine. 

Each 

$0.01 

40071 

X.  . 

AMPULE,  2  CC:  For  vaccine. 

Each 

.02 

40072 

X.  . 

AMPULE,  5  CC:  For  vaccine. 

Each 

.01 

40073 

X.  . 

AMPULE,  10  CC:  For  vaccine.  .  . 

Each 

.04 

40074 

X.  . 

AMPULE,  25  CC:  For  vaccine. 

Each 

.03 

40080 

X.  . 

ASBESTOS  BOARD:  l/8-inch  thick,  12 
by  21  inches. 

Each 

.10 

40180 

•  •  • 

BALANCE,  SOLUTION  SCALE:  For  weigh¬ 
ing  animals,  reagents,  etc.  Ca¬ 
pacity  20  Kilos,  sensitivity  1  CM 
with  weights  (metric)  . 

Each 

23.50 

40360 

X.  . 

BEAKER,  2,000  CC:  Griffin,  low  form, 
with  spout. 

Each 

.64 

40380 

.  .  . 

BELL.  GLASS:  5  inches  high  by  8 
inches. 

Each 

1.04 

40440 

X(7) 

BLOWPIPE:  Black's . 

Each 

.15 

1 

40505 

X.  . 

BOTTLE,  NARROW  MOUTH,  240  CC:  French 
square  hard  glass. 

Each 

.04 

40965 

X.  . 

BUCKSHOT,  FINE:  Lead  l/ 10-inch 
diameter. 

Pound 

.13 

41015 

.  .  . 

BURETTE  SUPPORT:  For  2  burettes, 
Chaddock. 

Each 

1.50 

41080 

(9) 

BURNER,  BUNSEN,  CHIMNEY:  (For  items 
41030  or  41070)  . 

Each 

.12 

41110 

.  .  . 

BURNER,  GAS,  FLETCHER,  RADIAL: .  .  . 

Each 

1.75 

41170 

s.  . 

CAGE,  ANIMAL,  9-UNIT  FRAME:  Complete, 
AMS  type. 

Each 

144.40 

41190 

X(1) 

CAP,  RUBBER,  3/4- INCH: .  .  .  .  . 

Each 

.05 

41230 

.  .  . 

CARRIER  FOR  PLATE  CULTURE:  Copper, 
water  jacketed,  in  case. 

Each 

26.50 

41283 

X.  . 

CASSEROLE,  150  CC:  Without  lid.  . 

Each 

.35 

41284 

X.  . 

CASSEROLE,  375  CC:  Without  lid.  . 

Each 

.49 

41285 

X.  . 

CASSEROLE,  500  CC:  Without  lid.  . 

Each 

o 

00 

41286 

X.  . 

CASSEROLE,  1,250  CC:  Without  lid.  . 

Each 

1.40 

41415 

•  •  • 

CENTRIFUGE,  WATER-POWER:  With  4-tube 
head  with  4  aluminum  shields  and 
hose  for  connection  to  faucet. 

Each 

12.00 

41715 

(9) 

CHLORINATING  APPARATUS,  SPATULA: 

Hard  rubber,  8  inch. 

Each 

.25 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  4. — Laboratory  Equipment  and  Supplies— Cont  i  nued 
(issue  While  In  Stock  Items)— -Cont  i nued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

41790 

X.  . 

CLAMP,  HOFFMAN:  3/4— inch,  open  jaw 

for  rubber  tubing,  maximum  5— inch. 

Each 

$0.12 

41855 

X.  . 

CONDENSER,  ALLIHN:  400  MM.  .  .  . 

Each 

1.40 

41884 

•  •  • 

COUNTING  CHAMBER  FOR  SPINAL  FLUIDS: . 

Each 

4.50 

41910 

X.  . 

CRUCIBLE,  FILTERING,  ALUNDUM: 

Medium  porous  mixture,  25  CC. 

Each 

.24 

41950 

.  .  . 

CRUCIBLE,  SILICA:  25  CC,  1-7/8-inch 
diameter,  without  cover. 

Each 

.88 

42010 

X.  . 

CYLINDER,  250  CC:  Graduated,  with 
zero  at  bottom,  with  spout, 
delivering. 

Each 

.48 

42180 

•  •  • 

DISH,  EVAPORATING,  SILICA,  80  CC: 

Round  bottom  with  spout. 

Each 

1.45 

42190 

•  •  • 

DISH,  EVAPORATING.  SILICA,  200  CC: 
Round  bottom  witn  spout. 

Each 

2.20 

42224 

X.  . 

DISH,  PETRI,  COVER,  97  MM:  .  .  .  . 

Each 

.05 

42225 

X.  . 

DISH,  PETRI,  COVER,  103  MM: .  .  .  . 

Each 

.07 

42320 

X(3) 

FILTER,  BERKEFELD,  No.  1,  CYLINDER: 
With  metallic  headpiece.  10  by  2 
inches  (fine,  medium,  or  coarse). 

Each 

4.00 

42330 

X.  . 

FILTER,  BERKEFELD,  No.  1,  GLASS 

MANTLE:  13-3/8  by  4  3/8  inches. 

Each 

1.75 

42340 

X(3) 

FILTER,  BERKEFELD,  No.  13,  CYLINDER: 
With  metallic  headpiece,  5  inches 
by  1  inch  (fine,  medium,  or  coarse). 

Each 

■2.50 

42350 

X.  . 

FILTER,  BERKEFELD,  No.  13,  GLASS 
MANTLE:  5—5/8  by  2—3/4  inches. 

Each 

.90 

42360 

X(3) 

FILTER,  BERKEFELD,  No.  3,  CYLINDER: 
With  metallic  headpiece,  2i  bv  5/8 
inch  (fine,  medium,  or  coarse). 

Each 

1.00 

. 

42370 

X.  . 

FILTER,  BERKEFELD,  No.  3,  GLASS 

MANTLE:  4j  by  lfr  inches. 

Each 

.38 

42605 

X.  . 

FORCEPS,  COVER  GLASS:  Novy,  115  MM. 

Each 

.35 

42620 

X.  . 

FUNNEL,  GLASS,  90  MM:  Diameter, 
short  stem. 

Each 

.23 

42650 

X  •  • 

FUNNEL,  GLASS,  LONG  STEM,  50  MM:  Di¬ 
ameter,  accurate  angle. 

Each 

.11 

42730 

•  •  • 

FUNNEL  SUPPORT:  Wood,  for  6  funnels 
in  1  row. 

Each 

1.20 

42734 

X.  . 

GAS  GENERATOR,  BANKS:  Complete.  .  . 

Each 

2.75 

42735 

(9) 

GAS  GENERATOR,  BANKS,  HARD 

RUBBER  PINCH-COCK: 

Each 

.35 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  4.— <-j Laboratory  Equipment  and  Supplies — Continued 
tissue  While  In  Stock  Items)— Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT  1 owance 
per  1000* 

1 

2 

3 

42736 

X(9) 

GAS  GENERATOR,  BANKS,  IRON 

SULFIDE  CONTAINER: 

Each 

$0.09 

42737 

X(9) 

GAS  GENERATOR,  BANKS,  MANOMETER 
TUBE: 

Each 

.06 

42740 

X.  . 

GAS  GENERATOR,  KIPP,  1,000  CC: 

Without  stopper,  in  base. 

Each 

6.50 

42750 

X(9) 

GAS  GENERATOR,  KIPP,  RUBBER  RING: 

Each 

.12 

42760 

•  •  • 

GASOMETER,  SCALE:  Celluloid,  Frost. 

Each 

.05 

42820 

S.  . 

HEMOGLOB INQMETER ,  NEWCOMER:  Complete 
with  one  pipette. 

Each 

58.00 

43000 

X.  . 

JAR,  ANIMAL,  10£-INCH:  High  by  11 
inches,  with  wire  top. 

Each 

5.50 

43110 

X(9) 

KJELDAHL  CONNECTING  BULB:  Spherical 
form  with  1  curved  tip  50  MM  di¬ 
ameter. 

Each 

.30 

43230 

(3) 

MICROSCOPE,  DARK-GROUND  ILLUMINATOR: 
With  funnel  stop. 

Each 

12.15 

43320 

S(3) 

MICROSCOPE ,  OB  JECT IVE : . 

Each 

40.00 

43330 

S(3) 

MICROSCOPE,  OCULAR: . 

Each 

2.47 

43510 

X.  . 

MILK  TESTING  APPARATUS,  LACTOMETER: 
New  York  Department  of  Health  form 
with  Spence  scale  in  which  Sp  gy 
1.029=100,  12  inches  long  without 
thermometer. 

Each 

.35 

/ 

43565 

•  •  • 

MOTOR,  WATER:  Rabe  type  with 
turbine,  75  MM  diameter,  with 
clamp. 

Each 

3.00 

43575 

X.  . 

PAPER,  FAT  EXTRACTED,  FOR  MILK 
ANALYSIS:  50  strips. 

Pkg. 

1.87 

43576 

X.  . 

PAPER,  FILTER,  FOR  AGAR:  Folded, 

50  CM  diameter,  25. 

Pkg. 

2.47 

43654 

X.  . 

PAPER,  PARCHMENT,  FOR  OSMOSIS:.  .  . 

Sheet 

43760 

X.  . 

PIPETTE,  VOLUMETRIC,  1  CC:  With 
bulb  in  middle  of  tube. 

Each 

.11 

43770 

X.  . 

PIPETTE,  VOLUMETRIC,  2  CC:  With 
bulb  in  middle  of  tube. 

Each 

.24 

43843 

X.  . 

RETORT,  250  CC:  Glass  with  glass 
stopper. 

Each 

.55 

43844 

X.  . 

RETORT,  500  CC:  Glass  with  glass 
stopper. 

Each 

o 

00 

• 

43845 

X.  . 

RETORT,  1,000  CC:  Glass  with  glass 
stopper. 

Each 

1.90 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  4.—  Laboratory  Equipment  and  Supplies - Continued 

(issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

43847 

RING,  FILTERING,  PORCELAIN: 
Concentric,  5. 

Set 

$1.15 

43910 

SACCHAROMETER:  Einhorn’s  fermenta¬ 

tion. 

Each 

1.75 

43955 

X.  . 

SLIDE,  MICRO,  75  BY  38  MM:  4  gross. 

Carton 

.50 

43995 

X.  . 

SPATULA,  PORCELAIN:  With  spatula 
on  each  end,  160  MM. 

Each 

.25 

44005 

SPOON,  PURE  NICKEL:  120  MM  long 
with  spatula  end. 

Each 

.75 

44060 

X.  . 

STOPCOCK,  BRASS,  l/8-INCH:  Bore 
with  fitting  for  4— inch  rubber 
tubing  at  both  ends. 

Each 

.40 

44380 

X.  . 

TEST  TUBE,  NOGUCHI:  200  by  15  MM, 
heavy  wall,  without  lip.  Takes 
cork  5  or  rubber  stopper  1. 

Each 

.15 

44500 

X.  . 

TRIANGLE,  24— INCH:  Crucible  holder, 
chrome  alloy. 

Each 

.32 

44690 

X.  . 

UREOMETER:  Doremus  Hinds,  without 

foot. 

Each 

1.25 

44735 

X.  . 

WASH  BOTTLE,  1  000  CC:  Heavv  glass 
with  ring  necK,  without  rubber 
stopper  and  glass  tube. 

Each 

.55 

44780 

(9) 

WATER  BATH,  INOCULATING,  TRIPOD: 
Outside  diameter  of  ring  8  inches, 
height  9  inches  (not  required  ex¬ 
cept  for  inoculating  bath.) 

Each 

.35 

44864 

•  •  • 

WATER  BATH,  WITH  8  OPENINGS: 

Each  5  inches  in  diameter. 

Each 

17.50 

44886 

X.  . 

WIRE,  NICHROME,  RIBBON  FORM, 

4— INCH  WIDE:  Approximately 

No.  26  B  &  S  gauge. 

Foot 

.03 

44900 

•  •  • 

WIRE,  PLATINUM,  No.  24:  B  k  S 
gauge,  weight  approximately  1.33  GM 
per  foot. 

Inch 

.38 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


CLASS  5 


50000-59990 


Dental  Equipment  and  Supplies. 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lowance 
per  1000* 

1 

2 

3 

50020 

X.  . 

ALLOY,  1  OZ: . 

Bottle 

$0.70 

21.6 

50025 

•  •  • 

ALLOY-MERCURY,  MEASURING  DEVICE: .  . 

Each 

4.40 

50040 

X.  . 

AMALGAM,  1  OZ:  Copper . 

Box 

.50 

1.4 

50060 

. ).  . 

ANVIL:  Cast  base,  3£— inch,  long,  face 

7/8— inch  square. 

Each 

1.89 

50075 

X.  . 

APPLICATOR,  METAL:  For  Howes 
treatment.  2. 

Set 

1 .40 

0.3 

50080 

•  •  • 

ARBOR,  EMERY: . 

Each 

1.00 

50090 

X.  . 

ARBOR,  EMERY,  BAND:  100.  .  .  . 

Box 

.30 

1.4 

50095 

X(8) 

ARBOR,  EMERY,  FOR  HANDPIECE:  Set.  . 

Set 

1.25 

0.7 

50110 

•  •  • 

ARTICULATOR,  CROWN  AND  BRIDGE:.  .  . 

Each 

.62 

50120 

•  •  • 

ARTICULATOR  OUTFIT:  Gysi-S implex, 
complete. 

Each 

9.70 

50130 

•  •  • 

ARTICULATOR,  GYSI:  With  4  extra 
model  supports,  Simplex. 

Each 

6.00 

50140 

•  •  • 

BALANCE.  PORTABLE:  With  set  of  troy 
i  gr.  to  2  oz.  weights. 

Each 

7.85 

50150 

(9) 

BALANCE,  PORTABLE,  WEIGHTS:  p  gr. 
to  2  oz. 

Set 

3.42 

50152 

X.  . 

BANDS,  COPPER:  Seamless,  h— inch,  36 
gage,  100  in. 

Box 

1.50 

0.9 

50153 

X(3)(9) 

BANDS,  COPPER,  REPLACEMENT:.  .  . 

Each 

.01 

9.0 

50160 

^(1) 

BASE  PLATE:  Trubase,  12 . 

Box 

.45 

1 .8 

50170 

S.  . 

BENCH,  COMBINATION:  Laboratory.  .  . 

Each 

77.30 

50180 

•  •  • 

BLOWER,  CHIP:  And  hot  air  syringe. 

Each 

.30 

50190 

X  (l) 

BLOWER,  CHIP,  BULB:  Flat  base.  . 

Each 

.10 

0.5 

50200 

•  •  • 

BLOWPIPE,  GAS:  (issued  where  gas  is 
available.  Requisitions  should 
state  whether  for  use  with  natural 
or  artificial  gas.) 

Each 

4.00 

50210 

•  •  • 

BLOWPIPE,  MOUTH:  Tench . 

Each 

.75 

50220 

•  •  • 

BLOWPIPE  OUTFIT:  Acetylene.  Tor it 
or  equal. 

Each 

20.50 

.  .  . 

(1) 

ACETYLENE  UNIT,  CYLINDER, 

FILLED: 

Each 

.  .  . 

Use 

99010 

50222 

(3)  (9) 

BLOWPIPE  OUTFIT,  BLOWPIPE: .  .  . 

Each 

50224 

(3)  (9) 

BLOWPIPE  OUTFIT,  BURNER,  BUNSEN: 

Each 

2.00 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SOPPLY  CATALOG  -  L942 


CLASS  5. — Dental  Equipment  and  Supplies — Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

1 

2 

3 

50226 

(3)  (9) 

BLOWPIPE  OUTFIT,  REGULATOR  FOR 

GAS:  Complete  with  fittings. 

Each 

50228 

(3)  (9) 

BLOWPIPE  OUTFIT,  TUBING,  BRASS: 
Soft,  8  feet. 

Piece 

50230 

(3)  (9) 

BLOWPIPE  OUTFIT,  VALVE,  BENCH, 
3-WAY: 

Each 

•  •  • 

X(l) 

STETHOSCOPE,  TUBING:  4  feet.  .  . 

Piece 

•  •  • 

Use 

37740 

50240 

X.  . 

BOTTLE,  OFFICE,  PREPARATION:  Flint. 

Each 

.18 

2.7 

50245 

X.  . 

BOTTLE,  i  OZ. ,  FOR  CASE,  OFFICE: 

Each 

.45 

1.1 

50260 

X.  . 

BOWL,  4§— INCH:  Diameter,  plaster, 
rubber. 

Each 

.40 

0.5 

•  •  • 

•  •  • 

BOX  FOR  GOLD:  Jd.p3,nii6d«  •  •  •  • 

Each 

•  •  • 

Use 

77205 

50275 

•  •  • 

BOX,  VIEWING:  For  dental  films. 

Each 

20.00 

50277 

X(9) 

BOX,  VIEWING,  EXTRA  BULB: .  .  . 

Each 

.63 

0.3 

50280 

X.  . 

BROACH:  Smooth,  6 . 

Pkg. 

.67 

2.3 

50300 

X.  . 

BRUSH,  INLAY:  No.  3,  Round.  .  • 

Each 

.15 

0.9 

50310 

X.  . 

BRUSH,  SCRATCH:  Wire,  for  cleaning 
burs. 

Each 

.10 

1.8 

50330 

X.  . 

BUR,  NO.  h,  ANGLE  HANDPIECE: 

Round,  6. 

P  kg. 

.29 

8.3 

50340 

X.  . 

BUR,  NO.  1,  ANGLE  HANDPIECE: 

Round,  6. 

Pkg. 

.22 

2.2 

50350 

X.  . 

BUR,  NO.  2,  ANGLE  HANDPIECE: 

Round,  6. 

Pkg. 

.22 

16.9 

50360 

X.  . 

BUR,  NO.  4,  ANGLE  HANDPIECE: 

Round,  6. 

Pkg. 

.22 

10.7 

50370 

X.  . 

BUR,  NO.  6,  ANGLE  HANDPIECE: 

Round,  6. 

Pkg. 

.22 

10.8 

50380 

X.  . 

BUR,  NO.  8,  ANGLE  HANDPIECE: 

Round,  6. 

Pkg. 

.30 

2.9 

50390 

X.  . 

BUR,  NO.  9,  ANGLE  HANDPIECE: 

Round,  6. 

Pkg. 

.30 

7.9 

50400 

X.  . 

BUR,  NO.  10,  ANGLE  HANDPIECE: 

Round,  6, 

Pkg. 

.30 

1.6 

50410 

X.  . 

BUR,  NO.  33£,  ANGLE  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

2.6 

50420 

X.  . 

BUR,  NO.  34,  ANGLE  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

11.7 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A] 1 owance 
per  1000* 

1 

2 

3 

50430 

X. 

• 

BUR,  No.  35,  ANGLE  HANDPIECE: 

Inverted  cone,  6. 

Pkg. 

$0.22 

18.4 

50440 

X. 

• 

BUR,  No.  37,  ANGLE  HANDPIECE: 

Inverted  cone,  6. 

Pkg. 

.22 

13.0 

50450 

X. 

• 

BUR,  No.  39,  ANGLE  HANDPIECE: 

Inverted  cone,  6. 

Pkg. 

.22 

8.1 

50460 

X. 

• 

BUR,  No.  41,  ANGLE  HANDPIECE: 

Inverted  cone,  6. 

Pkg. 

.24 

2.0 

50470 

X. 

• 

BUR,  No.  200,  ANGLE  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.6 

50480 

X. 

• 

BUR,  No.  202,  ANGLE  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.6 

50490 

X. 

• 

BUR,  No.  221,  ANGLE  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.6 

50500 

X. 

• 

BUR,  No.  224,  ANGLE  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.5 

50510 

X. 

• 

BUR,  No.  226,  ANGLE  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.5 

50520 

X. 

BUR,  No.  557,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

11.3 

50530 

X. 

• 

BUR,  No.  558,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

26.0 

50540 

X. 

• 

BUR,  No.  559,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

4.3 

50550 

X. 

• 

BUR,  No.  560,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

15.8 

50570 

X. 

• 

BUR,  No.  700,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

16.6 

50580 

X. 

BUR,  No.  701,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

15.4 

50590 

X. 

• 

BUR,  No.  702,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

17.3 

50600 

X. 

• 

BUR,  No.  703,  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

3.1 

50610 

X. 

• 

BUR,  No.  4,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.29 

4.9 

50620 

X. 

• 

BUR,  No.  1,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.29 

6.8 

50630 

X. 

• 

BUR,  No.  2,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.29 

13.5 

50640 

X. 

• 

BUR,  No.  4,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.29 

13.5 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

50650 

X. 

• 

BUR,  No.  6,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

$0.29 

1.9 

50660 

X. 

• 

BUR,  No.  8,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.29 

6.8 

50670 

X. 

• 

BUR,  No.  9,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.30 

1.3 

50680 

X. 

• 

BUR,  No.  10,  STRAIGHT  HANDPIECE: 

Round,  6. 

Pkg. 

.30 

1.1 

50690 

X. 

• 

BUR,  No.  33£,  STRAIGHT  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

7.2 

50700 

X. 

• 

BUR,  No.  34,  STRAIGHT  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

1.8 

50710 

X. 

• 

BUR,  No.  35,  STRAIGHT  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

7.2 

50720 

X. 

• 

BUR,  No.  37,  STRAIGHT  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.22 

7.2 

50730 

X. 

• 

BUR,  No.  39,  STRAIGHT  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

1.3 

50740 

X. 

• 

BUR,  No.  41,  STRAIGHT  HANDPIECE: 
Inverted  cone,  6. 

Pkg. 

.24 

0.9 

50770 

X. 

• 

BUR,  No.  200,  STRAIGHT  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.7 

50780 

X. 

• 

BUR,  No.  202,  STRAIGHT  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.6 

50790 

X. 

• 

BUR,  No.  221,  STRAIGHT  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.6 

50800 

X. 

• 

BUR,  No.  224,  STRAIGHT  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.5 

50810 

X. 

• 

BUR,  No.  226,  STRAIGHT  HANDPIECE: 

Plug  finishing,  6. 

Pkg. 

.42 

0.4 

50820 

X. 

• 

BUR,  No.  557.  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

8.3 

T  *  '  * 

50830 

X. 

• 

BUR,  No.  558.  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

1.7 

50840 

X. 

• 

BUR,  No.  559,  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

4.5 

50850 

X. 

• 

BUR,  No.  560,  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

1.5 

50870 

X. 

• 

BUR,  No.  700,  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

6.8 

50880 

X. 

• 

BUR,  No.  701,  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

1.9 

7 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

50890 

X. 

• 

BUR,  No.  702  STRAIGHT  HANDPIECE: 
Fissure  dent:  ate,  6. 

Pkg. 

$0.30 

5.0 

50900 

X. 

• 

BUR,  No.  703,  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

1.9 

50990 

X. 

• 

BUR,  VULCANITE,  No.  3:  For  straight 
handpiece. 

Each 

.20 

2.6 

51000 

•  • 

• 

BURNER,  BUNSEN,  LABORATORY:  With 
spider  (issued  where  gas  is 
available)  . 

Each 

1.50 

BURNER,  BUNSEN,  OFFICE: . 

Each 

•  •  • 

Use 

41140 

BURNER,  FLAME  SHIELD:  For  burner, 
Bunsen,  office. 

Each 

•  •  • 

Use 

41145 

51035 

•  • 

• 

BURNISHER,  STELLITE,  "H":  Double 
end. 

Each 

2.27 

51045 

•  • 

• 

BURNISHER,  STELLITE,  "J":  Double 
end. 

Each 

2.27 

51055 

•  • 

• 

BURNISHER,  STELLITE,  "5-7":  Double 
end. 

Each 

2.27 

51070 

•  • 

• 

BURNISHER,  STELLITE,  "1-2":  Large. 

Each 

2.27 

51080 

s. 

• 

CABINET,  DENTAL:  White  enamel. 

Each 

174.  90 

51110 

X(3) 

(9) 

CABINET,  DENTAL,  TRAY:  .... 

Each 

.24 

0.5 

51127 

•  • 

. 

CARRIER,  AMALGAM,  No.  5: . 

Each 

.98 

51130 

•  • 

• 

CARVER,  FRAHM,  No.  1:  Amalgam,  105°. 

Each 

.50 

51140 

•  • 

• 

CARVER,  FRAHM,  No.  2:  Amalgam,  105°. 

Each 

.50 

51150 

•  • 

• 

CARVER,  FRAHM,  No.  3:  Amalgam,  105°. 

Each 

.50 

51170 

X. 

• 

CASE,  MAILING,  DENTAL,  LARGE:.  .  . 

Each 

.13 

8.8 

51175 

X. 

• 

CASE,  MAILING,  DENTAL,  SMALL:.  .  . 

Each 

.08 

5.6 

51182 

S(8) 

CASTING  UNIT,  COMPLETE: . 

Each 

175.00 

CASTING  UNIT,  BRUSH,  INLAY,  LARGE: 

Use 

50300 

CASTING  UNIT,  FLASK,  DUPLICATING, 
LARGE: 

Use 

53942 

CASTING  UNIT,  FLASK,  DUPLICATING, 
SMALL: 

Use 

53943 

CASTING  UNIT,  FLASK,  No.  3C: .  . 

•  •  • 

•  •  • 

Use 

53945 

CASTING  UNIT,  FLASK,  No.  4C: .  . 

•  •  • 

•  •  • 

Use 

53946 

CASTING  UNIT,  FURNACE,  ELECTRIC, 
LARGE: 

Use 

53275 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

CASTING  UNIT,  GLAZE,  MODEL: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  INVESTMENT,  CASTING, 
MODEL:  35  lbs. 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  LUBRICANT,  DENTAL: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  MACHINE,  CASTING, 
LARGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  SURVEYOR  AND 
DESIGNER: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  VIBRATOR,  ELECTRIC: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  BLUE, 
28  GAGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  GREEN, 
30  GAGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  PINK, 
22  GAGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  PINK, 
24  GAGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  PINK, 
26  GAGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  PINK, 
28  GAGE: 

•  •  • 

•  •  • 

•  •  • 

•  •  • 

CASTING  UNIT,  WAX,  CASTING,  READY¬ 
MADE  SHAPES: 

•  •  • 

•  •  • 

51183 

X.  . 

CASTS,  LACQUER  FOR:  3  oz.  For  use 
in  vulcanizing. 

Bottle 

.  60 

51185 

X.  . 

CELLOPHANE,  SHEETS:  4  by  4  inches, 
100. 

Pkg. 

.  13 

51210 

X.  . 

CEMENT,  PERMANENT,  DARK  BROWN: 

Powder  and  liquid,  1  oz.  each, 
oxyphosphate,  Ames. 

Box 

.75 

51220 

X.  . 

CEMENT,  PERMANENT,  PEARL  GRAY:  .  .  . 

Box 

.75 

51230 

X.  . 

CEMENT,  PERMANENT,  YELLOW:.  .  .  . 

Box 

.75 

51240 

X.  . 

CEMENT,  SILICATE,  CASE:  Empty.  .  . 

Each 

.50 

51250 

X.  . 

CEMENT,  SILICATE,  LIQUID,  CAULK: 

7  CC. 

Bottle 

.50 

51265 

X.  . 

CEMENT,  SILICATE,  SHADE  20:  12 

gms,  powder,  Caulk. 

Bottle 

1.50 

51275 

X.  . 

CEMENT,  SILICATE,  SHADE  21:  12 

gms,  powder,  Caulk. 

Bottle 

1.50 

Allowance 
per  1000* 


Use 

51183 

Use 

53655 

Use 

53938 

Use 

53940 

Use 

5582? 

Use 

56613 

Use 

56722 

Use 

56724 

Use 

56726 

Use 

56728 

Use 

56732 

Use 

56734 

Use 

56736 


0.8 


1.7 


1.8 


4.1 

3.6 

0.1 

4.6 


2.8 


2.8 


3 


*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


1 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Denial  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

51285 

X. 

CEMENT,  SILICATE,  SHADE  22: 
gms,  powder,  Caulk. 

12 

Bottle 

$1.50 

2.7 

51295 

X. 

CEMENT,  SILICATE,  SHADE  23: 
gms,  powder,  Caulk. 

12 

Bottle 

1.50 

2.7 

51305 

X. 

• 

CEMENT,  SILICATE,  SHADE  24: 
gms,  powder,  Caulk. 

12 

Bottle 

1.50 

2.7 

51315 

X. 

• 

CEMENT,  SILICATE,  SHADE  25: 
gms,  powder,  Caulk. 

12 

Bottle 

1.50 

2.4 

51325 

X. 

• 

CEMENT,  SILICATE,  SHADE  26: 
gms,  powder,  Caulk. 

6 

Bottle 

.75 

2.2 

51335 

X. 

• 

CEMENT,  SILICATE,  SHADE  27: 
gms,  powder,  Caulk. 

6 

Bottle 

.75 

2.2 

51345 

X. 

• 

CEMENT,  SILICATE,  SHADE  28: 
gms,  powder,  Caulk. 

6 

Bottle 

.75 

2.2 

51355 

X. 

m 

CEMENT,  SILICATE,  SHADE  29: 
gms,  powder,  Caulk. 

6 

Bottle 

.75 

2.3 

51385 

X. 

• 

CEMENT,  SILICATE,  MEASURING  DEVICE: 
Caulk. 

Each 

.07 

0.7 

51390 

X. 

• 

CEMENT,  SILICATE,  SHADE  GUIDE,  CAULK: 

Each 

1.80 

0.9 

51410 

X. 

• 

CEMENT,  SILICATE,  VARNISH,  1  OZ: 
And  cavity  lining. 

Bottle 

.  17 

3.6 

51422 

X. 

• 

CEMENT,  TEMPORARY,  ANODYNE:  Powder 

2  oz.,  liquid  1  oz.,  cleaner  2  oz. 

Pkg. 

.70 

2.7 

51425 

X. 

• 

CERVICAL  MATRIX:  Tubular  celluloid, 
Caulk. 

Box 

.45 

1.4 

51427 

s(8) 

CHAIR,  OFFICE  LABORATORY:  .  .  . 

• 

Each 

17.50 

51430 

s. 

• 

CHAIR,  OPERATING: . 

Each 

270.00 

51440 

X(3)(9) 

CHAIR,  OPERATING,  OIL,  1  GAL: 

•  • 

Tin 

1.25 

0.3 

51460 

X. 

• 

CHARCOAL  BLOCK:  3  by  5  inches. 

•  • 

Each 

.33 

0.8 

51487 

•  • 

• 

CHISEL,  OSSEOUS,  STOUT,  No.  1:. 

Each 

1.35 

51495 

•  • 

CHISEL,  OSSEOUS,  STOUT,  No.  2:. 

Each 

1.35 

51505 

•  • 

• 

CHISEL,  OSSEOUS,  STOUT,  No.  3:. 

Each 

1.35 

51540 

•  • 

• 

CHISEL,  No.  3:  Long  handle. 

Each 

.30 

51550 

•  • 

• 

CHISEL,  No.  5:  Long  handle.  . 

Each 

.45 

51580 

•  • 

• 

CHISEL,  No.  48:  Long  handle.  . 

Each 

.45 

51585 

•  . 

• 

CHISEL,  WEDELSTAEDT,  No.  41:.  . 

• 

Each 

.54 

51587 

•  • 

• 

CHISEL,  WEDELSTAEDT,  No.  42: .  . 

. 

Each 

.54 

51590 

•  • 

• 

CLAMP,  No.  19:  Rubber  dam.  . 

. 

Each 

.45 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  L942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1 owance 
per  1000* 

1 

2 

3 

51600 

9  0  0 

CLAMP,  No.  20:  Rubber  dam.  ... 

Each 

$0.45 

51610 

•  •  • 

CLAMP,  No.  21:  Rubber  dam.  ... 

Each 

.45 

51620 

•  •  • 

CLAMP,  No.  22A:  Rubber  dam.  ... 

Each 

.45 

51630 

9  9  0 

CLAMP,  No.  23A:  Rubber  dam.  ... 

Each 

.45 

51640 

•  00 

CLAMP,  No.  56:  Rubber  dam.  ... 

Each 

.45 

51660 

X.  . 

CLEANERS,  No.  0:  Pulp  canal,  12.  . 

Pkg. 

.17 

2.2 

51670 

X.  . 

CLEANERS,  No.  1:  Pulp  canal,  12.  . 

Pkg. 

.17 

1.7 

51680 

X.  . 

CLEANERS,  No.  2:  Pulp  canal,  12.  . 

Pkg. 

.30 

1.6 

51690 

X.  . 

CLEANERS,  No.  3:  Pulp  canal,  12.  . 

Pkg. 

.30 

1.8 

51700 

X.  . 

CLEANERS,  No.  4:  Pulp  canal,  12.  . 

Pkg. 

.30 

1.4 

51710 

x(l) 

COMPOUND,  CAKE,  4  LB:  Modeling.  . 

Box 

.23 

4.7 

51740 

S(4) 

COMPRESSOR  UNIT,  WITH  12  GAL  TANK: 

Air,  automatic,  for  2  to  4  chairs. 

Each 

108.75 

51750 

S(4) 

COMPRESSOR  UNIT,  WITH  40  GAL  TANK: 

Air,  automatic,  for  4  to  10  chairs. 

Each 

154.00 

51760 

X(9) 

COMPRESSOR  UNIT,  METAL  TUBING:.  . 

Foot 

.05 

3.9 

51770 

X(9) 

COMPRESSOR  UNIT,  »T»  CONNECTION, 

No.  8: 

Each 

1.40 

0.3 

51780 

X(9) 

COMPRESSOR  UNIT,  TERMINAL  COCK,  9: 

Each 

2.00 

0.1 

51785 

X.  . 

CONDUCTOR:  For  Howes  treatment,  36. 

Box 

.84 

0.5 

51790 

X.  . 

CONE,  No.  3:  Felt,  pointed,  large. 

Each 

.30 

1.4 

51800 

X.  . 

CONE,  No.  6:  Felt,  blunt,  large.  • 

Each 

.16 

0.9 

51810 

X.  . 

COTTON  ROLLS,  3/8-INCH:  By  6-inch, 
absorbent,  100. 

Box 

.46 

9.0 

51820 

X.  . 

COTTON  ROLLS,  4— INCH:  By  6-inch, 
absorbent,  100. 

Box 

.46 

8.1 

51830 

X.  . 

COVER,  ROUND:  14— inch,  paper, 
aseptic,  100. 

Box 

.72 

13.5 

51850 

s.  . 

CROWNS:  Assortment,  No.  10,  detached 

post  516  crowns  and  585  posts. 
Complete  in  case,  Army  type. 

Set 

93.35 

51860 

X(3)(9) 

CROWNS,  CROWN  FOR:  (List  in 
triplicate  showing  tooth  mold  and 
shade  to  accompany  requisition) • 

Each 

.15 

1.1 

51870 

X(3)(9) 

CROWNS,  POST  FOR:  Straight,  Nos. 

1,  2,  3,  4,  split  and  offset 
(list  in  triplicate  showing  type 
to  accompany  requisition). 

Each 

.05 

0.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT  1  cwance 
per  1000’ 

1 

2 

3 

51875 

• 

•  • 

CROWN  AND  SPLINT  REMOVER:  Pliers,  No.  5 

Each 

$4.50 

51885 

• 

•  • 

CROWN  REMOVER,  SIMPLEX:  With  2  points, 
Crescent  Co. 

Each 

2.00 

51&90 

X. 

• 

CUP,  PAPER:  100 . 

Box 

.20 

18.0 

51900 

• 

•  • 

CUP,  PAPER,  HOLDER: . 

Each 

.34 

51905 

X. 

• 

CUP,  POLISHING:  Soft  rubber,  small,  72. 

Box 

2.12 

0.2 

51966 

• 

•  • 

CURETTE,  F.  F.  MOLT,  No.  2:  .  .  .  . 

Each 

2.25 

51967 

• 

•  e 

CURETTE,  F.  F.  MOLT,  No.  4: .  .  .  . 

Each 

2.25 

51968 

• 

•  • 

CURETTE,  F.  F.  MOLT,  No.  9L: .  .  .  . 

Each 

2.25 

51969 

• 

•  • 

CURETTE ,  F.  F.  MOLT,  No.  10 R: .  .  . 

Each 

2.25 

52060 

• 

•  • 

DENTIMETER:  Metal  handle,  Kirk.  .  • 

Each 

.40 

52070 

X. 

• 

DENTIMETER,  IRON  WIRE,  l/8  OZ:  36  gage 

Spool 

.06 

0.5 

52071 

X(l)(8) 

DENTURE  BASE  MATERIAL,  ACRYLIC,  CLEAR: 
10  unit  package. 

Pkg. 

20.00 

0.5 

52072 

X(l)(8) 

DENTURE  BASE  MATERIAL,  ACRYLIC,  PINK: 

10  unit  package. 

Pkg. 

20.00 

1.4 

52110 

X. 

• 

DISK,  CARBORUNDUM,  CONCAVE,  4- INCH: 
Separating. 

Each 

.01 

14.4 

52120 

X. 

• 

DISK,  CARBORUNDUM,  CONCAVE,  5/8-INCH: 
Separating  with  rubber  center. 

Each 

.01 

14.4 

52130 

X. 

• 

DISK,  CARBORUNDUM,  CONCAVE,  7/8-INCH:. 

Each 

.01 

14.4 

52140 

X. 

• 

DISK,  CARBORUNDUM,  KNIFE  EDGE,  4-INCH:  . 

Each 

.04 

13.5 

52150 

X. 

• 

DISK,  CARBORUNDUM,  KNIFE  EDGE,  5/8- 
INCH: 

Each 

.04 

12.6 

52160 

X. 

• 

DISK,  CARBORUNDUM,  KNIFE  EDGE,  3/4- 
INCH: 

Each 

.04 

13.5 

52170 

X. 

• 

DISK,  CARBORUNDUM,  KNIFE  EDGE,  7/8- 
INCH: 

Each 

.04 

10.8 

52180 

X. 

• 

DISK,  CUTTLEFISH  PAPER,  4-INCH:  Grit 
7/0,  100. 

Box 

.05 

1.1 

52190 

X. 

• 

DISK,  CUTTLEFISH  PAPER,  5/8-INCH: 

Grit  7/0,  100. 

Box 

.05 

1.1 

52200 

X. 

• 

DISK,  CUTTLEFISH  PAPER,  3/4-INCH: 

Grit  7/0,  100. 

Box 

.05 

1.4 

52210 

X. 

• 

DISK,  CUTTLEFISH  PAPER,  7/8-INCH: 

Grit  7/0,  100. 

Box 

.05 

1.9 

52220 

X. 

• 

DISK,  EMERY  PAPER,  4-INCH:  No.  0 
grix,  100. 

Box 

.05 

1.3 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

52230 

X. 

• 

DISK,  EMERY  PAPER,  5/8-INCH:  No.  0 
grit,  100. 

Box 

$0.05 

1.3 

52240 

X. 

• 

DISK,  IMERY  PAPER,  3 /4-INCH:  No.  0 
grit,  100. 

Box 

.05 

1.1 

52250 

X. 

• 

DISK,  EMERY  PAPER,  7/8-INCH:  No.  0 
grit,  100. 

Box 

.05 

0.8 

52260 

X. 

• 

DISK,  GARNET  PAPER,  £-INCH:  No.  0 
grit,  100. 

Box 

.05 

1.1 

52270 

X. 

• 

DISK,  GARNET  PAPER,  5/8-INCH:  No.  0 
grit,  100. 

Box 

.05 

1.1 

52280 

X. 

• 

DISK,  GARNET  PAPER,  3/4-INCH:  No.  0 
grit,  100. 

Box 

.05 

1.1 

52290 

X. 

• 

DISK,  GARNET  PAPER,  7/8-INCH:  No.  0 
grit,  100. 

Box 

.05 

0.8 

52295 

X. 

• 

DISK,  METAL  ABRASIVE,  5/ 8-INCH:  Safe 
side.  Lightning. 

Card 

.60 

4.5 

52297 

X. 

• 

DISK,  METAL  ABRASIVE,  7/8-INCH:  Safe 
side.  Lightning. 

Card 

.60 

4.5 

52300 

X. 

• 

DISK,  PAPER:  Assorted  grits  and 
sizes,  525. 

Box 

.24 

2.2 

52310 

X. 

• 

DISK,  SANDPAPER,  J-INCH:  No.  0  grit, 
100. 

Box 

.05 

1.4 

52320 

X. 

• 

DISK,  SANDPAPER,  5/8-INCH:  No.  0 
grit,  100. 

Box 

.05 

1.1 

52330 

X. 

• 

DISK,  SANDPAPER,  3/4-INCH:  No.  0 
grit,  100. 

Box 

.05 

1.1 

52340 

X. 

• 

DISK,  SANDPAPER,  7/8-INCH:  No.  0 
grit,  100. 

Box 

.05 

0.5 

52360 

X. 

• 

DISK,  VULCARBO.  3/4-INCH:  Separating, 
safe  side,  w/hub. 

Each 

.01 

39.1 

52380 

X. 

• 

DISSOLVER,  3  CC:  Novocain,  •with 
extra  cup. 

Each 

. 

00 

CO 

2.9 

52390 

x(9) 

DISSOLVER,  3  CC,  CUP: . 

Each 

.27 

0.9 

52465 

•  • 

• 

ELEVATOR,  STOUT  "A": . 

Each 

2.25 

52470 

•  • 

• 

ELEVATOR,  MALAR,  IVY: . 

Each 

2.40 

52495 

•  • 

• 

ELEVATOR,  POTTS,  No.  3: . 

Each 

1.20 

52496 

•  • 

• 

ELEVATOR,  POTTS,  No.  4: . 

Each 

1.20 

52497 

•  • 

• 

ELEVATOR,  WINTER,  No.  1  L:  .  .  .  . 

Each 

1.00 

52498 

•  • 

• 

ELEVATOR,  WINTER,  No.  1  R: .  .  .  . 

Each 

1.00 

52500 

•  • 

m 

ELEVATOR,  WINTER,  No.  122:  Metal 
handle. 

Each 

1.75 

*  Deteriorating  items  -  1,000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

AT  1  owance 
per  1000* 

1 

2 

3 

52510 

•  •  • 

ELEVATOR,  WINTER,  No.  123:  Metal 
handle. 

Each 

$1.75 

52520 

•  •  • 

ELEVATOR,  WINTER,  No.  135:  Metal 
handle. 

Each 

1.75 

52525 

S(4)(8) 

ENGINE,  ELECTRIC,  BENCH  MOUNTED, 
LABORATORY: 

Each 

116.40 

52530 

S(4) 

ENGINE,  ELECTRIC,  MOBILE:  Folding 
bracket . 

Each 

159.00 

52535 

S(4) 

ENGINE,  ELECTRIC,  WALL  BRACKET  TYPE: . 

Each 

125.00 

52540 

X(3)(9) 

ENGINE,  CARBON  BRUSH:  2.  .  .  . 

Set 

.25 

0.5 

52550 

X(3)  (9) 

ENGINE,  CORD: . 

Each 

.42 

2.7 

52560 

X(9) 

ENGINE,  OIL,  1  OZ: . 

Bottle 

.15 

3.6 

52570 

S.  . 

ENGINE,  FOOT: . . 

Each 

45.00 

52590 

X(9) 

ENGINE,  FOOT,  CORD:  15  feet,  6 
inches . 

Each 

.20 

1.1 

52610 

•  •  • 

ENGINE,  HANDPIECE,  ANGLE:  (Requi¬ 
sitions  will  state  type  of  connection 
for  which  required) . 

Each 

9.00 

52627 

X.  . 

ENGINE,  HANDPIECE,  LUBRICATING  GREASE: 
h  oz. 

Tube 

.15 

2.7 

52630 

•  •  • 

ENGINE,  HANDPIECE,  STRAIGHT:.  .  .  . 

Each 

16.50 

52650 

•  •  • 

EXCAVATOR,  No.  8:  Long  handle  cutting 
instrument,  Black. 

Each 

.30 

52660 

•  •  • 

EXCAVATOR,  No.  17:  Long  handle 
cutting  instrument,  Black. 

Each 

.41 

52670 

•  •  • 

EXCAVATOR,  No.  23:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52680 

•  •  • 

EXCAVATOR,  No.  34:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52695 

•  •  • 

EXCAVATOR,  No.  49:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52697 

•  •  • 

EXCAVATOR,  No.  50:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52698 

•  •  • 

EXCAVATOR,  No.  53:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52699 

•  •  • 

EXCAVATOR,  No.  54:  Long  handle 
cutting  instrument.  Black. 

Each 

.60 

52700 

•  •  • 

EXCAVATOR,  No.  57:  Long  handle 
cutting  instrument.  Black. 

Each 

.60 

52710 

•  •  • 

EXCAVATOR,  No.  58:  Long  handle 
cutting  instrument,  Black. 

Each 

.45 

*  Deteriorating  items  -  1,000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

52720 

•  •  • 

EXCAVATOR,  No.  63:  Long  handle 
cutting  instrument.  Black. 

Each 

$0.47 

52730 

•  •  • 

EXCAVATOR,  No.  64:  Long  handle 
cutting  instrument,  Black. 

Each 

.47 

52772 

• 

• 

EXCAVATOR,  No.  77:  Long  handle 
cutting  instrument.  Black. 

Each 

.60 

52773 

• 

• 

EXCAVATOR,  No.  78:  Long  handle 
cutting  instrument.  Black. 

Each 

.60 

52774 

• 

• 

EXCAVATOR,  No.  79:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52775 

• 

• 

EXCAVATOR,  No.  80:  Long  handle 
cutting  instrument.  Black. 

Each 

.60 

52780 

• 

• 

EXCAVATOR,  No.  81:  Long  handle 
cutting  instrument.  Black. 

Each 

.47 

52782 

• 

• 

EXCAVATOR,  No.  83:  Long  handle 
cutting  instrument,  Black. 

Each 

.47 

52783 

• 

• 

EXCAVATOR,  No.  84:  Long  handle 
cutting  instrument.  Black. 

Each 

.47 

52785 

•  •  • 

EXCAVATOR,  No.  86:  Long  handle 
cutting  instrument.  Black. 

Each 

.47 

52790 

• 

• 

EXPLORER,  No.  5:  Long  handle.  •  • 

Each 

.26 

52800 

•  •  • 

EXPLORER,  No.  6:  Long  handle.  .  • 

Each 

.21 

52810 

•  •  • 

EXPLORER,  No.  23:  Long  handle.  .  . 

Each 

.21 

52850 

s.  . 

FACINGS:  Assortment,  No.  21, 

Steele's  Trubyte. 

Set 

185.00 

52860 

X(3)  (9) 

FACINGS,  FACING  REPLACEMENT: 

(List  in  triplicate  showing 
type  of  facing  tooth  mold 
and  shade  to  accompany 
requisition)  . 

Each 

o 

n 

• 

9.0 

52870 

X(3)  (9) 

FACINGS,  BACKING  REPLACEMENT: 

(List  in  triplicate  showing 
number  of  each  backing  re¬ 
quired  to  accompany  requi¬ 
sition)  . 

Each 

.67 

9.0 

52874 

•  •  • 

FILE,  BONE,  No.  60:  Concave, 

Friedman,  plain  cut. 

Each 

3.83 

52875 

•  •  • 

FILE,  BONE,  No.  61:  Flat,  Friedman, 
plain  cut. 

Each 

3.83 

52880 

X.  . 

FILE,  GOLD,  FLAT:  5-inch.  ... 

Each 

.27 

0.1 

52890 

X.  . 

FILE,  GOLD,  HALF-ROUND:  6-inch.  . 

Each 

. 

to 

00 

0.2 

52900 

X.  . 

FILE,  GOLD,  ROUND:  6-inch.  .  .  . 

Each 

.17 

0.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

1 

2 

3 

52960 

X.  . 

FILE,  RHEIN,  No.  31:  Finishing.  . 

Each 

$0.50 

0.2 

52970 

X.  . 

FILE,  RHEIN,  No.  32:  Finishing.  . 

Each 

.50 

0.5 

52980 

X.  . 

FILE,  ROOT,  CANAL,  "B",  No.  1: 

Kerr,  6. 

P  kg. 

.45 

0.4 

1 

52990 

X.  . 

FILE,  ROOT,  CANAL,  "B",  No.  3:  .  .  . 

Pkg. 

.45 

0.5 

53000 

X.  . 

FILE,  ROOT,  CANAL,  "B",  No.  4:.  .  . 

Pkg. 

.45 

0.9 

53040 

X.  . 

FILE,  VULCANITE ,  DOUBLE  END:  8- inch, 
half-round. 

Each 

.36 

0.4 

53050 

X.  . 

FILE,  VULCANITE,  ROUND:  8-inch.  . 

Each 

.23 

0.2 

53060 

X.  . 

FILE,  WALL,  No.  3:  Finishing.  .  . 

Each 

.55 

0.5 

53070 

X.  . 

FILE,  WALL,  No.  4: . 

Each 

.55 

0.5 

53080 

X.  . 

FILE,  WOOD,  RASP:  12-inch,  half- 
round. 

Each 

.52 

0.1 

53090 

X.  . 

FINISHER,  No.  2:  Vulcanite, 

Kingsley. 

Each 

.22 

0.4 

53100 

X.  . 

FINISHER,  No.  4: . 

Each 

.22 

0.3 

53110 

X.  . 

FLOSS,  100  YARDS:  Silk,  waxed, 
medium,  flat  on  spool  in  container. 

Spool 

.34 

12.2 

53130 

X.  . 

FLUX,  REDUCING: . 

Bottle 

.21 

0.4 

53135 

•  •  • 

FORCEPS,  BONE,  RONGEUR,  No.  5S: .  . 

Each 

6.40 

53136 

•  •  • 

FORCEPS,  BONE,  RONGEUR,  No.  4A: .  . 

Each 

7.00 

53140 

0  0  0 

FORCEPS,  CROWN  SLITTING:  Rever¬ 
sible. 

Each 

5.15 

53150 

x(3) (9) 

FORCEPS,  CROWN  SLITTING,  BLADE:. 

Each 

.33 

1.1 

53155 

•  •  • 

FORCEPS,  HAWKS  ILL,  ARMY: . 

Each 

5.90 

53160 

• 

• 

FORCEPS,  RUBBER  DAM,  CLAMP:  Brewer. 

Each 

2.00 

53170 

• 

m 

FORCEPS,  RUBBER  DAM,  PUNCH:  SSW 
perfected. 

Each 

2.75 

53175 

• 

• 

FORCEPS.  WINTER,  No.  1:  Tooth 
extract ing. 

Each 

6.35 

53180 

•  •  • 

FORCEPS,  No.  15:  Tooth  extracting. 

Each 

3.75 

53190 

•  •  • 

FORCEPS,  No.  18R:  Tooth  extracting. 

Each 

3.75 

53200 

•  •  • 

FORCEPS,  No.  18L:  Tooth  extracting. 

Each 

3.75 

53220 

•  •  • 

FORCEPS,  No.  65:  Tooth  extracting. 

Each 

3.75 

53230 

m  m  m 

FORCEPS,  No.  103:  Tooth  extracting. 

Each 

6.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 
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No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

53240 

• 

• 

FORCEPS,  No.  150A:  Tooth  extracting. 

Each 

$6.00 

53250 

•  •  • 

FORCEPS,  No.  15 1A:  Tooth  extracting. 

Each 

6.00 

53260 

•  •  • 

FORCEPS,  No.  210:  Tooth  extracting. 

Each 

6.00 

53262 

•  •  • 

FORCEPS,  No.  215:  Tooth  extracting. 

Each 

6.25 

53264 

•  •  • 

FORCEPS,  No.  217:  Tooth  extracting. 

Each 

6.25 

53270 

X.  . 

FRAME,  HEATING:  Wire  net,  4  by  4 
inches. 

Each 

.21 

0.5 

53275 

S(4)(8) 

FURNACE,  ELECTRIC,  LARGE:.  .  .  .  . 

Each 

85.00 

53278 

(4) 

FURNACE,  ELECTRIC,  SMALL:  Inlay  and 
heat  treating  metals. 

Each 

18.00 

53279 

X(3)(9) 

FURNACE,  ELECTRIC,  SMALL,  HEATING 
ELEMENT: 

Each 

.40 

0.01 

53280 

• 

• 

GAGE:  Millimeter,  Boley.  .... 

Each 

1.25 

53295 

•  •  • 

GLASS,  READING,  MAGNIFYING:  24- 
inch. 

Each 

1.00 

53310 

• 

• 

GOLD,  CASTING,  5-CROWN,  2  DWT: .  .  . 

Ingot 

2.98 

53320 

• 

• 

GOLD,  CASTING,  INLAY,  2  DWT: 

Medium. 

Ingot 

1.90 

53330 

•  •  • 

GOLD,  CASTING,  SADDLE  BAR  AND  CLASP: 

2  dwt. 

Ingot 

1.76 

53340 

•  •  • 

GOLD  FOIL,  l/lO  OZ:  Cylinders, 
cohesive,  assorted  sizes. 

Bottle 

4.38 

53350 

• 

• 

GOLD,  LINGUAL  BAR,  LONG,  2  DWT: 

16K,  25— inch. 

Each 

2.38 

53360 

•  •  • 

GOLD,  LINGUAL  BAR,  MEDIUM,  14  DWT: 

16K,  24— inch. 

Each 

1.79 

53370 

•  •  • 

GOLD  PLATE,  22K,  5  DWT:  30  gage.  . 

Piece 

8.12 

53380 

.  .  . 

GOLD  PLATE,  24K,  3  DWT:  36  gage.  . 

Piece 

5.25 

53390 

• 

• 

GOLD  SOLDER,  16K:  Fineness  not  less 
than  0.530. 

Dwt 

.99 

53400 

•  •  • 

GOLD  SOLDER,  18K:  Fineness  not  less 
than  0.650. 

Dwt 

1.19 

53410 

•  •  • 

GOLD  SOLDER,  20K:  Fineness  not  less 
than  0.729. 

Dwt 

1.33 

53420 

• 

• 

GOLD  SOLDER,  22K:  Fineness  not  less 
than  0.800. 

Dwt 

1.45 

53430 

• 

• 

GOLD  WIRE,  14  GAGE,  HALF-ROUND: 
Elastic. 

4  Dwt 

5.64 

•  •  t 

53440 

•  •  • 

GOLD  WIRE,  14  GAGE,  ROUND:  Elastic. 

4  Dwt 

5.88 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

53450 

•  •  • 

GOLD  WIRE,  16  GAGE,  ROUND:  Elastic. 

4  Dwt 

$5.80 

53460 

•  •  • 

GOLD  WIRE,  18  GAGE,  ROUND:  Elastic. 

4  Dwt 

5.64 

53480 

X(l) 

GUTTA-PERCHA,  HIGH  HEAT,  &  OZ: 

St  opping. 

Box 

.15 

0.4 

53490 

X(1) 

GUTTA-PERCHA,  TEMPORARY,  1  OZ: 

Pink,  stopping. 

Box 

.12 

1.4 

53493 

.  .  . 

HAMMER,  BALL  PE IN:  8  oz.  .  .  . 

Each 

1.15 

53510 

(4) 

HEATER:  With  2  spraying  units,  1 
syringe  unit  and  1  water  glass. 

Each 

18.90 

53520 

•  •  • 

HEATER,  CUTOFF,  FOR  AIR:  With 

8  feet  silk  covered  tubing, 
and  i— inch  hose  union.  (Use 

56590  for  tubing  replacement). 

Each 

7.90 

53525 

(3)  (9) 

HEATER,  SPRAYING  UNIT: 

(Bottle  and  spray). 

Each 

1.50 

0  0  0 

(3)  (9) 

HEATER,  SPRAYING  UNIT, 

BOTTLE  ONLY: 

Each 

•  •  • 

Use 

36122 

53526 

(3)  (9) 

HEATER,  SYRINGE  UNIT: 

(Bottle  and  syringe). 

Each 

1.50 

53540 

X(3)  (9) 

HEATER,  WATER  GLASS: . 

Each 

• 

o 

CO 

0.4 

53550 

(4) 

HEATER  FOR  COMPOUND:  Complete 
with  heating  element. 

Each 

19.00 

53560 

X(3)  (4) 
(9) 

HEATER  FOR  COMPOUND,  HEATING 
ELEMENT: 

Each 

6.75 

0.02 

53570 

X  (3)  (9) 

HEATER  FOR  COMPOUND,  THERMOMETER: 

Each 

2.00 

0.03 

53580 

•  •  • 

HOLDER,  COTTON:  Met hot . 

Each 

.50 

53590 

X.  . 

HOLDER,  MERCURY:  Ebony  or  boxwood. 

Each 

.25 

0.7 

53600 

X.  . 

HOLDER,  NAPKIN:  Adam . 

Each 

.13 

0.7 

53610 

•  •  • 

HOLDER,  NERVE  BROACH: . 

Each 

.71 

53620 

0  0  0 

HOLDER,  RUBBER  DAM:  Anatomik.  .  . 

Each 

00 

53625 

X.  . 

IMPRESSION  COMPOUND:  Elastic,  12 
sticks  in. 

Cart  on 

3.24 

2.8 

53627 

•  •  • 

IMPRESSION  COMPOUND,  SYRINGE, 

MIXING: 

Each 

6.00 

53628 

•  •  • 

IMPRESSION  COMPOUND,  TRAYS:  Water 
cooled.  6.  (Large,  medium,  small, 
upper  and  lower) . 

Set 

11.75 

53655 

X(8) 

INVESTMENT,  CASTING,  MODEL:  35  lb. 
in  drum. 

Drum 

5.60 

1.6 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

53660 

X.  . 

INVESTMENT  COMPOUND,  CROWN  AND 

BRIDGE,  4  LB: 

Tin 

$0.56 

2.7 

53665 

X.  . 

INVESTMENT,  INLAY:  3^  lbs.  .  .  . 

Tin 

1.20 

2.7 

53667 

X.  . 

INVESTMENT,  INLAY,  CONTROL  POWDER: 

4i  lbs. 

Tin 

1.20 

1.4 

53668 

•  •  • 

INVESTMENT,  INLAY,  SCALE:.  .  .  . 

Each 

2.25 

53720 

•  •  • 

KNIFE,  OFFICE: . 

Each 

.  90 

53730 

•  •  • 

KNIFE,  PLASTER,  SSW-10: . 

Each 

1.25 

53740 

•  •  • 

KNIFE,  PRIME,  No.  14:  Finishing.  . 

Each 

.45 

53750 

•  •  • 

KNIFE,  PRIME,  No.  15:  Finishing.  . 

Each 

.45 

53780 

•  •  • 

LADLE,  MELTING,  SSW-8: . 

Each 

.29 

53800 

•  •  • 

LAMP,  ALCOHOL,  SSW-1:  With  flame 
shie  Id.. 

Each 

1.17 

53810 

X(9) 

LAMP,  ALCOHOL,  SSW-1,  WICK:.  .  . 

Each 

.01 

2.8 

53820 

•  •  • 

LAMP,  ALCOHOL,  LARGE:  Purdy 
(issued  where  gas  is  not  available). 

Each 

.78 

53830 

X(9) 

LAMP,  ALCOHOL,  LARGE,  WICK:.  .  . 

Each 

.04 

1.6 

53880 

S(4) 

LAMP,  OPERATING:  With  adjustable 
wall  bracket  or  operating  unit 
attachment  (state  which). 

Each 

35.00 

53885 

X  (3)  (9) 

LAMP,  OPERATING,  GLASS  SHADE:.  . 

Each 

1.90 

0.04 

53890 

K(3)(4) 

(9) 

LAMP,  OPERATING,  LAMP  BULB: 
Requisitions  will  state  wattage 
and  voltage. 

Each 

.60 

3.5 

53900 

•  •  • 

LANCET,  EXACT,  No.  1:  Curved  metal 
handle . 

Each 

.55 

53905 

•  •  • 

LANCET,  No.  2:  SSW,  full  curve.  . 

Each 

.75 

53910 

.  .  . 

LANCET,  VOLLAND,  No.  2:  Straight 
metal  handle. 

Each 

.55 

53920 

S(4) 

LATHE,  ELECTRIC:  With  7  chucks  and 
bur  chuck. 

Each 

49.20 

53925 

S(4) 

LATHE,  ELECTRIC,  HEAVY  DOTY: .  .  . 

Each 

45.00 

53930 

(9) 

LATHE,  ELECTRIC,  DUST  SPLASHER: 

Each 

2.98 

53937 

S(8) 

LIGHT,  BENCH,  LABORATORY:.  .  .  . 

Each 

9.00 

53938 

X(8) 

LUBRICANT,  DENTAL: . 

Pint 

2.00 

1.3 

53940 

S(8) 

MACHINE,  CASTING,  LARGE,  KERR  TYPE: 

Each 

40.85 

53942 

(9) 

MACHINE,  CASTING,  LARGE,  KERR 

TYPE,  DUPLICATING  FLASK,  LARGE: 

Each 

3.00 

*  Deteriorating  items  -  1,000  men  f or  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 ] owance 
per  1000* 

1 

2 

3 

53943 

(9) 

MACHINE,  CASTING,  LARGE,  KERR 

TYPE,  DUPLICATING  FLASK,  SMALL: 

Each 

$2.50 

53945 

(9) 

MACHINE,  CASTING,  LARGE,  KERR 

TYPE,  FLASK,  No.  3C: 

Each 

.75 

53946 

(9) 

MACHINE,  CASTING,  LARGE,  KERR 

TYPE,  FLASK,  No.  4C: 

Each 

1.05 

53950 

.  .  . 

MACHINE,  CASTING,  PERFECTION:  With 
extra  counter  weight,  heavy,  for 
large  flasks. 

Each 

21.00 

53960 

X(9) 

MACHINE,  CASTING,  ASBESTOS  PAD: 
Crucible,  50. 

Box 

.25 

0.8 

53970 

X(9) 

MACHINE,  CASTING,  CRUCIBLE:.  ..  . 

Each 

.30 

0.9 

53990 

X(9) 

MACHINE,  CASTING,  INLAY  FLASK,  li- 
INCH:  By  1*  inches. 

Each 

.18 

1.5 

54000 

X(9) 

MACHINE,  CASTING,  SADDLE  AND 

BRIDGE  FLASK,  1*-INCH:  By  2 
inches . 

Each 

.24 

0.2 

54005 

•  •  • 

MALLET,  METAL:  Lead  filled.  .  .  . 

Each 

.75 

54010 

.  .  . 

MALLET,  PLUGGING: . 

Each 

1.12 

54030 

X.  . 

MANDREL,  No.  303,  FOR  ANGLE  HANDPIECE:. 

Each 

.04 

8.6 

54040 

X.  . 

MANDREL,  No.  303£,  FOR  ANGLE  HAND- 
PIECE: 

Each 

.10 

2.3 

54050 

X.  . 

MANDREL,  No.  303,  FOR  STRAIGHT  HAND- 
PIECE: 

Each 

.05 

9.9 

54060 

X.  . 

MANDREL,  No.  303*,  FOR  STRAIGHT  HAND- 
PIECE: 

Each 

.05 

7.9 

54070 

X.  . 

MANDREL,  MORGAN-MAXF IELD ,  FOR  ANGLE 
HANDPIECE: 

Each 

.30 

4.5 

54080 

X.  . 

MANDREL,  MORGAN-MAXF LELD,  FOR  STRAIGHT 
HANDPIECE: 

Each 

.30 

4.5 

54110 

(1) 

MAT,  RUBBER:  Floor,  for  dental  chair. 

Each 

16.50 

54120 

.  .  . 

MECHANICAL  DAM:  Automaton.  .  .  . 

Each 

3  .00 

54130 

X.  . 

METAL,  FUSIBLE,  2^-OZ:  Melotte's.  . 

Ingot 

.39 

1.6 

54160 

•  •  • 

MIRROR,  HAND:  Beveled,  5— inch.  .  . 

Each 

1.35 

54170 

•  •  • 

MIRROR,  MOUTH:  Metal  handle,  complete 
with  I  plane  and  1  magnifying  glass. 

Each 

.50 

54180 

X(9) 

MIRROR,  MOUTH,  PLANE  GLASS:  .  .  . 

Each 

.  15 

9.4 

54190 

X(9) 

MIRROR,  MOUTH,  MAGNIFYING  GLASS: . 

Each 

.35 

2.3 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorat ing  items  -  1,000  men  for  12  months 
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No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

54194 

• 

•  • 

MIXER,  INVESTMENT:  Inlay,  small, 
with  3^— inch  bowl. 

Each 

$3.67 

54195 

X. 

• 

M0LDINE,  h  LB:  Mellotte . 

Tin 

.80 

0.5 

54200 

x(l) 

M0LDINE  RING:  Mellotte . 

Each 

.05 

0.1 

54205 

• 

•  • 

MORTAR  AND  PESTLE,  3  CM:  Diameter, 
dental. 

Each 

.60 

54207 

X. 

• 

NAPKIN,  DENTAL:  6  by  6  inches,  500. 

Box 

1.36 

4.5 

54210 

. 

.  • 

PAN,  PICKLING:  Copper . 

Each 

.44 

54220 

X. 

. 

PAPER,  ARTICULATING:  Thick.  .  .  . 

Book 

.03 

7.2 

54230 

X. 

. 

PASTE,  ABRASIVE:  3  . . 

Tube 

.20 

1.1 

54232 

X. 

• 

PASTE,  IMPRESSION:  Rebasing.  .  . 

Pkg. 

1.75 

1.9 

PLASTER  OF  PARIS,  IMPRESSION: .  .  . 

Use20370 

PLASTER  OF  PARIS,  MODELING:  And 
f las king. 

Use20370 

54260 

• 

.  . 

PLIERS,  No.  2,  DRESSING: . 

Each 

1.10 

54270 

• 

.  • 

PLIERS,  No.  17,  DRESSING:.  .  .  . 

Each 

o 

00 

54275 

. 

•  . 

PLIERS,  No.  104:  Flat  nose,  serrated. 

Each 

4.00 

54280 

. 

.  . 

PLIERS,  No.  107,  ROUND-NOSE:.  .  . 

Each 

3.65 

54290 

• 

•  • 

PLIERS,  No.  114,  CONTOURING:  Johnson. 

Each 

3.00 

54300 

. 

.  . 

PLIERS,  No.  122,  SMOOTH-BEAK,  OFFICE: 

Each 

4.70 

54310 

. 

•  • 

PLIERS,  No.  136,  CONTOURING:  Goslee. 

Each 

2.50 

54320 

• 

•  . 

PLIERS,  No.  137,  CONTOURING:  Gordon. 

Each 

5.75 

54325 

. 

.  • 

PLIERS,  CLASP  BENDING,  JELENKO: .  . 

Each 

6.50 

54335 

* 

•  • 

PLIERS,  LABORATORY,  PARALLEL  JAWS: 

Flat  nose,  5— inch. 

Each 

2.77 

54350 

. 

.  . 

PLIERS,  LINGUAL  BAR:  Aderer.  .  . 

Each 

5.50 

54355 

. 

.  . 

PLIERS,  PROSTHETIC,  No.  HI:  Serrated 

Each 

4.70 

54357 

• 

•  • 

PLIERS,  WIRE  NIPPERS:  Side  cutting, 
5£— inch. 

Each 

1.04 

54360 

• 

*  ' 

PLUGGER,  BLACK,  No.  1:  1  h,  amalgam. 

Each 

.75 

54370 

. 

.  • 

PLUGGER,  BLACK,  No.  3:  1  h,  amalgam. 

Each 

.75 

54380 

. 

.  . 

PLUGGER,  BLACK,  No.  4:  1  h,  amalgam. 

Each 

.75 

54390 

• 

•  • 

PLUGGER,  BLACK,  No.  5:  1  h,  amalgam. 

Each 

.75 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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No. 

Notes 

Item 

Unit 

Unit  i 

Pr  ice 

A1 1 owance 
per  1000* 

1 

2 

3 

54400 

• 

•  • 

PLUGGER,  LADM0RE,  No.  3:  Plastic, 
double  end. 

Each 

$0.48 

54430 

• 

•  • 

PLUGGER,  PLASTIC,  No.  39:  1  h.  . 

Each 

.45 

54440 

• 

•  • 

PLUGGER,  ROOT  CANAL,  No.  1: 

Kerr. 

Each 

.22 

54450 

. 

.  . 

PLUGGER,  ROOT  CANAL,  No.  3:  Kerr. 

Each 

.22 

54460 

• 

.  . 

PLUGGER,  ROOT  CANAL,  No.  5:  Kerr. 

Each 

.22 

54500 

• 

•  . 

PLUGGER,  WOODSON,  No.  1:  Plastic. 

Each 

.55 

54510 

• 

•  • 

PLUGGER,  WOODSON,  No.  2:  Plastic. 

Each 

.55 

54520 

•  . 

PLUGGER,  WOODSON,  No.  3:  Plastic. 

Each 

.55 

54530 

X. 

• 

POINT,  ASEPTIC:  Absorbent  cotton, 

200. 

Box 

.38 

2.0 

54540 

X. 

• 

POINT,  No.  183,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

4.5 

54541 

X. 

• 

POINT,  No.  184,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

• 

o 

00 

4.5 

54550 

X. 

• 

POINT,  No.  186,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

5.4 

54580 

X. 

• 

POINT,  No.  211,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

6.8 

54600 

X. 

• 

POINT,  No.  226,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

4.5 

54610 

X. 

• 

POINT,  No.  227,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

3.6 

54620 

X. 

• 

POINT,  No.  234,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

7.2 

\ 

54630 

X. 

• 

POINT,  No.  241,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

4.5 

54740 

X. 

• 

POINT,  No.  183,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

5.4 

54741 

X. 

• 

POINT,  No.  184,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.08 

10.5 

54750 

X. 

• 

POINT,  No.  186,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

7.2 

54780 

X. 

• 

POINT,  No.  211,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

15.8 

54800 

X. 

• 

POINT,  No.  226,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

8.6 

54810 

X. 

• 

POINT,  No.  227,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

1  Each 

.07 

6.8 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000' 

1 

2 

3 

54820 

X.  . 

POINT,  No.  234,  STRAIGHT  HANDPIECE: 
Medium  grit,  carb orundum  mounted. 

Each 

$0.07 

10.1 

54830 

X.  . 

POINT,  No.  241,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

14.4 

54940 

x(i) 

POINT.  ROOT  CANAL,  No.  6:  Gutta¬ 
percha,  pink,  round,  150. 

Box 

.15 

0.5 

54950 

x(l) 

POINT  ROOT  CANAL,  No.  8:  Gutta¬ 
percha,  pink,  round,  150. 

Box 

.15 

0.6 

54960 

X  (l) 

POINT.  ROOT  CANAL,  No.  10:  Gutta¬ 
percha,  pink,  round,  150. 

Box 

.15 

0.8 

54970 

X  (l) 

POINT.  ROOT  CANAL,  No.  12:  Gutta¬ 
percha,  pink,  round,  150. 

Box 

.15 

0.2 

55000 

X  (l) 

POLISHER,  RUBBER  CUP:  With  1  mandrel 
each  for  straight  and  angle  hand¬ 
pieces. 

Box 

.29 

2.8 

55020 

X.  . 

POT,  WHITE:  Medicine  glass,  Dappen. 

Each 

.18 

3.2 

55030 

.  .  . 

PRESS:  Flask . 

Each 

3.00 

55040 

.  .  . 

PROBE:  Abscess,  silver,  telescoping, 

in  metal  case. 

Each 

.92 

55050 

.  .  . 

PULLER,  POST:  Little  Giant.  .  .  . 

Each 

2.00 

55060 

X.  . 

REAMER,  B— 13:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.30 

1.0 

55070 

X.  . 

REAMER,  B— 15:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.30 

0.9 

55080 

X.  . 

REAMER,  B— 17:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.30 

0.9 

55090 

X.  . 

REAMER,  B— 19:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.40 

0.9 

55150 

X.  . 

REAMER,  PEES0,  No.  2:  Root  canal, 
for  straight  handpiece. 

Each 

.30 

0.7 

55160 

X.  . 

REAMER,  PEESO,  No.  3:  Root  canal, 
for  straight  handpiece. 

Each 

.30 

0.7 

55190 

.  .  . 

RETAINER,  MATRIX,  No.  1: . 

Each 

3.60 

55200 

x(9) 

RETAINER,  MATRIX,  BICUSPID 

BAND,  MEDIUM:  Small. 

Pkg. 

.18 

5.4 

55210 

X(9) 

RETAINER,  MATRIX,  BICUSPID 

BAND,  NARROW:  Small. 

Pkg. 

.18 

5.6 

55220 

X(9) 

RETAINER,  MATRIX,  MOLAR  BAND, 
MEDIUM:  Small. 

Pkg. 

.18 

5.2 

55230 

X(9) 

RETAINER,  MATRIX,  MOLAR  BAND, 
NARROW:  Small. 

Pkg. 

.18 

4.5 

*  Deteriorating  items  -  1,000  men  i or  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 

per  1000* 

1 

2 

3 

55232 

.  .  . 

RETAINER,  MATRIX,  No.  9:  JWI.  .  . 

Each 

$3.00 

55234 

X(9) 

RETAINER,  MATRIX,  BICUSPID  BAND, 

No.  8:  Medium. 

Pkg. 

.32 

1.9 

55236 

X(9) 

RETAINER,  MATRIX,  MOLAR  BAND,  No. 

8:  Medium. 

Pkg. 

.32 

1.9 

55240 

.  .  . 

RETRACTOR,  BUCKLEY:  Tissue.  .  .  . 

Each 

2.50 

55270 

X.  . 

ROSIN,  1  OZ:  Bernadel . 

Pkg. 

.08 

0.5 

55280 

X.  . 

ROUGE,  1  OZ:  Polishing . 

St  ick 

.09 

1.7 

55290 

X(1) 

RUBBER  DAM:  Dark,  medium,  6— inch  by 
18-feet . 

Roll 

.48 

0.4 

55320 

X(1) 

RUBBER,  LIGHT  RED:  £  lb . 

Box 

.72 

1.3 

55330 

x(l) 

RUBBER,  DENTURE,  ALL  PURPOSE,  PINK: 

£  lb.’ 

Box 

2.50 

0.8 

55340 

X(l) 

RUBBER,  NATURE  GUM:  £  lb . 

Box 

1.75 

0.6 

55350 

X.  . 

SANDARAC  VARNISH,  4  OZ: . 

Bottle 

.20 

1.1 

55360 

.  .  . 

SAW  FRAME:  Mechanical . 

Each 

.30 

55370 

X.  . 

SAW  FRAME,  FLAT  BLADE,  No.  0:  12. 

Bundle 

.07 

1.1 

55380 

X.  . 

SAW  FRAME,  FLAT  BLADE,  No.  8:  12. 

Bundle 

.13 

1.1 

55390 

X.  . 

SAW  FRAME,  SPIRAL  BLADE:  12.  . 

Bundle 

.08 

1.2 

55400 

X.  . 

SAW,  RIBBON:  3/8—  inch,  thin. 

Each 

.10 

1.8 

55410 

.  .  . 

SCALER,  No.  3:  1  h . 

Each 

.45 

55420 

SCALER,  No.  6:  1  h . 

Each 

.45 

55440 

•  •  • 

SCALER,  No.  33:  1  h . 

Each 

.45 

55450 

•  •  • 

SCALER,  No.  34:  1  h . 

Each 

.45 

55456 

•  •  • 

SCALER,  PYORRHEA,  GRACEY,  No.  5:.  . 

Each 

.90 

55458 

.  .  . 

SCALER,  PYORRHEA,  GRACEY,  No.  6:.  . 

Each 

.90 

55460 

SCALER,  PYORRHEA,  GRACEY,  No.  11:.  . 

Each 

.90 

55462 

SCALER,  PYORRHEA,  GRACEY,  No.  12: .  . 

Each 

.90 

55464 

.  .  . 

SCALER,  PYORRHEA,  GRACEY,  No.  13:.  . 

Each 

.90 

55466 

SCALER,  PYORRHEA,  GRACEY,  No.  14: .  . 

Each 

.90 

55495 

•  •  • 

SCALER,  PYORRHEA,  TOWNER,  No.  01-5:. 

Each 

.90 

55497 

.  .  . 

SCALER,  PYORRHEA,  TOWNER,  No.  02-6:. 

Each 

.90 

55499 

•  •  • 

SCALER,  PYORRHEA,  TOWNER,  No.  04-8: . 

Each 

.90 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1 owance 
per  1000* 

1 

2 

3 

55515 

.  .  . 

SCALER,  PYORRHEA,  YOUNGER-GOOD, 

No.  3: 

Each 

$0.48 

55520 

.  .  . 

SCALER,  PYORRHEA,  YOUNGER-GOOD, 

No.  4: 

Each 

00 

55525 

.  .  . 

SCALER,  PYORRHEA,  YOUNGER-GOOD, 

No.  15: 

Each 

.38 

55545 

.  .  . 

SCREW-DRIVER,  DENTAL:  Handpiece.  . 

Each 

.51 

55570 

.  .  . 

SEPARATOR,  ELLIOTT:  Single  bow.  . 

Each 

1.50 

55593 

.  .  . 

SHEARS,  CROWN,  UNIVERSAL:.  .  .  . 

Each 

1.20 

55595 

.  .  . 

SHEARS,  LABORATORY:  Straight,  for 
gold  plate  and  sheet  metal. 

Each 

2.41 

55600 

X.  . 

SHELLAC,  2  OZ:  Gum . 

Ctn. 

.19 

0.6 

55615 

X.  . 

SILVER,  PURE,  1  OZ:  Granulated, 
fine  grain,  0.999  fine. 

Pkg. 

.55 

0.9 

55620 

X.  . 

SLAB,  CAULK— 6:  Glass,  mixing. 

Each 

00 

CO 

• 

1.9 

55640 

X.  . 

SOLDER,  SILVER,  5  DWT: . 

Piece 

.22 

1.1 

55650 

X.  . 

SOLDER,  SOFT,  i  LB:  Wire  form. 

Coil 

.10 

0.3 

55680 

.  .  . 

SPATULA,  CEMENT:  Steel  handle.  .  . 

Each 

.50 

55690 

X.  . 

SPATULA,  PLASTER:  Steel,  4-inch 
b lade . 

Each 

.16 

0.4 

55700 

.  .  . 

SPATULA,  STELLITE:  Single  end,  for 
silicate  cement,  C. 

Each 

3.00 

55710 

.  .  . 

SPATULA,  WAX: . 

Each 

.33 

55720 

.  .  . 

SPATULA,  WAX,  SSW-31: . 

Each 

.40 

55760 

X.  . 

STICK:  Orange  wood,  large,  25. 

Bundle 

.10 

1.8 

55770 

X.  . 

STONE,  ARTIFICIAL,  5  LBS:  For 
models. 

Tin 

.63 

9.0 

55775 

S(8) 

STOOL,  REVOLVING,  LABORATORY:.  .  . 

Each 

7.50 

55780 

X.  . 

STRIP,  CELLULOID:  Thin,  100.  .  . 

Box 

.35 

3.4 

55800 

X.  . 

STRIP,  POLISHING,  COARSE:  Grit, 
assorted  widths,  100. 

Box 

.35 

1.4 

55810 

X.  . 

STRIP,  POLISHING,  FINE: . 

Box 

.22 

2.3 

55820 

X.  . 

STRIP,  POLISHING,  MEDIUM: .... 

Box 

.35 

5.6 

55825 

X.  . 

STRIP,  POLISHING,  STEEL,  FINE:  6 
each  medium  and  narrow. 

Pkg. 

.55 

1.9 

55827 

S(8) 

SURVEYOR  AND  DESIGNER,  KERR  TYPE: 

Each 

17.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies — -Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

55930 

.  .  . 

SYRINGE,  HYPODERMIC,  CARTRIDGE  TYPE, 
COMPLETE:  With  thumb  rest,  crutch 

handle,  one  long  and  one  short  hub. 

Each 

$1.80 

55934 

X(9) 

SYRINGE  HYPODERMIC,  CARTRIDGE 

TYPE,  LONG  HUB  FOR: 

Each 

.16 

0.9 

55936 

X(9) 

SYRINGE,  HYPODERMIC,  CARTRIDGE 

TYPE,  SHORT  HUB  FOR: 

Each 

.14 

0.9 

55938 

X(9) 

SYRINGE,  HYPODERMIC,  CARTRIDGE 

TYPE,  NEEDLE,  CORROSION  RESISTING 
STEEL,  25  GAGE,  1-INCH  CANULA: 
Packed  1  in  glass  vial. 

Each 

.05 

13.5 

55940 

X(9) 

SYRINGE,  HYPODERMIC,  CARTRIDGE 

TYPE,  NEEDLE,  CORROSION  RESISTING 
STEEL,  23  GAGE,  1  7/8- INCH  CANULA: 
Packed  1  in  glass  vial. 

Each 

.05 

13.5 

SYRINGE,  DENTAL:  Luer  Lok,  Posner 
modified  type  (See  remarks  38602). 

Each 

.  .  . 

Use 

38602 

55944 

(9) 

SYRINGE,  DENTAL,  NEEDLE  FOR, 

PLAT INO- IRIDIUM,  1  INCH  CANULA: 

25  gage. 

Each 

.65 

55945 

(9) 

SYRINGE,  DENTAL,  NEEDLE  FOR, 

PLAT INO- IRIDIUM,  1-5/8-INCH 

CANULA:  23  gage. 

Each 

.95 

55950 

(1) 

SYRINGE,  SPOONER:  Complete,  for 
denture  work  (small) . 

Each 

.65 

55960 

X(l)  (9) 

SYRINGE,  SPOONER,  BULB:  Rubber.  . 

Each 

.18 

0.1 

55970 

(1) 

SYRINGE,  WATER:  Moffat,  21A.  .  .  . 

Each 

1.07 

55980 

X(l)(9) 

SYRINGE,  WATER,  BULB:  Rubber.  . 

Each 

.15 

0.5 

55990 

(9) 

' SYRINGE,  WATER,  CURVED  POINT:.  . 

Each 

.15 

56000 

(9) 

SYRINGE,  WATER,  STRAIGHT  POINT:.  . 

Each 

.26 

56010 

(3) 

TABLE,  ASEPTIC:  Complete . 

Each 

7.00 

56020 

(3)  (9) 

TABLE,  ASEPTIC,  TOP:  Glass.  .  . 

Each 

7.00 

56030 

(3)  (9) 

TABLE,  ASEPTIC,  GAS  ATTACHMENT: 

For  spider  (issued  only  where  gas 
is  available)  SSW— 3C. 

Each 

4.00 

56115 

S.  . 

TEETH,  VULCANITE,  HOSPITAL  ASSORTMENT: 
Consists  of  4,398  anteriors  and 

7,328  posteriors. 

Set 

1,125.00 

56120 

X.  . 

TEETH,  VULCANITE:  New  Trubyte  (List 
in  triplicate  showing  molds,  shades 
and  teethj  to  accompany  requisition). 

Each 

ant  .  18 
pos  .06 

432.0 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


♦  V.  r* 


MEDICAL  DEPARTMENT  SOPPLT  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

56125 

. 

• 

TEETH,  MOLD  GUIDE:  New  Trubyte.  . 

Each 

$8.00 

56130 

. 

. 

TEETH,  SHADE  GUIDE: 

New  Trubyte. 

Each 

1.00 

56145 

X 

(8) 

TIN  FOIL,  0.001-INCH 
ft  lb. 

Thick,  No.  60, 

Roll 

1.00 

56150 

. 

• 

TONGS,  FLASK:  13-inch . 

Each 

.55 

56160 

• 

• 

TONGS,  SOLDEEING: . 

Each 

.91 

56220 

. 

• 

TRAY,  CROWN  AND  BRIDGE: . 

Each 

.44 

5  6225 

• 

TRAY,  IMPRESSION,  LOWER,  PARTIAL: 
Supplee,  No.  5. 

Each 

.22 

56227 

• 

• 

TRAY,  IMPRESSION,  UPPER,  PARTIAL: 
Supplee,  No.  5. 

Each 

.22 

56270 

• 

• 

TRAY,  LOWER,  BIS-18: 
orthodont  ic. 

Impression, 

Each 

.10 

56280 

• 

• 

TRAY.  LOWER,  BIS-22: 
orthodont ic. 

Impression, 

Each 

.10 

56290 

• 

TRAY.  LOWER,  BIS-24: 
orthodont ic. 

Impression, 

Each 

.10 

56300 

• 

• 

TRAY,  LOWER,  BIS-26: 
orthodontic. 

Impression, 

Each 

.10 

56310 

• 

• 

TRAY,  LOWER,  SSW-1: 
edentulous. 

Impression, 

Each 

.74 

56320 

• 

• 

TRAY,  LOWER,  SSW-3: 
ede ntulous. 

Impression, 

Each 

.74 

56330 

• 

• 

TRAY,  LOWER,  SSW-5: 
edentulous. 

Impression, 

Each 

.74 

56340 

X 

• 

TRAY.  METAL:  24  gage,  ft  lb.,  3ft 
inches  wide. 

Roll 

.75 

56360 

• 

• 

TRAY.  UPPER,  BIS-1: 
ort nodont ic. 

Impression, 

Each 

.40 

56370 

• 

• 

TRAY.  UPPER,  BIS-3: 
orthodontic. 

Impression, 

Each 

.40 

56380 

• 

• 

TRAY.  UPPER,  BIS-5: 
ort nodont ic. 

Impress  ion, 

Each 

.40 

56390 

• 

• 

TRAY.  UPPER,  BIS-7: 
orthodontic. 

Impression, 

Each 

.40 

56400 

• 

• 

TRAY,  UPPER,  BIS-9: 
orthodont ic. 

Impression, 

Each 

.33 

56410 

• 

• 

TRAY,  UPPER,  SSW-1: 
edentulous . 

Impression, 

Each 

00 

00 

56420 

• 

• 

TRAY,  UPPER,  SSW-3: 
edentulous. 

Impression, 

Each 

.73 

56430 

• 

• 

TRAY,  UPPER,  SSW-5: 
edentulous . 

Impression, 

Each 

Oi 

CO 

56450 

. 

• 

TRIMMER,  No.  26:.  . 

Each 

.16 

Al  1  owa  nee 
per  1000* 


0.9 


0.3 


1  2 


3 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

56460 

•  •  • 

TRIMMER,  No.  27: . 

Each 

$0.16 

56470 

X.  . 

TUBING,  ROUND,  7:  By  9  gage, 
nickel  silver,  "B1'. 

Foot 

1.00 

0.1 

56480 

X.  . 

TUBING,  ROUND,  8:  By  12  gage, 
nickel  silver,  "B". 

Foot 

1.00 

0.1 

56490 

X.  . 

TUBING,  SQUARE,  5:  By  7  gage, 
nickel  silver,  "B". 

Foot 

1.50 

0.1 

56500 

X.  . 

TUBING,  SQUARE,  6:  By  9  gage, 
nickel  silver,  "B". 

Foot 

1.50 

0.1 

56510 

X.  . 

TUBING,  SQUARE,  8:  By  12  gage, 
nickel  silver,  "B". 

Foot 

1.00 

0.1 

56520 

•  •  • 

TWEEZERS,  "B" :  Soldering  (similar 
Buf  Dent,  No.  9.) 

Each 

.17 

56525 

•  •  • 

TWEEZERS,  "K":  Locking,  SSW.  .  . 

Each 

1.10 

56530 

•  •  • 

TWEEZERS,  "L":  Soldering.  .  .  . 

Each 

.49 

56535 

S(4) 

UNIT.  OPERATING,  DENTAL:  Electric, 
Ritter  or  equal;  with  warm  air 
syringe;  pulp  tester;  mouth  lamp; 
cautery;  air  cut  off;  thermo-water 
syringe;  s^ray  bottles  and  heater; 
cuspidor  with  saliva  ejector; 
water  glass  holder  and  shield;  en¬ 
gine;  bracket  table  with  bunsen 
burner.  (For  bottle  use  36122). 

Each 

704.90 

56536 

S.  . 

UNIT,  OPERATING,  DENTAL,  ASPIRATING 
UNIT: 

Each 

101.65 

56541 

x  (1)  (3) 
01 

UNIT,  OPERATING,  DENTAL,  HOSE, 
COMPLETE  WITH  TIPS  AND  SLEEVES, 

FOR  SALIVA  EJECTOR: 

Each 

1.75 

0.3 

56542 

X(l)(3) 

(9) 

UNIT,  OPERATING,  DENTAL,  HOSE, 
COMPLETE  WITH  FITTINGS  FOR 
THERMO-WATER  SYRINGE: 

Each 

2.80 

0.3 

56560 

X(3)(9) 

UNIT,  OPERATING,  DENTAL, 

LOW  VOLTAGE,  LAMP  BULB: 

8  volt. 

Each 

.97 

0.6 

56585 

X(3)(4)) 

UNIT,  OPERATING,  DENTAL, 

PILOT  LAMP: 

Each 

.60 

0.3 

56590 

X(l)® 

UNIT,  OPERATING,  DENTAL, 

TUBING,  COMPLETE  WITH 

FITTINGS  FOR  AIR  CUT-OFF:- 

Each 

3.33 

0.3 

56595 

X(l)(3) 

(9) 

UNIT,  OPERATING,  DENTAL, 

TUBING,  COMPLETE  WITH 

FITTINGS  FOR  WARM  AIR 

SYRINGE: 

Each 

4.33 

0.3 

56613 

sU)(8) 

VIBRATOR,  ELECTRIC,  KERR  TYPE: 

|  Each 

13.00 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  5. — Dental  Equipment  and  Supplies— Cont  i nued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

56615 

•  •  • 

VISE:  Bench,  1^— inch,  jaws, 

jewelers1  side  lever. 

Each 

$1.25 

56640 

(3) 

VULCANIZER,  FLASK,  COMPRESS: 

2  flask. 

Each 

3.30 

56655 

•  •  • 

VTJLCANIZER,  FLASK,  TENCH-DONHAM, 

22C: 

Each 

3.51 

56665 

•  •  • 

VULCANIZER,  GAS:  4^— inch,  complete 
(issued  wnere  gas  is  available) 

Lewis  Cross  Bar. 

Each 

49.12 

56670 

(3)  (9) 

VULCANIZER,  GAS,  GAS  REGULATOR:.  . 

Each 

15.00 

56671 

(3)  (9) 

VULCANIZER,  GAS,  TIME  REGULATOR:.  . 

Each 

5.00 

56675 

•  •  • 

VULCANIZER,  KEROSENE:  4^-inch, 
complete  (issued  where  gas  is  not 
available)  Lewis  Cross  Bar. 

Each 

26.45 

56680 

X(9) 

VULCANIZER,  KEROSENE,  BURNER:.  . 

Each 

1.50 

0.02 

56685 

X(9) 

VULCANIZER,  KEROSENE,  WICK:.  . 

Each 

.05 

0.1 

56690 

X(9) 

VULCANIZER,  PACKING,  4^-INCH: 

Each 

.11 

0.3 

56695 

X(3)  (9) 

VULCANIZER,  DISK:  Safety  valve, 
12. 

Box 

.15 

0.1 

56700 

X  (3)  (9) 

VULCANIZER,  THERMOMETER: .  .  . 

Each 

rH 

00 

0.1 

56710 

X.  . 

WAX  BASE  PLATE,  LB:  Truwax.  .  . 

Box 

.45 

6.7 

56720 

X.  . 

WAX,  BOXING,  1  LB: . 

Box 

.45 

3.0 

56722 

X(8) 

•  WAX,  CASTING,  BLUE,  28  GAGE: 

32  sheets. 

Box 

.45 

0.9 

56724 

X(8) 

WAX,  CASTING,  GREEN,  30  GAGE: 

200  sheets. 

Box 

1.70 

0.9 

56726 

X(8) 

WAX,  CASTING,  PINK,  22  GAGE: 

50  sheets. 

Box 

.45 

0.9 

56728 

X(8) 

WAX,  CASTING,  PINK,  24  GAGE: 

50  sheets. 

Box 

.45 

0.9 

56730 

X.  . 

WAX,  CASTING:  Sheet,  28  gage,  Kerr. 
32. 

Box 

.50 

0.9 

56732 

X(8) 

WAX,  CASTING,  PINK,  26  GAGE: 

50  sheets. 

Box 

.45 

0.9 

56734 

X(8) 

WAX,  CASTING,  PINK,  28  GAGE: 

50  sheets. 

Box 

.45 

0.9 

56736 

X(8) 

WAX,  CASTING,  READY-MADE  SHAPES: 

150. 

Box 

1.50 

0.9 

56740 

X.  . 

WAX,  CROWN:  Sticky,  Kerr,  12 
sticks. 

Box 

.20 

1.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  5, — Dental  Equipment  and  Supplies' — -Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al  lowance 
per  1000* 

1 

2 

3 

56760 

X. 

. 

WAX,  INLAY: . 

Box 

$0.20 

1.6 

56770 

X. 

• 

WHEEL,  BRUSH,  No.  12:  Laboratory 
lathe . 

Each 

.06 

6.1 

56780 

X. 

• 

WHEEL,  BRUSH,  No.  26:  Laboratory 
lathe. 

Each 

.07 

1  .9 

56790 

X. 

• 

WHEEL,  BRUSH,  No.  27:  Laboratory 
lathe . 

Each 

.06 

3.8 

56800 

X. 

• 

WHEEL,  BRUSH,  No.  65:  Laboratory 
lathe. 

Each 

.07 

2.4 

56810 

X. 

• 

WHEEL,  BRUSH,  No.  66:  Laboratory 
lathe . 

Each 

.14 

2.7 

56830 

X. 

• 

WHEEL,  No.  301:  Carborundum,  engine, 
medium  grit,  square  edge,  SSW. 

Each 

.05 

9.0 

56840 

X. 

• 

WHEEL,  No.  302:  Carborundum,  engine, 
medium  grit,  square  edge,  SSW. 

Each 

.05 

3.6 

56850 

X. 

• 

WHEEL,  No.  304:  Carborundum,  engine, 
medium  grit,  square  edge,  SSW. 

Each 

.05 

9.0 

56860 

X. 

• 

WHEEL,  No.  305:  Carborundum,  engine, 
medium  grit,  square  edge,  SSW. 

Each 

.05 

4.3 

56870 

X. 

• 

WHEEL,  No.  307:  Carborundum,  engine, 
medium  grit,  square  edge,  SSW. 

Each 

.05 

8.1 

56880 

X. 

• 

WHEEL,  No.  310:  Carborundum,  engine, 
medium  grit,  square  edge,  SSW. 

Each 

.04 

8.1 

56890 

X. 

• 

WHEEL,  2-INCH,  COARSE:  Grit, 
carborundum,  4— inch,  lathe,  square 
edge. 

Each 

.25 

1.0 

56900 

X. 

• 

WHEEL,  2-INCH,  MEDIUM:  Grit, 
carborundum,  4— inch,  lathe,  square 
edge. 

Each 

.12 

1.1 

56910 

X. 

• 

WHEEL,  3-INCH,  CHAMOIS: . 

Each 

.28 

0.8 

.  .  . 

.  .  . 

.  .  . 

56920 

X. 

• 

WHEEL,  3-INCH,  CLOTH:  Buffing.  .  . 

Each 

.12 

3.4 

56930 

X. 

• 

WHEEL,  6-INCH,  CLOTH:  Buffing.  .  . 

Each 

.29 

0.5 

56940 

X. 

• 

WHEEL,  FELT,  No.  2:  Knife  edge.  .  . 

Each 

.22 

0.7 

56950 

X. 

• 

WHEEL,  FELT,  No.  3:  Square  edge.  . 

Each 

.37 

0.5 

56957 

X  (l) 

WHEEL,  FLEXIBLE,  ENGINE,  ABRASIVE, 

5/ 8-INCH:  Burlew  type,  Jelenko, 

approx.  30  in. 

Box 

.75 

2.0 

56960 

X. 

• 

WIRE,  BRASS,  LIGATURE:  18-inch 
strands,  0.020  inch. 

Box 

.82 

0.7 

56965 

X. 

• 

WIRE,  OVAL.  NICKEL  SILVER:  8  by  14 
gage,  B  &  S,  18— inch. 

Length 

.15 

1.4 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 


No. 


Notes 


Item 


56967 


X.  . 


56970 

56980 

56990 

57000 

57010 

57020 

57030 


X.  . 

X.  . 

X.  . 

X.  . 

X.  . 

X.  . 

X.  . 


WIRE,  HALF-ROUND,  NICKEL  SILVER:  12 
gage,  B  &  S,  5— inch. 

WIRE,  CORROSION-RESISTING  STEEL, 
0.009  INCH:  Diameter. 

WIRE,  CORROSION-RESISTING  STEEL, 
0.014  INCH:  Diameter. 


WIRE,  ROUND,  9: 

2  feet. 

WIRE,  ROUND,  12: 
silver,  2  feet. 

WIRE,  ROUND,  14: 
silver,  2  feet. 

WIRE,  ROUND,  16: 
silver,  2  feet. 

WIRE,  SQUARE,  7: 
silver,  2  feet. 

WIRE,  SQUARE,  9: 
silver,  2  feet. 

WIRE,  SQUARE,  12 
silver,  2  feet. 


Gage,  nickel  silver 
Gage,  nickel 
Gage,  nickel 
Gage,  nickel 
Gage,  nickel 
Gage,  nickel 
Gage,  nickel 


Unit 


Unit  Allowance 
Price  per  1000* 


2  3 


Length 


$0.04 


1.4 


Spool 


Use 

38890 


Spool  •  .  . 


Use 

38900 


,  Length 
Length 
Length 
Le  ngth 
Length 
Length 
Length 


.45 

.90 

.90 

.90 

.40 

.45 

.40 


0.4 

0.5 

0.8 

0.6 

1.1 

0.4 

0.5 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 

(issue  While  In  Stock  Items) 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A] lowance 
per  1000* 

1 

2 

3 

50050 

X. 

• 

ANTIFLUX:  Steele . 

Tin 

$0.13 

50154 

X. 

• 

BAND,  FRACTURE:  4  bicuspids  and  2 
molars,  angle. 

Set 

4.32 

50155 

•  • 

• 

BAND,  FRACTURE,  WRENCH:  Single  end, 
angle . 

Each 

.30 

50250 

X. 

• 

BOWL.  4— INCH:  Diameter,  plaster, 
rubber. 

Each 

.62 

50320 

X. 

• 

BRUSH,  TOOTH  POLISHING:  Mounted  for 
straight  handpiece,  12. 

Box 

.20 

e  .  . 

50560 

X. 

• 

BUR,  No.  568.  ANGLE  HANDPIECE: 

Fissure  dentate,  6. 

Pkg. 

.30 

50750 

X. 

• 

BUR,  No.  57,  STRAIGHT  HANDPIECE: 
Fissure,  flat,  6. 

Pkg. 

.25 

50760 

X. 

• 

BUR,  No.  59,  STRAIGHT  HANDPIECE: 
Fissure,  flat,  6. 

Pkg. 

.25 

50860 

X. 

• 

BUR,  No.  568,  STRAIGHT  HANDPIECE: 
Fissure  dentate,  6. 

Pkg. 

.30 

50910 

X. 

• 

BUR,  ALLPORT,  "A":  Bone,  for  straight 
handpiece. 

Each 

.30 

50920 

X. 

• 

BUR,  ALLPORT,  "B”:  Bone,  for  straight 
handpiece. 

Each 

.25 

50930 

X. 

• 

BUR,  ALLPORT,  No.  5: . 

Each 

.40 

50940 

X. 

• 

BUR,  BROPHY,  No.  208: . 

Each 

.40 

50950 

X. 

• 

BUR,  BUCKLEY,  No.  47: . 

Each 

.35 

50960 

X. 

• 

BUR,  BUCKLEY,  No.  48: . 

Each 

.35 

50970 

X. 

• 

BUR,  HENAHAN,  No.  197: . 

Each 

.15 

50980 

X. 

• 

BUR,  SCHAMBERG,  No.  2A: . 

Each 

.50 

51030 

•  • 

• 

BURNISHER,  No.  29:  Long  handle.  . 

Each 

.55 

51040 

•  • 

• 

BURNISHER,  No.  32:  Long  handle.  . 

Each 

.55 

51050 

•  • 

• 

BURNISHER,  No.  34S:  Long  handle.  . 

Each 

.55 

51060 

.  • 

• 

BURNISHER,  No.  36:  Long  handle.  . 

Each 

.55 

51090 

x(3)  (9) 

CABINET,  DENTAL,  SHELF:  Glass.  .  . 

Each 

1.29 

51100 

X(3)(9) 

CABINET,  DENTAL,  TOP:  Glass.  .  . 

Each 

6.00 

51155 

•  • 

• 

CARVER,  WAX:  Suction  Roach.  .  .  . 

Each 

2.20 

51180 

•  • 

• 

CASE,  OFFICE:  Preparation  oak  with 

18  5  oz  glass  stoppered  bottles. 

Each 

2.00 

51200 

X. 

• 

CEMENT,  GERMICIDAL:  Powder  and  liquid 
1  oz  each,  black  copper. 

Box 

.98 

*  Deteriorating  items  -  1,000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — - Dental  Equipment  and  Supplies - Continued 

_ (issue  While  In  Stock  Items) - Continued _ 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

AT  1 owance 
per  1000* 

1 

2 

3 

51260 

X. 

. 

CEMENT,  SILICATE,  LIQUID,  SMITH:  £  oz. 

Bott le 

$0.45 

51270 

X. 

• 

CEMENT,  SILICATE,  SHADE  1:  h  oz, 
powder,  Smith. 

Bottle 

1 .50 

51280 

X. 

• 

CEMENT,  SILICATE,  SHADE  2:  *  oz, 

powder,  Smith. 

Bottle 

1.50 

51290 

X. 

• 

CEMENT,  SILICATE,  SHADE  3:  £  oz, 

powder,  Smith. 

B  ott  le 

1.50 

51300 

X. 

• 

CEMENT,  SILICATE,  SHADE  4:  £  oz, 

powder,  Smith. 

Bott  le 

1.50 

51310 

X. 

• 

CEMENT,  SILICATE,  SHADE  5:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51320 

X. 

• 

CEMENT,  SILICATE,  SHADE  6:  £  oz, 

powder.  Smith. 

Bottle 

1.50 

51330 

X. 

• 

CEMENT,  SILICATE,  SHADE  7:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51340 

X. 

• 

CEMENT,  SILICATE,  SHADE  8:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51350 

X. 

• 

CEMENT,  SILICATE,  SHADE  9:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51360 

X. 

• 

CEMENT,  SILICATE,  SHADE  10:  £  oz, 

powder,  Smith. 

Bottle 

1  .50 

51365 

X. 

• 

CEMENT,  SILICATE,  SHADE  11:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51367 

X. 

• 

CEMENT,  SILICATE,  SHADE  12:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51370 

X. 

* 

CEMENT,  SILICATE,  SHADE  13:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51380 

X. 

* 

CEMENT,  SILICATE,  SHADE  14:  £  oz, 

powder,  Smith. 

Bottle 

1.50 

51400 

X. 

• 

CEMENT,  SILICATE,  SHADE  GUIDE,  SMITH:. 

Each 

1.50 

51420 

X. 

• 

CEMENT,  TEMPORARY,  1  OZ:  Powder  and 
liquid  each. 

Box 

.33 

51480 

.  . 

• 

CHEST,  OPERATING:  Field,  empty.  .  . 

Each 

35.18 

51484 

•  • 

• 

CHEST,  STAND:  Field,  complete  with 
cuspidor  and  table. 

Each 

20.00 

51485 

.  • 

• 

CHEST,  SUPPLY:  Field,  empty.  .  .  . 

Each 

17.50 

51490 

•  • 

• 

CHISEL,  OSSEOUS,  No.  61:  (Similar 

Buckley,  No.  l) . 

Each 

1.60 

51500 

•  • 

• 

CHISEL,  OSSEOUS,  No.  62:  (Similar 

Chalmers  Lyons,  No.  l) . 

Each 

1 .50 

*  Deteriorating  items  -  1, 000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Subplies - Continued 

(issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

51510 

.  .  . 

CHISEL,  OSSEOUS, 
Chalmers  Lyons, 

No.  63:  (Similar 

No.  3). 

Each 

$1.50 

51520 

•  *  • 

CHISEL,  OSSEOUS, 
Chalmers  Lyons, 

No.  64:  (Similar 

No.  2) . 

Each 

1.60 

51530 

.  .  . 

CHISEL,  OSSEOUS. 
Buckley,  No.  3j 

No.  65:  (Similar 

Each 

1.50 

51560 

.  .  . 

CHISEL,  No.  41: 

Long  handle.  .  . 

Each 

.30 

51570 

•  •  • 

CHISEL,  No.  42: 

Long  handle. 

Each 

.30 

51650 

•  •  • 

CLAMP,  CERVICAL: 

With  4  jaws.  . 

Each 

3.30 

51905 

X.  . 

CUP,  POLISHING: 
72. 

Soft  rubber,  small, 

Box 

2.12 

51910 

.  .  . 

CURETTE,  No.  2: 
handle. 

Alveolar,  metal 

Each 

1.12 

51920 

.  .  . 

CURETTE,  No.  3: 
handle . 

Alveolar,  metal 

Each 

1.12 

51925 

.  .  . 

CURETTE,  No.  6: 
handle. 

Alveolar,  metal 

Each 

2.00 

51930 

.  .  . 

CURETTE,  No.  22: 
handle. 

Alveolar,  metal 

Each 

1.25 

51940 

.  .  . 

CURETTE,  No.  23: 
handle. 

Alveolar,  metal 

Each 

1.25 

51950 

.  .  . 

CURETTE,  NO.  24: 
handle. 

Alveolar,  metal 

Each 

1.25 

51960 

.  .  . 

CURETTE,  No.  25: 
handle. 

Alveolar,  metal 

Each 

1.25 

51965 

X.  . 

CURETTE,  APICAL: 

Extra  fine,  6.  . 

Box 

1.00 

51970 

s.  . 

CUSPIDOR,  FOUNTAIN:  Complete  with 
saliva  ejector,  floor  connections 
and  table  attachments. 

Each 

79.80 

51980 

X(9) 

CUSPIDOR,  FOUNTAIN,  BOWL,  CLARK: 

No.  40. 

Each 

6.00 

51990 

X(9) 

CUSPIDOR,  FOUNTAIN,  BOWL,  SSW: 

No.  6. 

Each 

9.00 

52000 

X(9) 

CUSPIDOR,  FOUNTAIN,  BOWL,  WEBER: 

No.  35. 

Each 

7.00 

52010 

X(3)(9) 

CUSPIDOR,  FOUNTAIN,  INTAKE  TUBING: 
Complete  with  connections. 

Each 

3.47 

52020 

X(3)(9) 

CUSPIDOR,  FOUNTAIN,  OUTLET  TUBING: 
Complete  with  connections. 

Each 

4.73 

CUSPIDOR,  FOUNTAIN,  SALIVA 

EJECTOR  TUBING:  4  foot  length. 

Each 

.  .  . 

Use 

3  7740 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Subplies - Continued 

(issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A]  1  owance 
per  1000* 

1 

2 

3 

52040 

X(3)(9) 

CUSPIDOR,  FOUNTAIN,  WASHERS: .  . 

Set 

$0.50 

52050 

(9) 

CUSPIDOR,  FOUNTAIN,  MOUTH  PIECE: 
For  saliva  ejector,  2  in. 

Set 

2.70 

52055 

• 

.  . 

CUTTER,  LIGATURE: . 

Each 

.60 

52074 

* 

•  • 

DESK,  DENTAL:  Field,  empty. 

Each 

18.00 

52080 

X. 

• 

DISK,  BRISTLE,  CUP  SHAPED:  Stiff 
mounted  for  straight  handpiece,  6. 

Box 

.15 

52090 

X. 

• 

DISK,  BRISTLE,  ROUND,  No.  9:.  .  . 

Box 

.13 

52100 

X. 

. 

DISK,  BRISTLE,  ROUND,  No.  11:.  .  . 

Box 

.15 

52350 

X. 

• 

DISK,  VULCARBO,  5/8-INCH:  Separat¬ 
ing,  safe  side,  w/hub. 

Each 

.01 

52395 

X. 

• 

DRILL,  No.  100,  STRAIGHT  HANDPIECE: 
Spear  point,  6. 

Pkg. 

1.20 

52400 

X. 

• 

DRILL,  No.  174,  ANGLE  HANDPIECE: 

Gates— Glidden,  6. 

Pkg. 

1.20 

52410 

X. 

• 

DRILL,  No.  176,  ANGLE  HANDPIECE: 

Gates— Glidden,  6. 

Pkg. 

1.20 

52420 

X. 

• 

DRILL,  No.  177,  ANGLE  HANDPIECE: 

Gates— Glidden,  6. 

Pkg. 

1.20 

52440 

X. 

• 

DRILL,  No.  174,  STRAIGHT  HANDPIECE: 
Gates-Glidden,  6. 

Pkg. 

1.20 

52450 

X. 

• 

DRILL,  No.  176,  STRAIGHT  HANDPIECE: 
Gates— Glidden,  6. 

Pkg. 

1.20 

52460 

X. 

• 

DRILL,  No.  177,  STRAIGHT  HANDPIECE: 
Gates— Glidden,  6. 

Pkg. 

1.20 

52625 

. 

.  • 

ENGINE,  HANDPIECE,  BODKIN:.  .  .  . 

Each 

.10 

52690 

• 

•  • 

EXCAVATOR,  No.  46:  Long  handle 
cutting  instrument,  Black. 

Each 

.60 

52740 

• 

•  • 

EXCAVATOR,  No.  73:  Long  handle 
cutting  instrument,  Black. 

Each 

.47 

52750 

• 

•  • 

EXCAVATOR,  No.  74:  Long  handle 
cutting  instrument,  Black. 

Each 

.47 

53010 

X. 

• 

FILE,  ROOT,  CANAL,  "D",  No.  1:.  .  . 

Pkg. 

.45 

53020 

X. 

. 

FILE,  ROOT,  CANAL,  "D",  No.  3:.  .  . 

Pkg. 

.45 

53030 

X. 

. 

FILE,  ROOT,  CANAL,  "D",  No.  4: .  .  . 

Pkg. 

.45 

53120 

X. 

. 

FLUX,  OXIDIZING: . 

Bottle 

.21 

53294 

(4) 

GENERATOR,  VIOLET  RAY:  High 
frequency  with  dental  electrode, 

No.  16,  Rogers  "D". 

Each 

15.00 

*  Deteriorating  items  -  1,  000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Subplies - Continued 

(Is sue  While  In  Stock  Items' - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1 owance 
per  1000* 

1 

2 

3 

53495 

.  .  . 

HAMMER,  RIVETING:  Medium.  .  .  . 

Each 

$0.86 

53505 

.  .  . 

HEADBAND:  With  3  retractors, 

Moorehead. 

Each 

14.00 

53585 

.  .  . 

HOLDER,  CROWN: . 

Each 

.85 

53630 

.  .  . 

INSTRUMENT,  GUM  RESECTING,  WARD-1: 

Each 

1.35 

53640 

.  .  . 

INSTRUMENT,  GUM  RESECTING,  WARD-2: 

Each 

1.35 

53650 

.  .  . 

INSTRUMENT,  GUM  RESECTING,  WARD-3: 

Each 

1.35 

53670 

X.  . 

INVESTMENT  COMPOUND,  INLAY,  4  LB:.  . 

Tin 

.56 

53680 

.  .  . 

KNIFE,  GUM  RESECTING,  MERRIFLELD, 

No.  4:  (A  left)  . 

Each 

.60 

53690 

.  .  . 

KNIFE.  GUM  RESECTING,  MERRIFLELD, 

No.  6:  (A  right)  . 

Each 

.60 

53700 

.  .  . 

KNIFE,  GUM  RESECTING,  MERRIFLELD, 

No.  2:  (B  left). 

Each 

.60 

53710 

.  .  . 

KNIFE,  GUM  RESECTING,  MERRIFIELD, 

No.  1:  (B  right). 

Each 

.60 

53840 

•  •  * 

LAMP,  DIAGNOSTIC,  No.  1:  Electric, 
dental,  with  2  straight,  2  curved 
bulb  points  and  2  mirrors,  complete 
in  case. 

Each 

28.00 

53850 

x  (3)  (9) 

LAMP,  DIAGNOSTIC,  LAMP,  CURVED: 

Each 

1.60 

53860 

X(3)(9) 

LAMP,  DIAGNOSTIC,  LAMP,  STRAIGHT: 

Each 

1.30 

53870 

x  (9) 

LAMP,  DIAGNOSTIC,  MIRROR:.  .  . 

Each 

.70 

53875 

.  .  . 

LAMP.  DIAGNOSTIC,  No.  4:  Dry  cell 
with  bulb  point. 

Each 

14.00 

53980 

(9) 

MACHINE,  CASTING,  DENTURE  FLASK, 
3-INCH:  By  2h  inches,  for  machine, 

casting,  Perfection. 

Each 

.46 

53981 

(9) 

MACHINE,  CASTING,  DENTURE  FLASK, 
2^-INCH:  By  2&  inches,  for  machine, 

casting,  Perfection. 

Each 

.40 

53982 

(9) 

MACHINE,  CASTING,  DENTURE  FLASK, 

2o— INCH:  By  2%  inches,  for  machine, 

casting,  Perfection. 

Each 

.35 

53983 

(9) 

MACHINE,  CASTING,  DENTURE  FLASK , 

2— INCH:  By  2h  inches,  for  machine, 

casting,  Perfection. 

Each 

.40 

54090 

X.  . 

MANDREL,  PORTE  POLISHER,  FOR  ANGLE 
HANDPIECE: 

Each 

.10 

54100 

X.  . 

MANDREL,  PORTE  POLISHER,  FOR  STRAIGHT 
HANDPIECE: 

Each 

.10 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 

(issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

54192 

.  .  . 

MIRROR,  MOUTH,  EXAMINATION: 

Magnifying,  ij—inch. 

Each 

$0.86 

54193 

X(9) 

MIRROR,  MOUTH,  EXAMINATION  GLASS: 

Each 

.50 

54235 

X.  . 

PIC,  UNIVERSAL:  Root  canal,  assorted 
sizes,  Rhein  6. 

Box 

1.50 

54255 

X.  . 

PLATE:  Liberty  silver,  6  by  6  inches, 
36  gage. 

Piece 

1.45 

54330 

PLIERS,  CLASP  BENDING,  McCOLLUM: 
Mechanical. 

Each 

3.50 

54340 

PLIERS,  LABORATORY,  UNIVERSAL: .  .  . 

Each 

.45 

54410 

.  .  .* 

PLUGGER,  PLASTIC,  No.  28:  1  h.  .  . 

Each 

.45 

54420 

•  •  • 

PLUGGER,  PLASTIC,  No.  37:  1  h.  .  . 

Each 

.45 

54470 

.  .  . 

PLUGGER,  ROOT  CANAL,  No.  7:  Kerr.  . 

Each 

54480 

•  •  • 

PLUGGER,  ROOT  CANAL,  No.  9:  Kerr.  . 

Each 

.25 

54490 

.  .  . 

PLUGGER,  ROOT  CANAL,  No.  11:  Kerr. 

Each 

.22 

54560 

X.  . 

POINT,  No.  187,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

54570 

X.  . 

POINT,  No.  189,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

54590 

X.  . 

POINT,  No.  219,  ANGLE  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

54760 

X.  . 

POINT,  No.  187,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

54770 

X.  . 

POINT,  No.  189,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

54790 

X.  . 

POINT,  No.  219,  STRAIGHT  HANDPIECE: 
Medium  grit,  carborundum  mounted. 

Each 

.07 

55005 

X(9) 

POLISHER,  RUBBER  CUP,  MANDREL  FOR 
STRAIGHT  HANDPIECE: 

Each 

.04 

55100 

X.  . 

REAMER,  D-13:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.40 

55110 

X.  . 

REAMER,  D-15:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.50 

55120 

X.  . 

REAMER,  D-17:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.40 

55130 

X.  . 

REAMER,  D-19:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.40 

55140 

X.  . 

REAMER,  D— 22:  Root  canal,  tapered, 
Kerr,  6. 

Pkg. 

.40 

55170 

X.  . 

REPAIR  OUTFIT:  For  facings,  complete, 
Steele . 

Each 

2.10 

Allowance 
per  1000* 


*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 

(issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

55180 

X(9) 

REPAIR  OUTFIT,  GOLD  SCREW:  6.  . 

Via,L 

$0.54 

55237 

.  .  . 

RETAINER,  MATRIX,  No.  4: . 

Each 

5.00 

55238 

X(9) 

RETAINER,  MATRIX,  No.  4,  WEDGE, 
SINGLE:  2  doz. 

Pkg. 

.45 

55239 

X(9) 

RETAINER,  MATRIX,  No.  4,  WEDGE, 
DOUBLE:  l  doz. 

Pkg  • 

.45 

55244 

.  .  . 

RETRACTOR,  THOMA,  No.  1: . 

Each 

.95 

55245 

.  .  . 

RETRACTOR,  THOMA,  No.  2: . 

Each 

.95 

55260 

.  .  . 

ROLLER:  Gold,  SAC-3 . 

Each 

60.00 

55300 

.  .  . 

RUBBER  DAM,  WEIGHT: . 

Each 

00 

CM 

55352 

X.  . 

SANDPAPER,  No.  00: . 

Sheet 

.01 

55353 

X.  . 

SANDPAPER,  No.  0: . 

Sheet 

.01 

55354 

X.  . 

SANDPAPER,  No.  £: . 

Sheet 

.01 

55355 

X.  . 

SANDPAPER,  No.  1: . 

Sheet 

.01 

55430 

.  .  . 

SCALER,  No.  32:  1  h . 

Each 

.45 

55470 

.  .  . 

SCALER,  MORNINGSTAR,  No.  1:  Pyorrhea. 

Each 

.38 

55471 

.  .  . 

SCALER,  MORNINGSTAR,  No.  2:  Pyorrhea. 

Each 

.40 

55480 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  1 :  .  . 

Each 

. 

CO 

00 

55482 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  7:.  . 

Each 

o 

CD 

55484 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  8:  .  . 

Each 

.60 

55486 

•  •  • 

SCALER,  PYORRHEA,  McCALL'S,  No.  9:.  . 

Each 

.60 

55488 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  19:. 

Each 

.60 

55490 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  20:. 

Each 

.38 

55492 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  29:. 

Each 

.60 

55494 

.  .  . 

SCALER,  PYORRHEA,  McCALL'S,  No.  30:. 

Each 

.60 

55540 

.  .  . 

SCOPE,  MAGNIFYING:  Mahee . 

Each 

24.00 

55550 

X.  . 

SCREW,  POST:  Platenoid  gold  plated 
assorted  sizes,  BIS— 12. 

Box 

.50 

55560 

X.  . 

SCREW  POST,  WRENCH: . 

Each 

.05 

55660 

.  .  . 

SOLDERING  APPLIANCE:  Pad  with  clamps, 
Melotte. 

Each 

1.34 

55670 

.  .  . 

SPATULA,  ARTIFICIAL  STONE:  8  inches 
by  1  inch,  bone. 

Each 

.17 

55725 

X.  . 

SPLINT,  MAXILLARY:  Adjustable  or  open 
bite,  Gunning,  6. 

Box 

.25 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SOPPLT  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 


( Issue  While  In  Stock 

Items’  )- 

— Cont inued 

No. 

Notes 

Item 

Unit 

Unit 

Price 

AT  1 owance 
per  1000* 

1 

2 

3 

55730 

.  .  . 

STERILIZER,  HYPODERMIC:  All  glass.  . 

Each 

$4.00 

55740 

.  .  . 

STERILIZER,  MOLTEN  METAL:  With 
burner,  Flaherty. 

Each 

6.30 

55750 

X(9) 

STERILIZER,  MOLTEN  METAL: .... 

Ingot 

1.25 

55790 

X.  . 

STRIP,  MATRIX:  h  by  6  inches,  36 
gauge,  soft  copper,  5. 

Box 

.12 

55830 

.  .  . 

SWAGER:  Metal . 

Each 

3.00 

56342 

.  .  . 

TRAY,  SOFT  METAL,  No.  1:  Impression, 
Kerr-Giffen. 

Each 

.13 

56344 

.  .  . 

TRAY,  SOFT  METAL,  No.  3:  Impression, 
Kerr— Giffen. 

Each 

.13 

56346 

.  .  . 

TRAY,  SOFT  METAL,  Mo.  5:  Impression, 
Kerr-Giffen. 

Each 

.13 

56348 

.  .  . 

TRAY,  SOFT  METAL,  Mo.  7:  Impression, 
Kerr-Giffen. 

Each 

.13 

56350 

.  .  . 

TRAY,  SPLIT  HINGE,  SMEDLEY:  Crown 
and  bridge,  2  handles,  1  clamp  and  5 
sets  trays. 

Set 

4.25 

56537 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  BRACKET 

TABLE,  GLASS  TOP: 

Each 

6.65 

56540 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  CUSPIDOR 

BOWL: 

Each 

12.64 

56545 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
CAUTERY  TIP,  LANCET  TYPE: 

Each 

1.73 

56550 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
CAUTERY  TIP,  T-HEAD  TYPE: 

Each 

1.80 

56555 

X(3)(9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
EXAMINATION  SHIELD  WITH  END  LENS: 

Each 

.90 

56557 

X(3)(9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
SHIELD  WITH  SIDE  LENS: 

Each 

1.67 

56565 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
LAMP  RECEPTACLE: 

Each 

1.63 

56567 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
MOUTH  MIRROR:  (Plane). 

Each 

1.33 

56575 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
TWO-POINT  PULP  TESTER: 

Each 

3.00 

56580 

(3)  (9) 

UNIT,  OPERATING,  DENTAL,  LOW  VOLTAGE, 
WAX  SPATULA: 

Each 

2.i0 

56600 

X(3)  (9) 

UNIT,  OPERATING,  DENTAL,  WATER  GLASS 
HOLDER: 

Each 

3.00 

56610 

X(3)(9) 

UNIT,  OPERATING,  DENTAL,  WATER  GLASS 
SHIELD: 

Each 

3.33 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


I 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  5. — Dental  Equipment  and  Supplies - Continued 

- ( issue  While  in  stock  i terns) — -cont  inued 


No. 


Notes 


Item 


Unit 


Unit 

Price 


Allowance 
per  1000* 


56620 

56645 

56650 

56750 

56884 

56885 

56955 


X(3)(9) 
X.  , 

X. 

X.  , 

X.  « 


VISE  PIN:  Hand,  Lowell . 

VULCANIZER,  FLASK,  BOX: . 

VULCANIZER,  FLASK,  BOX,  BOLT:  4. 

WAX,  IMPRESSION,  h~lS:  Yellow  cakes, 

WHEEL,  1-INCH,  COARSE:  Grit, 
carborundum,  inch,  lathe,  square 
edge. 

WHEEL,  1-INCH,  MEDIUM:  Grit, 
carborundum,  i-inch,  lathe,  square 
edge. 

WHEEL,  FELT,  No.  4:  Round  edge. 


Each 

Each 

Set 

Box 

Each 

Each 

Each 


$2.02 
3. 15 
.24 
.30 
.08 

.08 

.24 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


i 

( 


CLASS  6 


60000-69990.  X-Ray  Equipment  and  Supplies. 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  6. — X-Ray  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

60020 

(1) 

APRON,  LEAD:  Impregnated  rubber  24  by 
33  inches. 

Each 

$13.34 

60030 

X.  . 

BAG,  SAND,  8-INCH:  By  3  by  4  inches, 

12  oz  duck,  open  end. 

Each 

.10 

1.4 

60040 

X.  . 

BAG,  SAND,  18-INCH:  By  4  by  5  inches, 
12  oz  duck,  open  end. 

Each 

.23 

0.3 

60045 

.  .  . 

BIN,  FILM,  LEAD-LINED,  PORTABLE:  Two 
compartment . 

Each 

26.  67 

60050 

X.  . 

BRUSH,  CAMEL  HAIR,  3-INCH:  Flat.  . 

Each 

.85 

0.3 

60060 

•  •  • 

CABINET,  FILING,  X-RAY  FILMS, 

SECTIONAL,  BASE  SECTION:  Approxi¬ 
mately  4  inches  high. 

Each 

4.50 

60065 

•  •  • 

CABINET,  FILING,  X-RAY  FILMS, 

SECTIONAL,  UNIT  SBCTION:  For  use  on 
Item  60060. 

Each 

20.00 

60075 

... 

CABINET  FOR  X-RAY  FILMS,  DENTAL: 

Filing  steel,  4  drawer,  33  inches 
wide  (outside) ,  13£  inches  high,  17 
inches  deep,  for  4  by  11— inch  mounts. 

Each 

18.  80 

60077 

(9) 

CABINET  FOR  X-RAY  FILMS,  DENTAL.  TOP: 
Steel,  33  inches  wide  (outside),  17 
inches  deep,  2p  inches  high. 

Each 

2.68 

60079 

»  .  . 

CALIPER,  RULE  TYPE:  For  measuring 
thickness  of  part. 

Each 

2.00 

60080 

.  .  , 

CARRIER,  DENTAL  FILMS:  Metal,  for 
developing. 

Each 

.83 

60090 

.  .  . 

CASSETTE,  8- INCH:  By  10  inches.  With 
2  intensifying  screens. 

Each 

6.16 

60100 

t  #  • 

CASSETTE,  10-INCH:  By  12  inches.  With 
2  intensifying  screens. 

Each 

7.07 

60110 

(3) 

CASSETTE,  14- INCH:  By  17  inches.  With 
2  intensifying  screens. 

Each 

11.10 

60117 

S.  . 

CASSETTE  CHANGER,  STEREOSCOPIC, 

UPRIGHT,  MAGNETICALLY  CONTROLLED:  For 
remote  synchronous  operation  with 
stereo  shift  on  tube  stand. 

Each 

375.  00 

60125 

(3) 

CONE,  LARGE  OPENING,  RADIOGRAPHIC  OR 
TREATMENT: 

Each 

11 . 55 

60130 

(3) 

CONE,  MEDIUM  OPENING,  RADIOGRAPHIC  OR 
TREATMENT: 

Each 

9.96 

60135 

(3) 

CONE,  SMALL  OPENING,  RADIOGRAPHIC  OR 
TREATMENT: 

Each 

7,35 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  lor  12  months 


f 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  6. — X-Ray  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

60137 

So  0 

DEVELOPING  UNIT,  X-RAY:  With  one 
10-gallon  and  one  15— gallon  tank. 
(Where  cooling  unit  is  required,  use 
60138)  . 

Each 

$410.00 

60138 

%%) 

DEVELOPING  UNIT,  X-RAY,  COOLING  UNIT: 
Refrigerated. 

Each 

510,00 

60140 

S(3)(4 

DIAPHRAGM,  POTTER-BUCKY:  Curved  or 
flat  type.  Replacement  part  for 

61568,  61570,  61580.  Requisitions 
will  state  manufacturer,  type,  de¬ 
scription,  size  and  serial  number  of 
table  for  which  required,  and  voltage, 
current,  DC  or  AC.  (if  AC  cycle  and 
phase. ) 

Each 

400.00 

60145 

S(4) 

DRYER,  FILM,  24— FILM  CAPACITY:  .  .  . 

Each 

230.00 

60150 

x(i) 

FILM.  X-RAY,  DENTAL:  Extra  fast,  lead 
back,  li  by  1—5/8  inches,  144  in. 

Pkg. 

1.78 

14.3 

60170 

X(l) 

FILM,  X-RAY,  8- INCH:  By  10  inches. 

Dozen 

1.76 

10.4 

60180 

X(l) 

FILM,  X-RAY,  10- INCH:  By  12  inches. 

Dozen 

2.78 

17.5 

60190 

X(l) 

FILM,  X-RAY,  14-INCH:  By  17  inches. 

Dozen 

5.36 

28.0 

60195 

x(i) 

FILM,  X-RAY,  PHOTOROE NTGE NOGRAPHIC , 
4-INCH:  By  10  inches. 

Dozen 

.55 

14.1 

60197 

X.  . 

FILM,  X-RAY,  PHOTOROE NTGE NOGRAPHIC, 
PRESERVER  FOR,  4^-INCH:  By  10-378 
inches.  25  in. 

Pkg. 

.05 

18.7 

60200 

•  •  • 

FILTER,  1  MM  THICK:  Aluminum. 

Each 

1.10 

60220 

s.  . 

FLUOROSCOPE,  OPERATING:  With  Patterson 
type  B,  5  x  7  screen. 

Each 

45.00 

60230 

s.  . 

FLUOROSCOPE,  TWO-POSITION,  COMPLETE: 
With  tube  unit. 

Each 

1000.  00 

60270 

•  •  • 

FRAME,  PRINTING,  14-INCH:  By  17  inches. 

Each 

4.93 

60290 

0  0  0 

GLASS,  REDUCING,  HAND:  3-inch. 

Each 

2.40 

60300 

(1) 

GLOVES,  OPAQUE:  Protective. 

Pair 

10.50 

60310 

0  0  0 

GOGGLES:  Operators',  for  fluoroscopy 
and  heliotherapy.  (For  patients' 
spectacles  see  71390.) 

Pair 

2.50 

60315 

S(3) 

GRID.  WAFER,  14  BY  17:  (Requisition 
musx  state  equipment  with  which  to  be 
used) . 

Each 

100.00 

60320 

S.  . 

HEAD  REST,  FOR  STUDY  OF  PARANASAL 
SINUSES:  Complete  with  masking  de¬ 
vices  to  provide  for  standard  Granger 
positions. 

Each 

45.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  6. — X-Ray  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lowance 
per  1000* 

1 

2 

3 

60325 

X  @(9) 

HOLDER,  FILM  EXPOSURE.  4-INCH:  By  10 
inches.  (For  use  with  61210) . 

Each 

$5.00 

1.4 

60330 

X.  . 

HOLDER,  FILM  EXPOSURE,  8-INCH:  By  10 
inches. 

Each 

.10 

1.4 

60340 

X.  . 

HOLDER,  FILM  EXPOSURE,  10-INCH:  By  12 
inches. 

Each 

.15 

1.3 

•  •  • 

.  .  . 

.  .  . 

60365 

(3)  (9) 

HOLDER,  FILM  DEVELOPMENT:  For  4  by 

10  inch  films. 

Each 

9.00 

60370 

.  .  . 

HOLDER,  FILM  DEVELOPMENT,  8-INCH:  By 
10  inches,  metal. 

Each 

.78 

60380 

.  .  . 

HOLDER,  FILM  DEVELOPMENT,  10-INCH:  By 
12  inches,  metal. 

Each 

.95 

60390 

.  .  . 

HOLDER,  FILM  DEVELOPMENT,  14-INCH:  By 
17  inches,  metal. 

Each 

1.29 

60400 

•  #  # 

ILLUMINATOR,  RADIOGRAPHIC:  Used 
singly  or  m  batteries  of  2  or  more 
for  viewing  films  up  to  14  by  17 
inches.  (For  lamps  use  60430) . 

Each 

12.85 

60420 

X.  . 

INK,  WHITE,  2  OUNCE: . 

Bottle 

.40 

1.5 

60430 

X.  . 

LAMP,  BLUE:  Tungsten,  nitrogen,  200 
watt,  frosted  inside. 

Each 

.66 

2.7 

60435 

X.  . 

LAMP,  GREEN:  15  watt,  frosted  inside. 

Each 

.25 

0.9 

60450 

X.  . 

LAMP,  RUBY:  25  watt . 

Each 

.30 

1.1 

60460 

X.  . 

LEAD  FOIL:  Not  more  than  17  nor  less 
than  19  gage-Ame^ican  Wire  or  B  &  S 
gage- (0. 045  to  0.035  inch).  12 
inches  wide. 

Foot 

.23 

0.9 

60470 

X.  . 

LEAD,  SHEET:  Not  more  than  13  nor 
less  than  14  gage— American  Wire  or 

B  &  S  gage-(0.071  to  0.064  inch). 

36  inches  wide. 

Sq.  Ft. 

.29 

3.6 

60480 

X.  . 

LETTERS,  LEAD:  £— inch,  1  each,  left 
and  right,  in  envelope. 

Set 

.03 

1.4 

60490 

•  •  « 

LIGHT,  SAFE:  Dark  room . 

Each 

6.00 

60495 

X.  . 

LIGHT,  SAFE,  LAMP:  25  watt,  clear.  . 

Each 

.12 

1.3 

60500 

s.  . 

LOCALIZATION,  EYE,  COMPLETE  WITH 
HEADREST:  (Without  charts) .  Sweet 

method. 

Each 

90.00 

60510 

X(9) 

LOCALIZATION,  EYE,  CHART:.  .  .  . 

Dozen 

1.87 

0.2 

60670 

S(4) 

MACHINE,  X-RAY,  BEDSIDE,  MOBILE, 
SHOCKPROOF,  COMPLETE:  (Upon  authori¬ 
ty  of  The  Surgeon  General  replacement 
of  tube  will  be  effected  by 
manufacturer) . 

Set 

1261.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  6- — X-Ray  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al  lowance 
per  1000* 

1 

2 

3 

60880 

3(3)  (4) 

MACHINE,  X-RAY,  DENTAL,  SHOCKPROOF, 
COMPLETE:  (Upon  authority  of  The 

Surgeon  General  replacement  of  tube 
will  be  effected  by  manufacturer). 

Set 

$600.00 

60890 

S(4) 

MACHINE,  X-RAY,  STATIONARY, 

COMPLETE: 

Set 

2300.00 

60900 

S(4) 

MACHINE,  X-RAY,  PORTABLE: . 

4  •  •  • 

Each 

550.00 

60905 

S(4) 

MACHINE,  RADIOGRAPHIC  AND  FLUORO¬ 
SCOPIC,  SHOCKPROOF  UNIT,  COMPLETE, 

200  MA,  ONE-TUBE:  Including  tilting 
table,  tube  stand,  control  stand, 
fluoroscopic  attachment,  shockproof 
double  focus  tube,  and  necessary 
equipment  to  function  as  a  unit. 

Each 

30oaoo 

60915 

S(4) 

MACHINE,  RADIOGRAPHIC  AND  FLUORO¬ 
SCOPIC,  SHOCKPROOF  UNIT,  COMPLETE, 

200  MA,  TWO-TUBE:  Including  tilting 
table,  two  shockproof  tubes,  tube 
stand,  control  stand,  fluoroscopic 
attachment  and  necessary  equipment 
to  function  as  a  unit. 

Each 

5000.00 

61095 

S(4) 

MACHINE,  X-RAY,  STATIONARY,  COMPLETE, 
THERMIONIC  RECTIFICATION,  DEEP 
THERAPY:  For  R-Meter  requisition 

61265. 

Each 

5213.00 

61098 

(4) 

MIXER,  BARIUM: .  . 

Each 

16.00 

61100 

X.  . 

MOUNT,  DENTAL  FILM:  For  filing, 
holds  14  dental  films. 

Dozen 

.75 

3.2 

61102 

x.  . 

NUMBERS,  LEAD,  "0": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61103 

x.  . 

NUMBERS,  LEAD,  "l": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61104 

x.  . 

NUMBERS,  LEAD,  "2": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61105 

X.  . 

NUMBERS,  LEAD,  "3": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61106 

X.  . 

NUMBERS,  LEAD,  "4": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61107 

X.  . 

NUMBERS,  LEAD,  "5": 
envelope. 

4-inch. 

6  in 

Env. 

.10 

0.7 

61108 

X.  . 

NUMBERS,  LEAD,  "6": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61109 

X.  . 

NUMBERS,  LEAD,  "7": 
envelope. 

4— inch. 

6  in 

Env. 

.10 

0.7 

61111 

X.  . 

NUMBERS,  LEAD,  ''8'': 
envelope. 

4-inch. 

6  in 

Env. 

P-* 

o 

0.7 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  6. — X-Ray  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1  lowance 
per  1000* 

1 

2 

3 

61112 

X.  . 

NUMBERS,  LEAD,  "9":  £-inch.  6  in 
envelope. 

Env. 

$0.10 

0.7 

*  *  *1 

61120 

X.  . 

OIL,  TRANSFORMER: . 

Gallon 

.22 

0.4 

61135 

X(9) 

PAPER,  BOND.  FOR  PHOTOROENTGENOGRAPHIC 
CAMERA  UNIT:  For  identifying  films. 
3—1/8  inches  wide,  perforated  every 

2  inches.  250  feet. 

Roll 

.50 

14.4 

61140 

x(i) 

PAPER,  PRINT,  8- INCH:  By  10  inches, 
glossy,  hard. 

Dozen 

.35 

0.3 

61150 

x(i) 

PAPER,  PRINT,  10-INCH:  By  12  inches. 

Dozen 

.53 

0.3 

61160 

X  (l) 

PAPER,  PRINT,  14-INCH:  By  17  inches. 

Dozen 

CO 

o 

0.3 

61170 

X.  . 

PAPER,  TRACING:  24  inches  wide. 

Yard 

.36 

0.4 

61200 

X.  . 

PENCIL,  DERMATOGRAPHIC: . 

Each 

.07 

1.4 

61210 

S(4) 

PHOTOROENTGENOGRAPHIC  CAMERA  UNIT: 
Complete  with  stereoscopic  shift 
attachment  for  making  two  4  by  5  inch 
exposures  on  one  4  by  10  inch  film. 

Each 

2345.00 

61220 

X.  . 

PRESERVER  NEGATIVE,  8-INCH:  By  10 
inches,  25  in. 

Pkg. 

o 

00 

5.4 

61230 

X.  . 

PRESERVER,  NEGATIVE,  10-INCH:  By  12 
inches,  25  in. 

Pk  g. 

.12 

4.5 

61240 

X.  . 

PRESERVER  NEGATIVE,  14-INCH:  By  17 
inches,  25  in. 

Pkg. 

t— 1 
00 

24.8 

61265 

s.  . 

R-METER:  For  x— radiation  measurement. 

Each 

300.00 

61270 

.  .  . 

RULER:  Wood,  1  meter,  graduated  in 

MMS  and  CMS. 

Each 

1.45 

61275 

.  .  . 

RULER,  TRANSPARENT:  18  inches, 
graduated  in  inches  and  centimeters. 

Each 

2.00 

61280 

•  •  • 

SCREEN,  INTENSIFYING,  BACK,  8-INCH: 

By  10  inches.  Without  cassette.  In 
cardboard  folder. 

Each 

2.625 

61285 

.  .  . 

SCREEN,  INTENSIFYING,  FRONT,  8-INCH: 

By  10  inches.  Without  cassette.  In 
cardboard  folder. 

Each 

2.625 

61290 

.  .  . 

SCREEN,  INTENSIFYING,  BACK,  10-INCH: 

By  12  inches.  Without  cassette.  In 
cardboard  folder. 

Each 

3.875 

61295 

.  .  . 

SCREEN,  INTENSIFYING,  FRONT,  10-INCH: 
By  12  inches.  Without  cassette.  In 
cardboard  folder. 

Each 

3.875 

61300 

•  •  • 

SCREEN,  INTENSIFYING,  BACK,  14-INCH: 

By  17  inches.  Without  cassette.  In 
cardboard  folder. 

Each 

7.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  6. — X-Ray  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

P  r  ice 

A]  l  cwance 
per  1000* 

1 

2 

3 

61305 

.  .  . 

SCREEN,  INTENSIFYING,  FRONT,  14- INCH: 
By  17  inches.  Without  cassette.  In 
cardboard  folder. 

Each 

$7.50 

61310 

.  .  . 

SCREEN,  LEAD,  PROTECTIVE:  3  by  6  feet 

Each 

66.00 

61360 

S.  . 

STEREOSCOPE,  COMPLETE: . 

Each 

19600 

61363 

s.  . 

STEREOSCOPE,  FOR  VIEWING  TWO  4  BY  5 
INCH  NEGATIVES  ON  ONE  4  BY  10  INCH 
FILM:  (Orthostereoscope) . 

Each 

240.00 

61568 

S(4) 

TABLE.  FOUR-POSITION,  FOR  RADIOGRAPHY 
AND  FLUOROSCOPY;  Complete  with  flat 
Bucky  diaphragm. 

Each 

1000.00 

61569 

S.  . 

TABLE,  ONE-POSITION,  FOR  RADIOGRAPHY 
AND  THERAPY,  LIGHT  DUTY: 

Each 

800.00 

61570 

S.  . 

TABLE,  TILTING,  FOR  RADIOGRAPHY  AND 
FLUOROSCOPY,  HEAVY  DUTY:  Complete 
with  flat  Bucky  diaphragm. 

Each 

2100*00 

61580 

S.  . 

TABLE,  UROLOGICAL:  Complete  with  flat 
Bucky  diaphragm. 

TABLE,  UROLOGICAL.  TUBE  ADAPTER:  (For 
utilizing  x-ray  Tube  of  Item  96085 
with  Item  61580) . 

Each 

800.00 

Use 

96208 

61590 

S(3)(4) 

TABLE,  UROLOGICAL.  X-RAY  MACHINE  FOR 
(ENERGIZING  UNIT):  (Note. -If  item 
61580,  Table  Urological,  was  supplied 
without  Shockproof  Tube  Unit,  such 
Tube  Unit  will  be  requisitioned  at 
time  of  submitting  requisition  for 
Energizing  Unit,  stating  manufacturer 
and  model  number  of  Urological  Table 
on  hand.  If  Urological  Table  and 

Tube  Unit  are  on  hand,  requisitions 
for  Energizing  Unit  will  state 
manufacturer  and  model  number  of  the 
items  on  hand)  . 

Each 

1200.00 

61660 

.  .  . 

TANK.  4^— INCH:  By  14-3/4  by  20 
inches. 

Each 

5.70 

61670 

.  .  . 

TANK,  DEVELOPING,  DENTAL  FILM:  Three 
compartment . 

Each 

18.00 

61672 

S(I4) 

TANK  DEVELOPING,  DENTAL  FILM,  COOLING 
UNIT:  Refrigerated.  Approximately 

5  gallons  per  hour.  (For  use  with 
61670  where  cooling  unit  is  required). 

Each 

123.00 

61675 

.  .  . 

TANK,  DEVELOPING:  3-compartment,  with 
intake,  overflow  and  outlet  fittings. 

Each 

85.00 

61677 

(9) 

TANK.  DEVELOPING  BASE:  Mounted  on 
casx  iron  legs. 

Each 

15.00 

61679 

X.  . 

THERMOMETER,  DARK  ROOM:  Tank  use.  . 

Each 

.35 

0.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SOPPLT  CATALOG  -  1942 

CLASS  6. — X-Ray  Equipment  and  Supplies - continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

l 

2 

3 

61680 

.  .  . 

TRAY,  10-INCH:  By  12  inches,  white 
enamel,  developing. 

Each 

$1.35 

61690 

.  .  . 

TRAY,  14-INCH:  By  17  inches,  white 
enamel,  developing. 

Each 

2.25 

61692 

S.  . 

TUBE  COLUMN  UNIT,  RAIL  MOUNTED,  HEAVY 
DUTY: 

Each 

500.0  0 

61705 

S  (3)  (4) 

TUBE,  X-RAY,  -10  MA:  4-inch  bulb  type. 
Radiographic  and  fluoroscopic. 

(Requisitions  will  state  type  of 
machine  with  which  to  be  used,  serial 
number  of  machine,  maximum  kilovolts 
and  whether  or  not  machine  is 
shockproof) . 

Each 

80.00 

61710 

S  (3)  (4) 

TUBE,  X-RAY,  100  MA:  4-inch  bulb  type. 
Radiographic  and  fluoroscopic. 
(Requisitions  will  state  type  of 
machine  with  which  to  be  used,  serial 
number  of  machine,  maximum  kilovolts 
and  whether  or  not  machine  is 
shockproof) . 

Each 

156.00 

61715 

S  (3) (4) 

TUBE,  X-RAY,  SUPERFICIAL  THERAPY: 
(Requisitions  will  state  type  of 
machine  with  which  to  be  used,  serial 
number  of  machine,  maximum  kilovolts, 
and  whether  or  not  machine  is 
shockproof) . 

Each 

250.00 

61725 

S(3)(4) 

TUBE,  X-RAY,  DEEP  THERAPY: 

(Requisitions  will  state  type  of 
machine  with  which  to  be  used,  serial 
number  of  machine,  maximum  kilovolts, 
and  whether  or  not  machine  is 
shockproof) . 

Each 

500.  00 

61730 

S  (3)  (4) 

TUBE,  X-RAY,  RAY-PROOF,  CYLINDER  TYPE: 
Radiographic  and  fluoroscopic. 
(Requisitions  will  state  whether  tube 
with  or  without  ray-proof  shield  is 
desired,  and  state  type  of  machine 
with  which  to  be  used,  maximum 
kilovolts,  and  whether  or  not  table 
is  shockproof) . 

Each 

175.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 

CLASS  6. — X-Ray  Equipment  and  Supplies - Continued 

- (issue  while  in  stock  items) 


No. 


Notes 


Item 


Unit 


Unit 

Price 


Allowance 
per  1000* 


60120 

60520 

60530 

61130 

61250 

61260 


(9) 

(9) 


CLIP:  Photographic . 

LOCALIZATION,  EYE,  LOCALIZER:.  .  . 

LOCALIZATION,  EYE,  SPECIAL  HEAD  REST: 
With  holder. 

PALPATOR,  SPOON  TYPE: . 

RACK  FOR  X-RAY  TUBES: . 

REEL,  SINGLE:  High  tension. 


Each 

$0.07 

Each 

75.00 

Each 

15.00 

Each 

6.50 

Each 

1.45 

Each 

3.  19 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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CLASS  7 


70000-71012.  Furniture. 

71020-71400.  physiotherapy  equipment. 

71500-71800.  Hospital  linen  and  bedding. 

72000-74490.  Mess  equipment  and  supplies. 

74500-74990.  Cleaning  and  preserving  equipment  and  supplies. 

75000-76990.  Stationery  and  miscellaneous  office  equipment  and  supplies. 
77000-79600.  Miscellaneous  hospital  equipment  and  supplies. 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Furniture 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

70000 

.  .  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG; 
COMPLETE:  With  binder. 

Each 

$1.85 

70001 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  1: 

Each 

.05 

2.4 

70002 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  2: 

Each 

.02 

2.4 

70003 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  3: 

t  Each 

.07 

2.4 

70004 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  4: 

Each 

.05 

2.4 

70005 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  5: 

Each 

.06 

2.4 

70006 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  6: 

Each 

.02 

2.4 

70007 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  7: 

Each 

.07 

2.4 

70008 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  8: 

Each 

.02 

2.4 

.  .  . 

.  .  . 

.  .  . 

70009 

X.  . 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG, 
CLASS  9: 

Each 

.06 

2.4 

70010 

.  .  . 

BACK  REST:  White  enamel . 

Each 

2.75 

70020 

•  •  • 

BASSINET:  Approx.  30  by  16  by  15 
inches  deep.  Complete  with 
mattress. 

Each 

10.  00 

70030 

.  .  . 

BASKET,  LAUNDRY,  ARMY  DUCK  BODY: .  . 

Each 

2.33 

70035 

.  .  . 

BASKET,  LAUNDRY,  METAL  FRAME:  34  by 
22  by  23  inches  deep. 

Each 

2.60 

70050 

.  .  . 

BED,  HOSPITAL:  White  enamel.  .  .  . 

Each 

7.35 

70052 

.  .  . 

BED  RAIL: . 

Pair 

10.00 

70060 

.  .  . 

BED,  ADJUSTABLE: . 

Each 

28.50 

70065 

(9) 

BED,  ADJUSTABLE  CASTER:  With  or 
without  wheel  brakes;  requisi¬ 
tions  should  state  which. 

Each 

1.25 

70067 

x(1)$ 

BED.  ADJUSTABLE,  CASTER,  TIRE: 
RuDber. 

Each 

.56 

5. 1 

70070 

.  .  . 

BED,  FRACTURE:  White  enamel.  .  .  . 

Each 

31.75 

.  .  . 

.  .  . 

70080 

.  .  . 

BED,  OBSTETRICAL:  Complete  with  two 
piece  mattress. 

Each 

40.45 

70090 

X.  . 

BED  SHOE:  Wood.  (Requisitions  will 

state  the  inside  diameter  of  leg  of 
bed,  which  will  be  outside  diameter 
of  shoe)  . 

Each 

.03 

19.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  7. — Fwmitxvre - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

70100 

•  •  • 

BENCH,  PORCH:  Slat  seat  and.  back. 

Each 

$10.99 

70110 

(3) 

BOOKCASE  SECTION,  12  3/4-INCH:  High, 
outside,  by  13  inches  deep  by  33 
inches  wide,  with  disappearing  glass 
door. *  * 

Each 

113 . 25 
2  8‘25 

70120 

(3) 

BOOKCASE  SECTION,  14  3/4-INCH:  High, 
outside,  by  13  inches  deep  by  33 
inches  wide,  with  disappearing  glass 
door. *  * 

Each 

*13.60 
2  7‘65 

70130 

(3) 

BOOKCASE  SECTION.  BASE:  10  inches 
high,  by  13  incnes  deep  by  33  inches 
wide,  sanitary.** 

Each 

*7.00 

24.70 

70132 

(3) 

BOOKCASE  SECTION,  TOP:  2j  inches 
high  by  13  inches  deep  by  33  inches 
wide.** 

Each 

13.05 

23.60 

70140 

(3) 

CABINET  FILING,  CAP:  Size,  corre¬ 
spondence,  4— drawer  vertical,  52  3/8 
by  25  by  20  l/8  inches  wide 
(outside) .  *  * 

Each 

*28.65 

239.90 

70160 

CABINET,  FILING,  DOCUMENT  FILE: 

Single  files  of  3-ply  veneer.  Used 
for  filing  dead  documents  and  S  &  W 
cards.  Shelving  to  hold  files  con¬ 
structed  locally. 

Each 

2.60 

70170 

(3) 

CABINET,  FILING,  LARGE’ UNIT,  BASE: 

33  inches  wide,  9  inches  high,  17 
inches  deep  (outside).** 

Each 

16.25 

25.50 

70180 

(3) 

CABINET,  FILING,  LARGE  UNIT,  DOCUMENT 
SECTION:  6  drawers,  33  inches  wide, 

13£  inches  high.  17  inches  deep 
(outside).** 

Each 

^■le.  60 
217.00 

70190 

(3) 

CABINET,  FILING,  LARGE  UNIT,  3  BY  5- 
INCH  CARDS,  5  DRAWERS:  33  inches 
wide,  6  5/8  inches  high,  17  inches 
deep  (outside).** 

Each 

114.47 

212.75 

70200 

(3) 

CABINET,  FILING,  LARGE  UNIT,  3  BY  5- 
INCH  CARDS,  15  DRAWERS:  33  inches 
wide,  13i  inches  high,  17  inches 
deep  (outside).** 

Each 

■*24. 00 
222.85 

70210 

(3) 

CABINET,  FILING,  LARGE  UNIT,  5  BY  8- 
INCH  CARDS,  3  DRAWERS:  33  inches 

wide,  6  5/8  inches  high,  17  inches 
deep  (outside).** 

Each 

110.63 
2 12. 25 

70215 

(3) 

CABINET  FILING,  LARGE  UNIT,  TOP: 

33  inches  wide,  2£  inches  high,  17 
inches  deep  (outside).** 

Each 

$13.25 

24.30 

70220 

(3) 

CABINET,  FILING,  SMALL  UNIT.  BASE: 

16£  inches  wide.  9  inches  high,  17 
inches  deep  (outside).** 

Each 

*4.90 

24.65 

1  2  . 

Steel  Wood 

**  Requisitions  should  state  material,  i. e. ,  steel  or  wood. 


*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


C  LASS  7 .  — Fumi  ture - Cont  i  nued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al 1 owance 
per  1000* 

1 

2 

3 

70230 

(3) 

CABINET  FILING,  SMALL  UNIT,  CAP: 

Size,  1  drawer,  correspondence,  16^ 
inches  wide,  13&  inches  high,  17 
inches  deep  (outside).*1* 

Each 

J^ll.  29 
oil.  75 

.... 

.  .  . 

.  .  . 

.  .  . 

70240 

(3) 

CABINET,  FILING,  SMALL  UNIT,  DOCUMENT 
SECTION,  3£  BY  8-INCH  CARDS:  3 
drawers,  16£  inches  wide.  13£  inches 
high,  17  inches  deep  (outside).** 

Each 

118. 00 
o10.00 

70250 

(3) 

CABINET,  FILING,  SMALL  UNIT,  3  BY  5 
INCH  CARDS  2  DRAWERS:  16£  inches 
wide,  ,6  5/8  inches  high,  17  inches 
deep  (outside).*  * 

Each 

117.25 
0  8.00 

70260 

(3) 

CABINET,  FILING,  SMALL  UNIT,  5  BY  8 
INCH  CARDS,  2  DRAWERS:  Index  and  1 
document,  16£  inches  wide,  13£ 
inches  high,  17  inches  deep 
(outside).** 

Each 

114.55 
oil. 50 

70265 

(3) 

CABINET,  FILING,  SMALL  UNIT,  TOP: 

16£  inches  wide,  2fr  inches  high,  17 
inches  deep  (outside).** 

Each 

12.50 

o3.55 

70270 

CABINET,  INSTRUMENT,  LARGE:  Glass 
sides  and  2  doors,  6  shelves,  36  by 

16  by  72  inches  high,  4  legs,  with 
rubber  tired  wheels.  (Operating 

room. ) 

Each 

^21. 00 

70280 

CABINET,  INSTRUMENT ,  MEDIUM:  Glass 
sides  and  1  door,  6  shelves,  24  by 

16  by  72  inches  high,  4  legs,  with 
rubber  tired  wheels.  (Dressing 

r  oom. ) 

Each 

3 90. 00 

70290 

CABINET,  MEDICINE:  Top  cabinet  has 
glass  sides  and  1  door,  3  shelves, 

20  by  16. by  32  inches  nigh,  lower 
cabinet  all  metal,  2  shelves,  1  door, 
4  legs  with  casters.  (Ward.) 

Each 

34  5 . 00 

70310 

*  *  * 

CARRIAGE,  DRESSING:  Glass  shelves, 
rubber  tired  wheels. 

Each 

344  .  90 

70330 

•  •  • 

CARRIAGE,  WHEELER :  Stretcher,  with 
fenestrated  strap— iron  top. 

Each 

3 3  6. 90 

70340 

•  •  • 

CHAIR,  ARM:  Double  cane  seat  and 
back,  ward  or  porch. 

Each 

3.84 

70360 

•  • 

CflATR,  ARM,  OFFICE:  Wood  seat.  .  . 

Each 

8.00 

70370 

.  .  . 

CHAIR,  ARM,  RECEPTION  ROOM:  .... 

Each 

26.15 

70380 

.  .  . 

CHAIR,  FARANY: . 

Eac  h 

75 . 00 

70390 

.  •  • 

CHAIR,  COMMON: . 

Each 

4.33 

70410 

.  .  . 

CHAIR,  COMMON,  OFFICE: . 

Each 

10 . 65 

gSteel  2Wood 

White  enamel 

‘‘Requisitions  should  state  material,  i.e.,  steel  or  wood. 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Fivniiture - Continued 


No. 

Notes 

Item 

t 

Unit 

Unit 

Price 

AT lowance 
per  1000* 

1 

2 

3 

70420 

. 

.  . 

CHAIR,  DESK,  RECEPTION  ROOM:  .  .  . 

Each 

$12.50 

70430 

• 

•  • 

CHAIR,  INVALID:  Rolling . 

Each 

20.00 

70440 

• 

•  • 

CHAIR,  REVOLVING:  Office,  wood  seat 
and  slat  back,  with  arms. 

Each 

16.98 

70450 

• 

•  • 

CHAIR,  ROCKING:  With  arms,  for  ward 
or  porch,  double  cane  seat  and  back. 

Each 

4.30 

70460 

• 

•  • 

CHAIR,  SPECIALISTS:  White  enamel, 
revolving  seat,  adjustable  back. 

Each 

18.85 

70465 

• 

•  • 

CHAIR,  TYPISTS': . 

Each 

7.90 

70475 

• 

•  • 

CLOCK,  WALL,  8— DAY:  Hospital,  hand- 
wound. 

Each 

8.00 

70480 

(4) 

CLOCK,  WALL  ELECTRIC:  Hospital.  . 

Each 

5.00 

70490 

• 

•  • 

CONVEYOR,  SOILED  LINEN: . 

Each 

5.65 

70500 

(9) 

CONVEYOR  BAG:  Army  duck,  35 
inches  deep,  25  inches  diameter. 

Each 

3.35 

70510 

• 

COSTUMER:  4  hooks . 

Each 

4.65 

70530 

• 

CRADLE,  BED:  White  enamel. 

Each 

3.15 

70540 

• 

DAVENPORT: . 

Each 

64.45 

70550 

. 

DESK,  NURSE'S:.  .  . 

27.43 

70552 

• 

DESK,  OFFICE,  45-INCH:  By  34  inches, 
f lat  t  op . 

Each 

30.00 

70560 

• 

DESK,  OFFICE,  60-INCH:  By  34  inches, 
f  lat  t  op . 

Each 

35.65 

70580 

• 

DESK,  RECEPTION  ROOM: . 

Each 

17 . 95 

70590 

• 

DESK,  TYPEWRITER:  44  by  32  inches, 
typewriter  drop,  3  drawers  right 
side . 

Each 

35.20 

70600 

. 

DRESSER:  With  mirror . 

Each 

42.75 

70603 

X 

.  • 

HOLDER,  CARD:  For  bed  card. 

Each 

.05 

&3.0 

70604 

• 

HOLDER,  CHART:  For  use  with  Forms 

55,  MD. 

Each 

1C 

00 

70605 

• 

LAMP,  ADJUSTABLE,  FOR  BED:  (Takes 

15  watt  frosted  bulb  furnished  by 
Quartermaster) . 

Each 

5.00 

70610 

. 

LAMP,  DESK:  Electric . 

Each 

6.25 

70620 

• 

LAMP.  DESK,  FLEXIBLE  ARM:  22  inches 
hign,  1  lamp,  with  adjustable  shade, 
8— foot  cord  and  plug. 

Each 

3.09 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Furniture - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

70690 

.  .  . 

LAMP,  TABLE:  Reception  room. 

Each 

$13.05 

70700 

.  .  . 

MIRROR,  WALL: . 

Each 

1.89 

70720 

.  .  . 

RACK  FOR  URINALS:  And  bedpans,  white 
enamel. 

Each 

3.25 

70725 

X(l)  (3) 

RUBBER  BUMPER,  FULL  ROUND:  For  items 
70050—60—70-80.  Diameter  5  inches. 
Hole  1,  li,  l£,  13/4  inches. 
(Requisitions  will  state  diameter  of 
tubing  on  which  to  be  used.) 

Each 

.35 

1.0 

70735 

X(l)  (3) 

RUBBER  TIPS  FOR  FURNITURE  LEGS: 

(State  size  of  hole  and  item  for 
which  intended) . 

Each 

.04 

13.9 

70737 

(3) 

RUG: . 

Each 

**6.00 

70740 

*  *  * 

SAFE.  SMALL:  Up  to  and  including  45— 
incn  exterior  height.  (State 
purpose  for  which  intended  and 
interior  fittings  desired). 

Each 

L10.00 

70760 

*  *  * 

SAFE,  LARGE:  Above  45- inch  exterior 
height.  (State  purpose  for  which 

intended  and  interior  fittings 
desired) . 

Each 

150.00 

70780 

.  .  . 

SCREEN,  BED:  Folding  frame  for  3 
sections. 

Each 

3.15 

70800 

.  .  . 

SETTEE:  Wood,  slat  back . 

Each 

52.30 

70805 

X(3) 

SILENCER.  METAL,  FOR  FURNITURE  LEGS: 
With  rubber  cushion.  Requisitions 
should  state  type  of  legs  for  which 
required;  i.e.,  caster— socket ,  solid 
wood,  or  metal  (tubular  or  angle 
iron;  if  tubular  inside  diameter  of 
leg  should  be  stated.) 

Each 

.12 

36.4 

70810 

.  .  . 

STAND,  BOWL,  IMMERSION:  With  2 
b  as  ins . 

Each 

38.00 

70820 

.  .  . 

STAND,  DICTIONARY:  Pedestal  type, 
support  rod  removable  and  adjustable. 

Each 

7.30 

70823 

.  .  . 

STAND,  SMOKING: . 

Each 

3.20 

70825 

.  .  . 

STAND,  STRADDLE: . 

Each 

100.00 

70830 

.  .  . 

STAND,  TYPEWRITER:  Table  36  by  20  by 
26  inches  high,  3  drawers  right 
pedestal,  drop  leaf  left  side. 

Each 

17.35 

70860 

.  .  . 

STOOL,  COMMON:  18  inches  high,  for 
bathroom. 

Each 

3.90 

70870 

.  .  . 

STOOL,  FOOT:  Operating  room. 

Each 

10.00 

70880 

.  .  . 

STOOL,  REVOLVING: . 

Each 

6.50 

Approximate  price  per  square  yard. 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


' 


MEDICAL  DEPARTMENT  SDPPLI  CATALOG  -  1942 


CLASS  7. — Furniture Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lowance 
per  1000* 

1 

2 

3 

70885 

. 

.  . 

TABLE,  AUTOPSY: . 

Each 

$100.00 

70890 

• 

•  • 

TABLE,  BEDSIDE: . 

Each 

6.25 

70930 

• 

•  • 

TABLE,  EXAMINING: . 

Each 

19.00 

70940 

• 

•  • 

TABLE,  INSTRUMENT:  18  by  33  by  30 
inches. 

Each 

5.15 

70950 

• 

•  • 

TABLE,  INSTRUMENT,  ADJUSTABLE:  .  .  . 

Each 

8.25 

70960 

• 

•  • 

TABLE,  OFFICE,  48-INCH:  By  32 
inches,  1  drawer. 

Each 

22.25 

70970 

• 

•  • 

TABLE,  OFFICE,  72-INCH:  By  34 
inches,  2  drawers. 

Each 

27.50 

70980 

• 

•  • 

TABLE,  OPERATING:  White  enamel.  . 

Each 

135.00 

70990 

• 

•  • 

TABLE,  OPERATING,  SCANLON-BALFOUR: 

Each 

650.00 

70992 

• 

•  • 

TABLE,  OPERATING,  HEADREST, 

CEREBELLAR: 

Each 

135.00 

70993 

S. 

. 

TABLE,  ORTHOPEDIC,  COMPLETE: .  .  . 

Each 

750.00 

70994 

• 

•  • 

TABLE  ORTHOPEDIC,  PORTABLE:  With 
arm  traction  bar.  Complete  with 
carrying  case. 

Each 

90.00 

70995 

. 

.  • 

TABLE,  OVERBED: . 

Each 

13.00 

71000 

• 

•  • 

TABLE,  RECEPTION  ROOM: . 

Each 

24.99 

71005 

• 

•  • 

TRAY,  CARD  INDEX:  With  cover  and 
adjustable  follower  block,  for  3  by 
5-inch  cards. 

Each 

1.40 

71010 

(3) 

WARDROBE: . 

Each 

44.00 

71012 

WARMER,  BLANKET:  Approximately  72 
inches  high,  24  inches  wide,  24 
inches  deep  with  single  door,  steel. 
(Requisitions  will  state  type  of 
heating  desired.  If  electric,  in¬ 
clude  proper  notes  as  to  current, 
voltage,  etc.). 

Each 

75 . 00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


f 

MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  7. — Physiotherapy  Equipment 


NO. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

71020 

.  .  . 

BAKER,  ELECTRIC,  PORTABLE:.  .  .  . 

Each 

$50.00 

71030 

.  .  . 

BATH,  ARM:  10  by  24  by  14  inches 
deep. 

Each 

179.05 

71040 

.  .  . 

BATH,  LEG:  18  by  36  inches  deep. 

Each 

189.75 

71052 

S(4) 

CABINET,  ELECTRIC  LIGHT  BATH: .  .  . 

Each 

712.00 

71055 

S(4) 

DIATHERMY  APPARATUS:  Short  wave.  . 

Each 

250.00 

71060 

.  .  . 

FEVER  THERAPY  CABINET,  COMPLETE:.  . 

Each 

610.00 

71133 

X.  . 

HIGH  FREQUENCY  MACHINE  ELECTRODE 

FOIL:  Not  more  than  24  nor  less 

than  26  gage-(0.020  to  0.015).  12 

by  12  inches. 

Each 

.40 

0.3 

71160 

(4) 

LAMP,  THERAPEUTIC,  CARBON  ARC,  LARGE: 

Each 

380.00 

71162 

X(3)(9) 

LAMP.  THERAPEUTIC,  CARBON  ARC, 
LARGE,  CARBON,  INFRA-RED:  10. 

High  intensity.  (Eveready  656E)  . 

Box 

1.50 

0.05 

71164 

X(3)(9) 

LAMP,  THERAPEUTIC,  CARBON  ARC, 
LARGE,  CARBON,  SUNSHINE:  10. 

High  intensity.  (Eveready  656)  . 

Box 

1.50 

0.1 

71166 

X(3)(9) 

LAMP,  THERAPEUTIC,  CARBON  ARC, 
LARGE,  CARBON,  ULTRA-VIOLET:  10. 
High  intensity.  (Eveready  656C) . 

Box 

1.50 

0.1 

71170 

(4) 

LAMP,  THERAPEUTIC,  CARBON  ARC,  SMALL: 

Each 

105.00 

71180 

X(3)(9) 

LAMP,  THERAPEUTIC,  CARBON  ARC, 
CARBON,  INFRA-RED:  10.  (Eveready 
68E  and  610E) . 

Box 

1.00 

0.2 

71185 

X(3)(9) 

LAMP,  THERAPEUTIC,  CARBON  ARC, 
CARBON,  SUNSHINE:  10.  (Eveready 
68  and  610) . 

Box 

1.00 

0.3 

71190 

X(3)(9) 

LAMP,  THERAPEUTIC,  CARBON  ARC, 
CARBON,  ULTRA-VIOLET:  10. 
(Eveready  68C  and  610C) . 

Box 

1.00 

0.6 

71210 

(3)$(9) 

LAMP,  THERAPEUTIC,  INFRA-RED,  LARGE, 
ELECTRIC  BULB:  1000  watt.  (For  use 
with  71200)  . 

Each 

5.75 

71212 

(4) 

LAMP,  THERAPEUTIC,  INFRA-RED,  LARGE, 
ELEMENT  TYPE: 

Each 

65.00 

71214 

(3)  (4) 

LAMP,  THERAPEUTIC,  INFRA-RED, 

LARGE,  ELEMENT  FOR:  1000  watt. 

Each 

4.75 

71230 

(3)  (4)  (9) 

LAMP,  THERAPEUTIC,  INFRA-RED,  SMALL, 
ELECTRIC  BULB:  300  watt.  (For  use 
with  71220)  . 

Each 

1.40 

71232 

(4) 

LAMP,  THERAPEUTIC,  INFRA-RED,  SMALL, 
ELEMENT  TYPE: 

Each 

26.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


t 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Physiotherapy  Equipment - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

AT lcwance 
per  1000* 

1 

2 

3 

71234 

(3)  (4) 

LAMP,  THERAPEUTIC,  INFRA-RED, 

SMALL,  ELEMENT  FOR:  600  watt. 

Each 

$2.50 

71255 

S(4) 

LAMP,  THERAPEUTIC,  MERCURY  ARC,  AIR¬ 
COOLED,  LARGE: 

Each 

285.00 

71260 

S(4) 

LAMP,  THERAPEUTIC,  MERCURY  ARC,  AIR¬ 
COOLED,  PORTABLE:  Bedside  with 
truck. 

Each 

230.00 

71270 

(3)  (4)0 

LAMP,  THERAPEUTIC,  MERCURY  ARC, 
AIR-COOLED,  BURNER:  (For  71255- 
60-85)  . 

Each 

135.00 

71285 

S(4) 

LAMP,  THERAPEUTIC,  MERCURY  ARC,  AIR¬ 
COOLED: 

Each 

500.00 

71296 

(4) 

LAMP,  THERAPEUTIC,  ULTRA-VIOLET, 

SMALL: 

Each 

60.00 

71300 

S(4) 

SINUSOIDAL  MACHINE.  LARGE:  Multiplex 
Morse  wave  generator. 

Each 

335.00 

71310 

(4) 

SINUSOIDAL  MACHINE.  SMALL:  For  small 
installations  in  lieu  of  71300. 

Each 

112.50 

71320 

(4) 

SINUSOIDAL  MACHINE,  PORTABLE,  FOR 
GALVANIC,  FARAD IC  AND  RAPID 
SINUSOIDAL  CURRENTS: 

Each 

100.00 

71390 

SPECTACLES ,  ULTRA-VIOLET :  Pat ient s ' 
protective.  (For  operator's  goggles 

see  60310)  . 

Each 

.67 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Hospital  Linen  and  Bedding 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

71510 

. 

.  . 

BAG,  LAUNDRY,  LARGE:  60  by  22  inches. 

Each 

$2 . 50 

71520 

• 

•  • 

BAG,  LAUNDRY,  SMALL: . 

Each 

1.00 

71525 

• 

•  • 

BAG,  WARDROBE:  For  patients’ 
clothing. 

Each 

3.65 

71530 

• 

•  • 

BAR,  MOSQUITO:  6  feet  8  inches  by  2 
feet  11  inches  by  6  feet  4  inches, 
bobinette . 

Each 

3.80 

71550 

• 

•  • 

BEDSPREAD:  White,  cotton,  72  by  90 
inches . 

Each 

2.84 

71580 

• 

•  • 

BLANKET,  WHITE:  Wool,  90  by  66 
inches. 

Each 

3.55 

71590 

X. 

• 

CLOTH,  WASH: . 

Each 

.07 

180.0 

71600 

• 

•  • 

GOWN,  OPERATING:  (Large,  medium, 
small)  . 

Each 

1.35 

71605 

• 

•  • 

MATTRESS,  COTTON:  4  by  34 by  76 
inches . 

Each 

8.80 

71607 

• 

•  • 

MATTRESS,  INNER  SPRING:  Requisitions 
will  state  whether  for  nurses'  or 
hospital  bed.) 

Each 

9.12 

71620 

. 

•  • 

MATTRESS  COVER  FOR  FELT  MATTRESS:.  . 

Each 

1.60 

71625 

• 

•  • 

MATTRESS  COVER  FOR  INNER  SPRING 
MATTRESS: 

Each 

1.95 

71628 

• 

•  • 

PAD  FOR  OPERATING  AND  EXAMINING  TABLE: 
Inner  spring. 

Each 

20.00 

71630 

• 

•  • 

PAJAMA  COAT,  SUMMER:  (Large,  medium, 
small)  . 

Each 

1.00 

71640 

• 

•  • 

PAJAMA  COAT,  WINTER:  (Large,  medium, 
small)  . 

Each 

.75 

71650 

• 

•  • 

PAJAMA  TROUSERS,  SUMMER:  (Large, 
medium,  small)  . 

Each 

71660 

• 

•  • 

PAJAMA  TROUSERS,  WINTER:  (Large, 
medium,  small)  . 

Each 

.75 

71670 

• 

.  . 

PILLOW,  FEATHER: . 

Each 

1.93 

71690 

• 

•  • 

PILLOW  CASE:  Cotton,  45  by  38£ 
inches. 

Each 

.37 

71710 

. 

•  • 

ROBE,  BATH: . 

Each 

2.75 

71720 

. 

.  . 

SHEET:  Cotton,  72  by  108  inches. 

Each 

.90 

71740 

* 

SUIT,  CONVALESCENT,  COAT:  (Large, 
medium,  small)  . 

Each 

1.75 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorat ing  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Hospital  Linen  and  Bedding - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

71750 

.  .  . 

SUIT*  CONVALESCENT,  TROUSERS:  (Large, 
medium,  small)  . 

Each 

$1.75 

71760 

.  .  . 

SUIT,  OPERATING,  COAT:  (Large, 
medium,  small) . 

Each 

.75 

71762 

.  .  . 

SUIT,  OPERATING,  TROUSERS:  (Large, 
medium,  small)  . 

Each 

.75 

71770 

.  .  . 

TOWEL,  BATH: . 

Each 

.63 

71780 

TOWEL,  HAND: . 

Each 

.26 

% 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Mess  Equipment  and  Supplies 


No, 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

72010 

•  •  • 

APRON,  COOK'S: . 

Each 

$0.31 

72020 

.  .  . 

BEATER,  EGG:  12^-inch,  double 
dasher. 

Each 

.30 

72030 

.  .  . 

BEATER,  EGG,  WIRE  WHIP:  16-inch.  . 

Each 

.37 

72040 

.  .  . 

BEEF  JUICER,  1  QT: . 

Each 

4.50 

72070 

.  .  . 

BOARD,  BREAD:  14  by  20  by  7/8  inches. 

Each 

1.25 

72080 

.  .  . 

BOARD,  CHOPPING: . 

Each 

3.60 

72100 

.  .  . 

BOILER,  DOUBLE,  2£  QT:  Long  handle. 

Each 

8.50 

72110 

.  .  . 

BOILER,  DOUBLE,  6  QT: . 

Each 

17.50 

72120 

.  .  . 

BOILER,  DOUBLE,  15  QT: . 

Each 

45.00 

72130 

.  .  . 

BOWL,  CHOPPING:  Wood,  20-inch.  .  . 

Each 

1.05 

72140 

.  .  . 

BOWL,  MIXING,  21-INCH: . 

Each 

2.65 

72150 

.  .  . 

BOWL,  MIXING,  30-INCH: . 

Each 

5.35 

72160 

X.  . 

BOWL,  SOUP,  CHINA: . 

Each 

.17 

180.0 

72170 

X(9) 

BOWL,  SOUP,  ENAMEL  WARE: . 

Each 

.06 

5.7 

72180 

X.  . 

BOWL,  SUGAR:  China . 

Each 

.67 

5.5 

72200 

X.  . 

BOWL,  SUGAR,  INDIVIDUAL:  China.  .  . 

Each 

.24 

16.1 

72210 

.  .  . 

BROILER,  WIRE:  16  by  18  inches.  .  . 

Each 

1.70 

72230 

X.  . 

BRUSH,  MEAT  BLOCK:  Steel,  3  3/4  by 

9  inches. 

Each 

00 

0.3 

72240 

.  .  . 

CAP,  COOK'S: . 

Each 

.36 

72250 

.  .  . 

CART,  DISH:  4  wheels,  3  wood  trays. 

Each 

36.91 

72260 

.  .  . 

CART.  FOOD,  DEAR  TYPE,  COMPLETE: 

Witn  2-section  cover. 

Each 

190.00 

72270 

(9) 

CART,  FOOD,  DEAR  TYPE,  CAN,  1  QT: . 

Each 

.65 

72280 

(9) 

CART,  FOOD,  DEAR  TYPE,  CAN,  2  QT: . 

Each 

.85 

72290 

(9) 

CART,  FOOD,  DEAR  TYPE,  CAN,  8£  QT: 

Each 

2.65 

72300 

S(3) 

CART,  FOOD,  DRINKWATER,  COMPLETE: 
Consists  of  1  chassis,  1  steel  plat¬ 
form  and  either  1  large  or  2  small 
food  cabinets. 

Each 

368.00 

72310 

(9) 

CART,  FOOD,  DRINKWATER,  CABINET, 
FOOD,  LARGE: 

Each 

137.50 

72320 

(9) 

CART,  FOOD,  DRINKWATER,  CABINET, 
FOOD,  SMALL: 

Each 

103 . 00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


i 


' 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  7. — Ness  Equipment  and  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

72330 

(9) 

CART,  FOOD,  DRINKWATER,  TYPE  "A" 
CAN:  6.5  qt  (for  72320). 

Each 

$6.90 

72340 

(9) 

CART,  FOOD,  DRINKWATER,  TYPE  "B» 
CAN:  7.5  qt  (for  72320). 

Each 

9.75 

72350 

(9) 

CART,  FOOD,  DRINKWATER,  TYPE  »C 
CAN:  10.3  qt  (for  72310)  . 

Each 

11.12 

72360 

(9) 

CART,  FOOD,  DRINKWATER.  TYPE  »D" 
CAN:  18.  §  qt  (for  723 10)  . 

Each 

14.87 

72370 

(9) 

CART,  FOOD,  DRINKWATER,  CHASSIS: 

Each 

60.75 

72380 

(9) 

CART,  FOOD,  DRINKWATER,  CHASSIS, 
WHEEL: 

Each 

3.00 

72390 

(9) 

CART,  FOOD,  DRINKWATER,  PLATFORM: 

Each 

8.00 

72395 

X(l)(9) 

CART,  FOOD,  DRINKWATER,  TIRE:.  . 

Each 

1.50 

3.5 

72397 

S(4) 

CART,  FOOD,  ELECTRIC:  (Service  for 
50—60  patients). 

Each 

330.00 

72420 

.  .  . 

CHOPPER,  MEAT:  Hand,  4  lbs.  .  .  . 

Each 

1.75 

72450 

(9) 

CLEAVER,  10-INCH:  With  blade,  4  lbs. 

Each 

3.50 

72470 

.  .  . 

COLANDER,  16-INCH: . 

Each 

3.85 

72480 

X.  . 

CORER,  APPLE: . 

Each 

.06 

0.4 

724  90 

.  .  . 

COVER,  CAKE: . 

Each 

1.30 

72495 

.  .  . 

COVER,  PLATE:  (For  73600).  .  .  . 

Each 

1.50 

72500 

X.  . 

CRUET,  VINEGAR:  And  oil,  glass.  .  . 

Each 

.36 

3.4 

72530 

X.  . 

CUP,  CUSTARD:  China . 

Each 

.07 

17.7 

72540 

X.  . 

CUP,  EGG:  China . 

Each 

.17 

7.2 

CUP,  FEEDING:  China . 

Each 

Use 

99220 

72560 

X.  . 

CUP,  MEASURING:  i  pint . 

Each 

.11 

0.2 

72565 

X.  . 

CUP,  TEA:  China . 

Each 

.19 

135.0 

72570 

X.  . 

CUTTER,  BISCUIT:  2-inch . 

Each 

.12 

0.4 

72590 

.  .  . 

CUTTER,  BUTTER: . 

Each 

5.80 

72610 

X.  . 

CUTTER,  DOUGHNUT: . 

Each 

.20 

0.2 

72620 

.  .  . 

CUTTER,  FRENCH  FRY:  Vegetable  cubing 
and  slicing. 

Each 

19.48 

72630 

.  .  . 

DIPPER,  1  PT:  Long  handle. 

Each 

.19 

72640 

.  .  . 

DIPPER,  1  QT:  Long  handle. 

Each 

.40 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Mess  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  1  owance 
per  1000* 

1 

2 

3 

72660 

X.  . 

DISH,  BUTTER:  China,  individual. 

Each 

$0.08 

22.5 

72662 

X.  . 

DISH,  BUTTER,  PAPER:  Individual.  . 

Dozen 

.01 

989.9 

72680 

X.  . 

DISH,  MEAT,  LARGE:  China.  .  .  . 

Each 

.90 

2.1 

72700 

.  .  . 

DISH,  MEAT,  SMALL:  14-inch.  .  .  . 

Each 

2.60 

72720 

X.  . 

DISH,  OATMEAL:  China . 

Each 

.15 

43.5 

72730 

X.  . 

DISH,  PICKLE:  China . 

Each 

.44 

2.9 

.  .  . 

.  . 

.  .  . 

72740 

X.  . 

DISH,  VEGETABLE:  Without  cover, 
china. 

Each 

.35 

13.2 

72760 

X.  . 

DISH,  VEGETABLE,  INDIVIDUAL:  China. 

Each 

.14 

40.5 

72830 

.  .  . 

DREDGE,  FLOUR:  Safety  top.  .  . 

Each 

.50 

72835 

(4) 

EXTRACTOR,  JUICE,  ORANGE  AND  LEMON:  . 

Each 

38.00 

72840 

.  .  . 

FORK,  CARVING:  9-inch  blade.  .  . 

Each 

.95 

72870 

.  .  . 

FORK,  FLESH,  APPROXIMATELY  15-INCH: 

Two  tines. 

Each 

.34 

72880 

.  .  . 

FORK,  FLESH,  20-INCH:  Two  tines.  . 

Each 

o 

00 

72890 

.  .  . 

FORK,  TABLE: . 

Each 

.14 

72900 

.  .  . 

FREEZER,  ICE-CREAM,  1  GAL:  Hand 
crank,  triple  motion. 

Each 

2.00 

72920 

.  .  . 

FREEZER,  ICE-CREAM,  3  GAL:.  .  .  . 

Each 

6.00 

72940 

(4) 

FREEZER,  ICE-CREAM,  ELECTRIC: .  .  . 

Each 

200.00 

72950 

(3)  (9) 

FREEZER,  ICE-CREAM,  ELECTRIC, 
PACKING  CAN:  State  size  desired. 

Each 

25.00 

72960 

(3)  (9) 

FREEZER,  ICE-CREAM,  ELECTRIC, 
PACKING  TUB:  State  size  desired. 

Each 

12.00 

72970 

X.  . 

GRATER,  LARGE: . 

Each 

00 

o 

0.3 

72980 

X.  . 

GRATER,  SMALL: . 

Each 

.15 

0.2 

72990 

X.  . 

GRAVY  BOAT:  China . 

Each 

.67 

3.6 

73000 

.  .  . 

GRIDDLE: . 

Each 

4.60 

73050 

.  .  . 

KETTLE,  TEA:  7  qt . 

Each 

.65 

73060 

.  .  . 

KNIFE,  BONING,  6- INCH:  Blade.  .  . 

Each 

.24 

73070 

•  •  • 

KNIFE,  BREAD,  10- INCH:  Blade.  .  . 

Each 

00 

73075 

•  •  • 

KNIFE,  BUTCHER,  6- INCH:  Blade.  .  . 

Each 

1.50 

73090 

.  .  . 

KNIFE,  BUTCHER,  12-INCH:  Blade.  .  . 

Each 

.55 

73100 

.  .  . 

KNIFE,  CHOPPING:  2  curved  blades.  . 

Each 

.75 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Mess  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

73110 

•  •  • 

KNIFE,  GRAPEFRUIT:  Curved  blade.  . 

Each 

$0.27 

73120 

.  .  . 

KNIFE,  PARING: . 

Each 

.20 

73123 

.  .  . 

KNIFE,  POTATO  PEELER:  Hand  type, 
small. 

Each 

.35 

73130 

.  .  . 

KNIFE,  SABATIER,  HEAVY:  14-inch 
blade. 

Each 

2.75 

73140 

.  .  . 

KNIFE,  SABATIER,  LIGHT:  10-inch 
blade. 

Each 

2.38 

73142 

(9) 

KNIFE  AND  SAW,  COMBINATION:.  .  .  . 

Each 

CO 

00 

73145 

(9) 

KNIFE,  SKINNING:  6-inch  blade.  .  . 

Each 

.17 

73150 

.  .  . 

KNIFE,  SLICING:  12-inch  blade.  .  . 

Each 

1.05 

73160 

.  .  . 

KNIFE,  TABLE: . 

Each 

.24 

73170 

.  .  . 

LADLE,  LARGE:  24  oz . 

Each 

73180 

.  .  . 

LADLE,  SMALL:  6  oz . 

Each 

1.00 

73200 

.  .  . 

MASHER,  POTATO,  WIRE: . 

Each 

.54 

73210 

.  .  . 

MASHER,  POTATO,  RICER: . 

Each 

1.49 

73230 

.  .  . 

MEASURE,  LIQUID,  1  QT: . 

Each 

.75 

73290 

X.  . 

MOLD,  JELLY:  Individual . 

Each 

.03 

2.7 

73295 

X.  . 

MUG,  COFFEE,  WITH  HANDLE:  China.  . 

Each 

00 

o 

24.3 

73300 

.  .  . 

NAPKIN,  LINEN: . 

Each 

.37 

73310 

X.  . 

NAPKIN,  PAPER:  Crepe,  folded,  1,000. 

Pkg. 

.55 

74.2 

73315 

.  .  . 

OPENER,  CAN,  LARGE:  Bracket  type.  . 

Each 

5.00 

73320 

X.  . 

OPENER,  CAN,  SMALL:  With  corkscrew 
and  cap  remover. 

Each 

.05 

0.7 

73340 

.  .  . 

PAN,  BAKE,  2  7/8-INCH:  By  17  3/8  by 
194  inches. 

Each 

2.50 

73350 

.  .  . 

PAN,  BAKE,  4  3/4-INCH:  By  204  by 

264  inches. 

Each 

1.99 

73360 

.  .  . 

PAN,  CAKE,  ROUND:  9  3/8  by  1  inch. 

Each 

00 

73370 

.  .  . 

PAN,  CAKE,  12-INCH:  By  12  inches. 

Each 

.40 

73380 

.  .  . 

PAN,  CAKE,  18-INCH:  By  18  inches. 

Each 

.55 

73390 

.  .  . 

PAN,  DISH,  20  QT: . 

Each 

1.68 

73400 

.  .  . 

PAN,  DISH,  36  QT: . 

Each 

1.19 

73410 

.  .  . 

PAN,  FRY,  9-INCH: . 

Each 

4.60 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Ness  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

73420 

.  .  . 

PAN,  FRY,  13  1/8-INCH: . 

Each 

$6.75 

73430 

.  .  . 

PAN,  MUFFIN:  12  cups . 

Each 

.15 

73440 

.  .  . 

PAN,  SAUCE,  2  QT:  Long  handle.  .  . 

Each 

4.65 

73450 

.  .  . 

PAN,  SAUTE,  84  QT: . 

Each 

6.09 

73480 

X.  . 

PICK,  ICE:  10-inch . 

Each 

.13 

1.6 

73490 

X.  . 

PITCHER:  Cream,  individual,  china. 

Each 

.10 

22.5 

.  .  . 

. 

.  .  . 

73500 

X.  . 

PITCHER,  44"0Z:  Cream,  china. 

Each 

.20 

11.8 

73510 

.  .  . 

PITCHER,  1  PT:  Enamelware.  .  .  . 

Each 

.47 

73520 

X.  . 

PITCHER,  li— PT:  China . 

Each 

.43 

13.5 

73540 

.  .  . 

PITCHER,  3  QT: . 

Each 

6.70 

73560 

X.  . 

PLATE,  BREAD  AND  BUTTER:  China.  . 

Each 

.10 

48.0 

73580 

X.  . 

PLATE,  DESSERT:  China . 

Each 

.18 

15.9 

73590 

X.  . 

PLATE,  DINNER:  China . 

Each 

.19 

121.6 

73600 

X.  . 

PLATE,  3-COMPARTMENT:  11-inch, 
china. 

Each 

1.06 

21.3 

73610 

X.  . 

PLATE,  PIE:  10-inch . 

Each 

.04 

6.8 

73612 

X.  . 

PLATE,  PIE,  PAPER:  9-inch,  12.  .  . 

Pkg. 

.05 

50.4 

73615 

X.  . 

POT,  CHAIN  AND  SCRAPER: . 

Each 

i-k 

05 

0.5 

73620 

.  .  . 

POT,  COFFEE,  6  QT: . 

Each 

1.29 

73630 

.  .  . 

POT,  COFFEE,  114  QT: . 

Each 

2.00 

73650 

.  .  . 

POT,  FRENCH  FRY:  Iron  pot  with 

hanger  and  seamless  perforated 
basket  18  by  8  inches. 

Each 

5.72 

73660 

X.  . 

POT,  MUSTARD:  4  oz,  china. 

Each 

.25 

2.4 

73670 

.  .  . 

POT,  STOCK,  14  QT: . 

Each 

20.00 

73680 

.  .  . 

POT,  STOCK,  24  QT: . 

Each 

26.00 

73690 

.  .  . 

POT,  STOCK,  24  QT,  WITH  FAUCET  AND 
STRAINER: 

Each 

36.00 

73700 

.  .  . 

POT,  STOCK,  40  QT: . 

Each 

43.80 

73710 

.  .  . 

POT,  STOCK,  60  QT: . 

Each 

55.50 

73720 

.  .  . 

POT,  TEA,  5  QT: . 

Each 

.46 

73730 

*  *  * 

POT,  TEA  OR  COFFEE,  INDIVIDUAL:  10 
fl.  oz. 

Each 

3.63 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non -deter iorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 


CLASS  7. — Ness  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1 owance 
per  1000* 

1 

2 

3 

73755 

s.  . 

REGRIGERATOR,  MECHANICAL:  Requisi¬ 
tions  will  state  size  in  cu.  ft.  for 
storage  space,  also  limiting  meas¬ 
urements  of  floor  space  and  height. 
(State  whether  electric,  gas  or 
kerosene;  if  electric,  state  exact 
current  (voltage,  cycle  and  phase); 
if  gas,  state  type.) 

Each 

$600.  OC 

73760 

.  .  . 

REFRIGERATOR,  LARGE:  Ice 
refrigerated. 

Each 

147 . 00 

73770 

.  .  . 

REFRIGERATOR,  SMALL:  Ice 
refrigerated. 

Each 

76.66 

73780 

.  .  . 

ROLLING  PIN:  Wood . 

Each 

.95 

73790 

X.  . 

SAUCER:  China . 

Each 

.10 

67.5 

73810 

X.  . 

SAUCER,  FRUIT:  China . 

.09 

81.5 

73815 

.  .  . 

SAW,  MEAT,  14-INCH: . 

Each 

.46 

73830 

•  •  • 

SAW,  MEAT,  22-INCH: . 

Each 

1.01 

73840 

.  .  . 

SCALE,  DIETETIC:  White  enamel.  .  . 

Each 

6.25 

73850 

.  .  . 

SCALE,  GROCER'S:  10  lbs . 

Each 

20.40 

73860 

•  •  • 

SCALE,  MEAT  BEAM:  600  lbs.  .  .  . 

Each 

9.00 

73865 

.  .  . 

SCOOP,  ICE  CREAM:  10  to  qt.  .  .  . 

Each 

1.60 

73870 

•  •  • 

SCOOP,  LARGE:  Grocer's . 

Each 

.23 

73880 

•  •  • 

SCOOP,  SMALL: . 

Each 

.23 

i 

73890 

X.  . 

SHAKER,  PEPPER:  Glass,  4^-inch.  . 

Each 

o 

00 

6.3 

73900 

X.  . 

SHAKER,  PEPPER,  INDIVIDUAL: .... 

Each 

.08 

18.9 

73910 

X.  . 

SHAKER,  SALT:  Glass,  4^-inch.  .  . 

Each 

00 

c 

7.2 

73920 

X.  . 

SHAKER,  SALT,  INDIVIDUAL: .... 

Each 

00 

o 

18.9 

73923 

X.  . 

SHAKER,  SUGAR:  Glass . 

Each 

.30 

3.2 

73925 

X.  . 

SHAKER,  SUGAR,  INDIVIDUAL:  Glass.  . 

Each 

.22 

8.1 

73927 

.  .  . 

SHARPENER,  KNIFE:.  ....... 

Each 

4.25 

73930 

X.  . 

SIEVE,  FLOUR:  With  crank.  .  .  . 

Each 

.19 

0.3 

73940 

.  .  . 

SIEVE,  FLOUR,  16-INCH:  Round.  .  . 

Each 

.75 

73950 

.  .  . 

SKIMMER,  5  1/8-INCH: . 

Each 

1.25 

73970 

.  .  . 

SLICER,  BREAD: . 

Each 

100.90 

73990 

.  .  . 

SLICER,  MEAT,  SMALL:  Hand.  .  .  . 

Each 

25.13 

73995 

(9) 

SPICE  BOX,  6  CANS: . 

Each 

.60 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Mess  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 lowance 
per  1000* 

1 

2 

3 

74000 

.  .  . 

SPOON,  BASTING,  14-INCH: . 

Each 

$0.15 

74010 

.  .  . 

SPOON,  BASTING,  20-INCH: . 

Each 

.  10 

74020 

X.  . 

SPOON,  MUSTARD:  Wood . 

Each 

.01 

5.5 

74030 

.  .  . 

SPOON,  TABLE: . 

Each 

.13 

74035 

.  .  . 

SPOON,  TABLE,  MEDIUM  (DESSERT) : .  . 

Each 

.25 

74040 

.  .  . 

SPOON,  TEA: . 

Each 

.06 

.... 

.  .  . 

.  -  . 

.  .  . 

74050 

.  .  . 

SPOON,  WOOD:  Mixing . 

Each 

.06 

74060 

.  .  . 

SQUEEZER,  LEMON: . 

Each 

.28 

74090 

.  .  . 

STEEL,  BUTCHER'S: . 

Each 

.35 

74095 

X.  . 

STEEPER,  TEA: . 

Each 

.07 

0.1 

74100 

X.  . 

STRAINER,  3-INCH:  Wire,  wood  handle. 

Each 

.  07 

0.4 

74110 

X.  . 

STRAINER,  9-INCH: . 

Each 

.53 

0.6 

74120 

.  .  . 

STRAINER,  CHINESE:  9— inch,  coarse. 

Each 

2.55 

74140 

(3) 

TABLE,  CAFETERIA,  FRAME:  8-seat 
capacity  unless  stated  otherwise. 

Each 

38.00 

74145 

(3) 

TABLE,  CAFETERIA,  TOP:  8-seat 
capacity  unless  stated  otherwise. 

Each 

45 . 00 

74150 

.  .  . 

TABLE,  DINING,  EXTENSION:  44  inches, 
square,  oak. 

Each 

35 . 00 

74170 

.  .  . 

TABLE,  KITCHEN: . 

Each1 

5.57 

74210 

.  .  . 

TABLE  CLOTH:  Dining,  2  yds.  wide, 
linen. 

Yard 

1.77 

74220 

.  .  . 

TABLE  COVER:  Silence  cloth,  2  yds. 
wide. 

Yard 

1.05 

74227 

(4) 

TOASTER,  ELECTRIC,  SMALL:  Two  slice. 

Each 

10.00 

74230 

.  .  . 

TONGS,  ICE:  18— inch  span.  . 

Each 

1.24 

74240 

.  .  . 

TOWEL,  DISH: . 

Each 

.  18 

74250 

.  .  . 

TRAY,  BED:  With  folding  legs.  .  . 

Each 

.62 

74260 

.  .  . 

TRAY,  BUTLER'S:  Wood . 

Each 

1.13 

74270 

.  .  . 

TRAY,  SERVING: . 

Each 

.  90 

74280 

X.  . 

TUMBLER,  GLASS: . 

Each 

.04 

223.4 

74290 

TURNER,  CAKE: . 

Each 

.28 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deter iorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Cleaning  and  Preserving  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A]  lowance 
per  1000* 

1 

2 

3 

74510 

X. 

. 

BROOM,  CORN: . 

Each 

$0.51 

47.9 

74540 

X. 

. 

BRUSH,  BEDPAN: . 

Each 

.36 

4.8 

74550 

X. 

• 

BRUSH,  COUNTER:  Hair . 

Each 

.62 

6.2 

74560 

X. 

. 

BRUSH,  HAND:  Scrub,  fiber.  .  .  . 

Each 

.06 

57.6 

74570 

X. 

. 

BRUSH,  PAINT,  2-INCH: . 

Each 

.  11 

2.2 

74580 

X. 

• 

BRUSH,  PAINT,  3-INCH: . 

Each 

.44 

2.3 

74585 

X. 

• 

BRUSH,  RADIATOR: . 

Each 

.52 

3.4 

74590 

X. 

. 

BRUSH,  SCRUB: . 

Each 

.14 

18.9 

74595 

• 

.  • 

BRUSH,  SWEEPING,  FLOOR:  Hair.  .  . 

Each 

1.22 

74597 

X. 

. 

BRUSH,  SWEEPING,  FLOOR,  HANDLE:.  .  . 

Each 

.10 

6.8 

74620 

• 

•  • 

BUCKET:  15  qt . 

Each 

.75 

74630 

• 

•  * 

CHAMOIS  SKIN:  Approx.  23  by  26  inches. 

Each 

1.13 

74640 

X. 

. 

DISHWASHING  COMPOUND: . 

Barrel 

5.60 

3.4 

74650 

(1) 

HOSE,  GARDEN:  3/4— inch  inside,  with 
coupling  (male  and  female)  50— foot 
lengths. 

Each 

4.58 

74660 

• 

•  • 

HOSE,  NOZZLE:  Brass,  for  3/4— inch 
coupling. 

Each 

.31 

74670 

X  (l) 

HOSE,  WASHER:  For  3/4— inch  hose 
coupling. 

Each 

.01 

1.9 

74680 

X. 

• 

LYE:  13  ounces . 

Can 

.06 

108.0 

74700 

X. 

• 

MOP  HANDLE:  Complete  with  metal 
f ixt ure. 

Each 

.19 

12.1 

74710 

X. 

. 

MOP  HEAD: . 

Each 

.47 

124.2 

74720 

• 

•  • 

MOP  WRINGER:  And  metal  bucket, 
complete,  26  qts. 

Each 

4.75 

74725 

X. 

• 

PAINT,  1  GAL:  Flat  white  for  metal 
beds. 

Tin 

1.51 

4.5 

74730 

X. 

• 

PAINT  (WHITE  ENAMEL)  1  QT:  For  metal 
beds. 

Tin 

.41 

5.0 

74740 

X. 

• 

PAINT  (WHITE  ENAMEL)  1  GAL:.  .  .  . 

Tin 

2.39 

4.5 

74750 

X. 

• 

PAINT  REMOVER:  1  gal.  For  paint  or 
varnish. 

Tin 

.73 

3.6 

74760 

X. 

• 

PAN,  DUST:  Open,  14— inch,  heavy. 

Each 

.17 

2.4 

74770 

X. 

• 

PAPER,  EMERY,  "0":  Fine.  Sheets  9  by 
11  inches. 

Sheet 

.01 

23.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Cleaning  and  Preserving  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lowance 
per  1000* 

1 

2 

3 

74772 

X. 

• 

PAPER,  EMERY,  "1":  Fine.  Sheets  9  by 
11  inches. 

Sheet 

$0.01 

11.7 

74775 

X. 

• 

PAPER,  EMERY,  "2":  Coarse.  Sheets  9 
by  11  inches. 

Sheet 

.01 

11.7 

74780 

X. 

• 

PAPER,  SAND,  "00":  Fine.  Sheets  9  by 
11  inches. 

Sheet 

.01 

37.5 

74782 

X. 

• 

PAPER,  SAND,  "0":  Fine.  Sheets  9  by 

11  inches. 

Sheet 

.01 

28.1 

74785 

X. 

• 

PAPER,  SAND,  "1":  Medium.  Sheets  9 
by  11  inches. 

Sheet 

.01 

28.1 

74787 

X. 

• 

PAPER,  SAND,  "2":  Medium.  Sheets  9 
by  11  inches. 

Sheet 

.01 

28.1 

74789 

X. 

• 

PAPER,  SAND,  "3":  Coarse.  Sheets  9 
by  11  inches. 

Sheet 

.01 

28.1 

74830 

X. 

• 

POLISH,  METAL,  1  PT:  Liquid.  .  .  . 

Can 

.  10 

34.9 

74870 

•  • 

• 

SHOVEL:  Square,  short  handle. 

Each 

1.00 

74890 

X. 

. 

SOAP,  LAUNDRY:  1  lb . . 

Bar 

.04 

2, 149. 1 

74900 

X. 

• 

SOAP,  SCOURING,  COARSE:  Grit.  .  . 

Bar 

.04 

178.8 

74910 

X. 

• 

SOAP,  SCOURING  POWDER:  Sprinkler  top 
container. 

Can 

,03 

247.7 

74930 

X. 

• 

SOAP,  WHITE,  FLOATING:  6  oz.  .  .  . 

Bar 

.03 

1,249.9 

74935 

X. 

• 

STEEL  WOOL:  No.  2,  1  lb . 

Package 

.  15 

18.3 

74950 

•  • 

. 

SWEEPER,  CARPET,  HAND: . 

Each 

4.25 

74955 

(4) 

VACUUM  CLEANER: . 

Each 

72.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 1  ova  nee 
per  1000* 

1 

2 

3 

75020 

S(3)(4) 

ADDING  MACHINE,  ELECTRIC:  With  metal 
stand  (Requisitions  will  state 
whether  high  or  low  type  of  stand  is 
desired) . 

Each 

75030 

S(3)(4) 

ADDING  MACHINE,  CALCULATOR:  .... 

Each 

250.00 

75040 

X.  . 

BAG,  PAPER.  5  LBS:  Flat  bottom, 
Manila,  500  in. 

Package 

.55 

7.8 

75045 

X.  . 

BAG,  PAPER  3  LBS:  Flat  bottom, 
Manila,  500  in. 

Package 

.50 

4.6 

750  GO 

X  (l) 

BANDS,  RUBBER,  No.  18,  l/l6-INCH  WIDE: 
(Threads)  3  inches  long,  2100  in 
pound,  i  pound. 

Carton 

.05 

9.0 

75070 

X(l) 

BANDS,  RUBBER,  No.  32,  l/8-INCH  WIDE: 

3  inches  long,  950  in  pound,  i  pound. 

Carton 

.05 

4.6 

75080 

x(l) 

BANDS,  RUBBER,  No.  64,  i-INCH  WIDE: 

3£  inches  long,  425  in  pound,  i 
pound. 

Carton 

.05 

3.5 

75090 

X.  . 

BASKET,  DESK:  Letter,  wire,  3  by  10 
by  14  inches,  nesting. 

Each 

.  15 

4.5 

75100 

.  .  . 

BASKET,  WASTE,  PAPER:  Round,  fiber. 

Each 

.60 

75110 

X.  . 

BINDER,  1-INCH  RING:  3  rings,  8£  by 

11  inches,  opens  on  side,  canvas 
cover. 

Each 

.36 

1.8 

75115 

X.  . 

BINDER,  2-INCH  RING:  3  rings,  8h  by 

11  inches,  opens  on  side,  canvas 
cover,  4j— inch  centers. 

Each 

.70 

0.6 

75120 

X.  . 

BINDER,  MEDICAL  HISTORY:  Post,  loose 
leaf. 

Each 

.85 

0.2 

75140 

X.  . 

BLOTTER,  HAND:  Wood  rocker,  3  by  6 
inches. 

Each 

.38 

0.9 

75150 

X.  . 

BOOK,  BLANK,  8  VO:  Stiff  back,  yellow, 
record,  ruled,  150  pages,  5  by  8 
inches,  night  order. 

Each 

.  16 

45.0 

75155 

X.  .  . 

BOOK,  MEMORANDUM,  3 h  BY  6  INCHES: 

Side  opening. 

Each 

.10 

5.4 

75160 

X.  . 

BOOK,  BLANK,  LEDGER:  Ruled,  cap  size, 
250  pages,  numbered,  indexed  in 
front,  stiff  back,  imitation  leather 
corners. 

Each 

.81 

9.4 

75170 

X.  . 

BOOK  RECORD  RULED,  8  3/4  BY  13  3/4 
INCHES:  150  pages. 

Each 

.69 

12. 1 

75200 

X.  . 

BOOK,  STENOGRAPHER'S:  Ruled,  pen, 
stiff  cover. 

Each 

.04 

14.0 

75210 

X.  . 

BOOK,  PRESCRIPTION  FILING:  .... 

Each 

1.70 

0.9 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

75230 

X. 

BRUSH,  MUCILAGE,  OR  PASTE,  i-INCH:  .  . 

Each 

$0.13 

0.9 

75240 

X. 

• 

BRUSH,  TYPEWRITER:  Type  cleaning. 

Each 

.15 

1.5 

75250 

X. 

• 

CAN,  OIL,  TYPEWRITER: . 

Each 

.  10 

1.6 

75260 

X. 

• 

CARD,  INDEX,  3  BY  5  INCHES,  RULED: 
White,  100. 

Pkg. 

.06 

49.3 

75280 

X. 

• 

CARD,  INDEX,  5  BY  8  INCHES,  RULED: 
White,  100. 

Pkg. 

.26 

16.7 

75290 

X. 

• 

CARD,  GUIDE,  3  BY  5  INCHES, 
ALPHABETICAL:  Blue,  1/5  cut,  plain, 

heavy  cardboard,  25. 

Set 

.08 

5.4 

75300 

X. 

• 

CARD,  GUIDE,  3  BY  5  INCHES:  l/5  cut, 
plain,  heavy  cardboard,  100. 

Set 

.18 

1.3 

75310 

X. 

• 

CARD  GUIDE,  5  BY  8  INCHES, 
ALPHABETICAL:  Blue,  l/5  cut,  plain, 
heavy  cardboard,  25. 

Set 

.25 

3.6 

75320 

X. 

• 

CARD,  GUIDE,  5  BY  8  INCHES:  l/5  cut, 
plain,  heavy  cardboard,  100. 

Set 

.45 

1.2 

75330 

X. 

• 

CARDBOARD:  White,  medium  weight, 

smooth  finish,  22  by  28  inches. 

Sheet 

.06 

9.1 

75360 

X. 

. 

CLIP,  PAPER,  GEM  No.  1:  100.  .  .  . 

Box 

.02 

90.0 

75370 

X. 

. 

CLIP,  PAPER,  IDEAL:  No.  2,  50.  .  . 

Box 

.13 

4.0 

75375 

X. 

. 

CRAYON,  CHALK:  White . 

Gross 

.25 

0.3 

75380 

X. 

. 

CUP,  SPONGE:  Glass,  3-inch.  .  .  . 

Each 

.07 

1.5 

75390 

•  • 

• 

CUTTER,  PAPER:  Approximately  15-inch 
blade. 

Each 

5.00 

75400 

X. 

• 

ENVELOPE,  No.  189:  3  7/8  by  8  7/8 

inches,  white,  open  side,  25. 

Pkg. 

.03 

190.7 

75410 

X. 

• 

ENVELOPE,  No.  186:  3  5/8  by  6£  inches, 

white,  open  side,  25. 

Pkg. 

.02 

56.2 

75420 

X. 

• 

ENVELOPE,  No.  36:  5  by  ll£  inches, 

Kraft,  open  side,  25. 

Pkg. 

.05 

17.7 

75430 

X. 

• 

ENVELOPE,  No.  84:  9p  by  12  inches, 
Kraft,  open  side,  25. 

Pkg. 

.  12 

16.4 

75440 

X. 

• 

ENVELOPE,  No.  93:  10  by  15  inches, 

Kraft,  5— inch  flap,  open  side,  25. 

Pkg. 

.21 

8.3 

75450 

•  • 

• 

ENVELOPE  OPENER:  Hand,  steel,  medium 
size. 

Each 

.25 

75460 

x(l) 

ERASER,  SOFT  RUBBER:  Pencil,  red.  . 

Each 

.02 

6.8 

75470 

x(l) 

ERASER,  RUBBER,  TYPEWRITER:  With 
brush. 

Each 

.04 

11.3 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 

CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al lowance 
per  1000* 

1 

2 

3 

75480 

X. 

. 

ERASER,  STEEL:  With  shield,  arrowhead. 

Each 

$0.33 

0.4 

75495 

X. 

• 

FASTENER  PAPER,  ACCO  No.  12:  Bases 
and  wasners,  complete,  23/4  inches 
between  prongs,  1— inch  capacity,  50. 

Box 

.40 

16.2 

75500 

. 

.  • 

FASTENER,  MACHINE,  PAPER: . 

Each 

2.50 

75540 

X. 

• 

FILE,  BILL:  Metal  base,  2^— inch,  with 
upright  pin,  6-inch,  for  dispensary. 

Each 

.06 

0.3 

75550 

X. 

• 

FILE,  SHANNON,  LARGE:  9  by  14£  inches, 
wood  back. 

Each 

.43 

5.4 

75560 

X. 

• 

FILE.  SHANNON,  SMALL:  4£  by  10^ 
incnes,  fiber  back. 

Each 

.58 

4.3 

75570 

X. 

• 

FILE  BOARD:  Wood  with  metal  clip, 
letter  size. 

Each 

.34 

3.6 

75580 

X. 

. 

FINGER  PRINT  INK:  £  lb . 

Tube 

1.25 

0.9 

75587 

X  (1)  (9) 

FINGER  PRINT  PAD,  RIBBON: . 

Each 

1.20 

0.8 

75590 

X. 

• 

FINGER  PRINT  PLATE:  For  ink.  .  .  . 

Each 

.22 

0.4 

75600 

X  (l) 

FINGER  PRINT  ROLLER:  For  ink  (to  in¬ 
clude  roller  and  handle) . 

Each 

1.53 

0.5 

75620 

X. 

♦ 

FOLDER,  FILE,  CAP  SIZE:  100.  .  .  . 

Box 

.  65 

8.1 

75625 

X. 

. 

FOLDER,  FILE,  LETTER  SIZE:  100.  .  . 

Box 

.55 

8.1 

75627 

X. 

• 

FOLDER,  FILE,  LETTER  SIZE:  With 
fastener,  for  filing  Clinical  Records. 
100. 

Box 

2.32 

7.4 

75630 

X. 

. 

GLUE,  it  PT:  Liquid . 

Can 

.  15 

5.2 

75660 

X. 

. 

INK,  INDIA:  Black,  3/4  oz.  .  .  . 

Bott le 

.  13 

1.4 

75680 

X. 

• 

INK,  MARKING,  LINEN,  £  PT:  Black, 
indelible. 

Can 

.91 

1.5 

75690 

X. 

. 

INK,  NUMBERING  MACHINE,  BLACK,  2  OZ: 

Bottle 

.21 

0.3 

75720 

X. 

. 

INK,  STAMP  PAD,  BLACK:  2  oz.  .  .  . 

Bottle 

.  10 

1.6 

75725 

X. 

. 

INK,  STAMP  PAD,  RED:  2  oz.  .  .  . 

Bottle 

.  10 

1.0 

75727 

X. 

. 

INK,  WRITING  FLUID,  BLACK:  Quart.  . 

Bottle 

.20 

9.6 

75728 

X. 

. 

INK,  WRITING  FLUID,  RED:  Pint.  .  . 

Bottle 

.08 

3.1 

75730 

X. 

• 

INKSTAND:  Glass,  square,  with  glass 

cover. 

Each 

.  11 

7.2 

75740 

• 

• 

INKSTAND,  BASE:  Oak,  to  hold  2  glass 
inkstands,  each  3  inches  square. 

Each 

1.25 

75750 

X. 

• 

LABEL,  1  5/16  BY  1  ll/l6  INCHES:  60. 

Box 

.04 

35.7 

*  Deteriorating  items  -  1,000  men  for  0  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lcwance 
per  1000* 

1 

2 

3 

75760 

X. 

• 

LABEL,  2  13/16  BY  1  9/l6  INCHES:  75. 

Box 

$0.06 

36.9 

75770 

X. 

• 

LABEL,  DISPENSING  SET:  Assorted, 
gummed. 

Set 

.19 

0.5 

75780 

X(3) 

LABEL,  POISON:  Large  or  small,  750. 

Book 

.21 

3.7 

75790 

X(3) 

LABEL,  VIAL:  Large  or  small,  750. 

Book 

.40 

3.6 

75810 

S(4) 

MIMEOGRAPH,  ELECTRIC: . 

Each 

225.00 

75815 

• 

.  . 

MIMEOGRAPH,  HAND: . 

Each 

63.53 

75820 

X. 

. 

MIMEOGRAPH  INK,  BLACK: . 

Pound 

.61 

3.6 

75830 

X. 

• 

MIMEOGRAPH  PAD:  Cloth,  inking,  8  by 
16£  inches.  State  whether  for  A  or 

B  cylinder. 

Each 

.08 

0.6 

75840 

x(l) 

MIMEOGRAPH,  STENCIL:  8£  by  18  inches, 
dry  process. 

Quire 

2.33 

4.5 

75850 

X. 

• 

MIMEOTYPE,  CORRECTION  FLUID:  Dry 
process. 

Ounce 

.23 

2.3 

75870 

X. 

• 

MUCILAGE,  4  OZ:  With  brush  and  cap. 

Bottle 

.07 

11.9 

75880 

X. 

• 

MUCILAGE:  1  qt . 

Bottle 

.48 

1.1 

75890 

• 

•  • 

NUMBERING  MACHINE:  Automatic,  7 
wheels,  3  movement. 

Each 

15.00 

75900 

X. 

• 

OIL,  TYPEWRITER: . 

2  oz. 

.06 

5.5 

75910 

X. 

• 

PAD,  CALENDAR:  Bound,  daily  memo¬ 
randum,  2  5/8  by  5  inches. 

Each 

.20 

3.8 

75920 

X. 

• 

PAD,  CALENDAR,  STAND:  Inclined  metal 
base  (for  item  75910)  . 

Each 

.  11 

1.2 

75930 

X. 

• 

PAD,  DESK:  19  by  24  inches,  for 
blotters,  imitation  leather  corners. 

Each 

.25 

2.8 

75940 

X. 

. 

PAD,  PRESCRIPTION:  100  sheets.  .  . 

Each 

.04 

93.3 

75950 

X. 

• 

PAD,  MEMORANDUM,  3  BY  5  INCHES:  White, 
plain,  for  pencil  use,  100  sheets. 

Each 

.02 

225.0 

75960 

X. 

• 

PAD,  MEMORANDUM,  6  BY  9  INCHES:  White, 
plain,  for  pencil  use,  100  sheets. 

Each 

.04 

67.5 

75970 

X. 

• 

PAD,  MEMORANDUM,  8  BY  10i  INCHES: 

White,  ruled,  for  writing  on  with 
ink,  100  sheets. 

Each 

.14 

88.0 

75980 

X. 

• 

PAD,  STAMP,  DRY:  3*  by  inches.  . 

Each 

.18 

2.3 

76000 

X. 

• 

PAPER,  ADDING  MACHINE:  2  5/l6  inches, 
225  ft. 

Roll 

.05 

4.5 

76010 

X. 

• 

PAPER,  BLOTTING,  19  BY  24  INCHES: 

Desk. 

Sheet 

.03 

120.9 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

AT  lowance 
per  1000* 

1 

2 

3 

76020 

X. 

• 

PAPER,  BLOTTING;  3  BY  9£  INCHES: 

Hand,  white. 

Piece 

$0.01 

466.5 

76030 

X. 

• 

PAPER,  CARBON,  BLACK,  8  BY  13  INCHES: 
Standard  weight,  100  sheets. 

Box 

.30 

0.9 

76040 

X. 

• 

PAPER,  CARBON,  BLACK,  8  BY  10p  INCHES: 
Standard  weight,  100  sheets. 

Box 

.30 

29.9 

76050 

X. 

PAPER,  LEGAL  CAP:  Ledger,  ruled,  8 
by  25  inches,  folded. 

Quire 

.35 

6.0 

76060 

X. 

• 

PAPER,  MIMEOGRAPH,  8  BY  10p  INCHES: 
White. 

Ream 

.35 

35.7 

76070 

X. 

• 

PAPER,  MIMEOGRAPH,  8  BY  13  INCHES: 
White. 

Ream 

.45 

12.8 

76080 

X. 

• 

PAPER,  TYPEWRITER,  BOND,  8  BY  13 
INCHES:  White. 

Ream 

.80 

5.4 

76090 

X. 

• 

PAPER,  TYPEWRITER,  MANIFOLD,  8  BY  13 
INCHES:  White. 

Ream 

.60 

8.1 

76100 

X. 

• 

PAPER,  TYPEWRITER,  BOND,  8  BY  10£ 
INCHES:  White. 

Ream 

.50 

42.1 

76110 

X. 

• 

PAPER,  TYPEWRITER,  MANIFOLD,  8  BY  10£ 
INCHES:  White. 

Ream 

.35 

36.0 

76120 

X. 

• 

PAPER,  WRAPPING,  DISPENSARY,  BLUE: 

24  by  36  inches. 

Quire 

.10 

5.0 

76130 

X. 

• 

PAPER,  WRAPPING,  DISPENSARY,  WHITE: 

24  by  36  inches. 

Quire 

.  16 

6.3 

76140 

X. 

PAPER,  WRAPPING,  DISPENSARY,  WHITE, 
ROLL:  12  inches  wide,  medium  grade, 

glazed,  20  lbs. 

Roll 

1.62 

2.1 

76150 

X. 

• 

PAPER,  WRAPPING,  FOLDED:  Kraft,  40 
by  48  inches. 

Quire 

.  10 

5.4 

76160 

X. 

• 

PAPER,  WRAPPING,  ROLL:  Kraft,  24 
inches  wide. 

Roll 

2.79 

2.4 

76170 

X. 

. 

PAPER  WEIGHT:  Glass . 

Each 

.09 

0.5 

76180 

x(l) 

PASTE,  LIBRARY,  4  OZ:  With  brush.  . 

Jar 

.12 

3.1 

76200 

X. 

. 

PEN,  STEEL,  BALL  POINT: . 

Gross 

.40 

2.2 

76210 

X. 

• 

PEN,  STEEL,  SPENCERIAN:  .... 

Gross 

.40 

1.4 

76220 

X. 

. 

PEN,  STEEL,  FALCON: . 

Gross 

.40 

1.3 

76230 

X. 

. 

PEN,  STEEL,  STUB:  . 

Gross 

.40 

1.2 

76240 

X. 

• 

PENCIL:  Lead,  with  rubber  tip,  No.  2. 

Dozen 

.20 

19.8 

76250 

X. 

• 

PENCIL,  BLUE: . 

Each 

.03 

8.9 

Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

76260 

X.  . 

PENCIL,  DRAFTING:  Black  lead.  .  . 

Each 

$0.03 

3.1 

76270 

X.  . 

PENCIL,  INDELIBLE:  Or  copying.  .  . 

Each 

.04 

9.8 

.  .  . 

.  .  . 

•  •  • 

76280 

X.  . 

PENCIL,  RED: ....  . 

Each 

.04 

8.1 

76290 

X.  . 

PENCIL,  WAX,  BLUE:  For  writing  on 
glass,  paper  wrapped. 

Each 

.07 

10.6 

76300 

X.  . 

PENCIL,  WAX,  RED:  For  writing  on 
glass,  paper  wrapped. 

Each 

.07 

13.5 

76310 

X.  . 

PENHOLDER:  Wood,  cork  tip.  .  .  . 

Each 

.02 

27.2 

76320 

X.  . 

PENRACK:  Spiral,  wire,  Star  T. 

Each 

.10 

1.8 

76325 

X.  . 

PRESSBOARD:  Red,  24  by  32  inches.  . 

Sheet 

.  14 

2.7 

76330 

•  •  • 

PUNCH,  PAPER:  2-hole . 

Each 

1.25 

76335 

•  •  • 

PUNCH,  PAPER,  3-HOLE:  Adjustable.  . 

Each 

5.00 

76340 

•  •  • 

RACK,  STAMP,  LARGE:  Metal  stand,  2~ 
wheel  (holds  14  rubber  stamps) 

Each 

1.15 

76350 

•  •  • 

RACK,  STAMP,  SMALL:  Metal  stand,  1- 
wheel  (holds  6  rubber  stamps) . 

Each 

.70 

76355 

X.  . 

REINFORCEMENTS  (EYELETS) ,  GUMMED 

CLOTH:  White,  100. 

Box 

.02 

4.5 

76360 

X(l)(3) 

RIBBON,  COMPUTING  AND  RECORDING 
MACHINE:  Recording,  black.  (State 

make  of  machine  and  width  of  ribbon.) 

Each 

.41 

0.2 

76370 

X(l)(3) 

RIBBON,  TYPEWRITER:  Black  record.  . 

Each 

CO 

13.5 

76380 

X(l)(3) 

RIBBON,  TYPEWRITER,  BLACK  AND  RED: 
Record. 

Each 

.  19 

2.2 

76390 

X.  . 

RULER,  12-INCH:  Wood,  metal  edge, 
graduated. 

Each 

.05 

2.7 

76400 

X.  . 

RULER,  18-INCH:  Wood,  metal  edge, 
graduated. 

Each 

.  10 

2.1 

.  .  . 

.  .  . 

•  •  • 

76420 

.  .  . 

SHARPENER,  PENCIL: . 

Each 

.60 

76430 

X(3)(9) 

SHARPENER,  PENCIL,  CUTTING  WHEELS: 

Set 

.39 

0.1 

76440 

•  •  • 

SHEARS,  OFFICE:  Paper,  10-inch. 

Each 

.75 

76450 

X.  . 

SPONGE,  OFFICE:  For  3-inch  sponge 
cup. 

Each 

.03 

1.9 

76460 

x(l) 

STAMP,  ANATOMICAL:  Trunk,  front  and 
rear,  rubber,  1  each  in  set. 

Set 

.94 

0.02 

76470 

X(l)(3) 

STAMP,  CORRESPONDENCE:  Rubber,  to 
show  place  and  date  received.  (State 
wording.)  Furnished  with  rubber  type 

for  changing  date. 

Each 

1.50 

0.2 

*  Deteriorating  items  -  1,000  men  for  0  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1 lowance 
per  1000* 

1 

2 

3 

76480 

X(l) 

STAMP,  DATING:  4  revolving  rubber 
bands  (year— month— day}. 

Each 

$0. 25 

0.6 

• 

• 

76500 

X  (l) 

STAMP,  OUTFIT:  For  marking  hospital 
linen. 

Set 

1.50 

0. 1 

• 

76510 

X(1) 

STAMP,  PENALTY:  Rubber . 

Each 

.  10 

0.  1 

76520 

X  (1)  (3) 

STAMP,  RUBBER:  Wood  base  and  handle. 
(Specify  wording,  size  of  tvpe, 
dimensions  of  written  line.) 

Each 

.50 

0.  6 

76530 

•  •  • 

STAND,  PAPER,  12- INCH:  Holds  20-lb. 
roll,  12  inches  wide,  for  dispensary. 

Each 

2.00 

.... 

• 

•  • 

• 

• 

76540 

.  .  . 

STAND,  PAPER,  24-INCH:  Holds  50-lb. 
roll,  24  inches  wide,  for  MSO. 

Each 

2.40 

•  •  •  • 

• 

•  • 

• 

• 

76550 

X(3) 

STAPLES:  For  paper  fastening  machine. 

5000 

1.00 

1.8 

• 

•  • 

• 

• 

• 

• 

76560 

X(3) 

STAPLES:  Extra  wire  for  paper 
fastening  machine. 

Spool 

1.  70 

0.7 

•  • 

• 

• 

• 

• 

76570 

.  .  . 

STENCIL  SET:  Alphabet,  numerals, 
brush  and  ink. 

Set 

1.50 

• 

• 

• 

• 

• 

76571 

(9) 

STENCIL  SET,  ALPHABET:  1-inch.  . 

Set 

1.05 

•  •  •  • 

•  • 

• 

• 

76572 

X(9) 

STENCIL  SET,  BRUSH:  Stiff  bristle, 
1— inch. 

Each 

.25 

0. 1 

•  • 

• 

• 

76573 

X(9) 

STENCIL  SET,  INK:  Black,  water¬ 
proof,  4  oz. 

Cake 

.18 

0. 1 

76574 

(9) 

STENCIL  SET,  NUMERALS:  1-inch,  10. 

Set 

.45 

.... 

•  • 

76580 

X.  . 

TACK,  THUMB:  Steel,  3/8-inch,  100.  . 

Box 

.04 

13.5 

•  • 

• 

76590 

X.  . 

TAG,  SHIPPING,  LINEN:  5£  by  2  5/8 
inches,  either  twine  or  wire  strung. 
50. 

Bundle 

.25 

304.3 

•  • 

• 

76600 

X.  . 

TAG,  SHIPPING,  PAPER:  5£  by  2  5/8 
inches,  rope,  jute  or  sulfite,  either 
twine  or  wire  strung.  50. 

Bundle 

.20 

188.6 

• 

76610 

X.  . 

TAPE,  GUMMED  PAPER,  7/8- INCH:  Approx. 
800  ft. 

Roll 

.27 

2.6 

• 

76615 

•  •  • 

TAPE,  GUMMED  PAPER,  MOISTENING 

MACHINE: 

Each 

4.50 

.  .  .  . 

• 

• 

• 

• 

• 

76620 

X.  . 

TAPE,  OFFICE,  RED:  5/l6-inch  wide. 
Approx.  72  yds. 

Spool 

.30 

0.6 

• 

• 

• 

• 

• 

76630 

X.  . 

TWINE,  COTTON:  White,  h  lb.  .  .  . 

Ball 

.27 

9.0 

• 

• 

• 

• 

76640 

X.  . 

TWINE,  JUTE,  COARSE:  1  lb.  .  .  . 

Ball 

.  14 

8. 1 

• 

• 

76650 

X.  . 

TWINE,  JTJTE,  FINE:  h  lb . 

Ball 

.  10 

5.  6 

• 

• 

*  Deteriorating  items  -  1  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Stationery  and  Miscellaneous  Office  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

76660 

•  *  A* 

TWINE  HOLDER:  Metal,  6-inch  base, 
chamber  44  by  4  inches. 

Each 

$0.40 

76670 

x(i) 

TYPE,  RUBBER:  In  metal  box.  (Specify 
assortment  number  and  size  of  type 
required. ) 

Box 

.25 

0.003 

76680 

s.  . 

TYPEWRITER:  (Specify  size.). 

Each 

70.00 

76700 

X.  . 

WAX,  SEALING:  Red,  4  lb . 

St  ick 

♦ 

.10 

0.  9 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lovance 
per  1000* 

1 

2 

3 

77010 

(1) 

APRON,  RUBBERIZED:  Cloth,  33  by  46 
inches. 

Each 

$1.35 

77020 

(1) 

ATOMIZER,  HAND:  With  1  extra  bottle. 

Each 

1.60 

77025 

x(1)$ 

ATOMIZER,  HAND,  RUBBER  BULB: .  .  . 

Each 

.16 

7.2 

77033 

X.  . 

AWL,  BRAD,  ASSORTED:  3 . 

Set 

.15 

0.05 

•  •  • 

•  •  • 

•  •  • 

77035 

X.  . 

AWL,  SCRATCH: . 

Batch 

.20 

0.03 

77040 

.  .  . 

AXE: . 

Each 

1.42 

77050 

(1) 

BAG,  HOT  WATER:  Rubber,  2  qts.  .  . 

Each 

.50 

77060 

(1) 

BAG,  HOT  WATER  AND  SYRINGE:  Rubber, 

2  qts. 

Each 

1.10 

77070 

(1) 

BAG,  ICE:  Rubber . 

Each 

.54 

77075 

(1) 

BAG,  ICE,  THROAT:  Rubber . 

Each 

.54 

77080 

.  .  . 

BALANCE,  PRESCRIPTION:  Capacity  120 
GM,  with  weights. 

Each 

20.00 

77090 

.  .  . 

BALANCE,  PRESCRIPTION,  WEIGHTS:  1  GM 
to  100  GM.  Also  for  99050. 

Set 

6.00 

77110 

X.  . 

BASIN,  HAND:  2  3/4  by  11  inches.  . 

Each 

.30 

6.3 

77120 

.  .  . 

BASIN,  OPERATING  ROOM:  3  3/4  by 

13  3/4  inches. 

Each 

.53 

77130 

.  .  . 

BASIN,  PUS:  10-inch . 

Each 

.56 

77150 

.  .  . 

BASIN,  SPONGE:  5  by  12  inches.  .  . 

Each 

.67 

.  .  .  . 

77160 

X(l)  (3) 

BATTERY,  DRY  CELL:  For  surgical 
instruments  and  all  other  purposes. 

Each 

.07 

2.4 

77170 

.  .  . 

BEDPAN: . 

Each 

1.65 

77180 

X.  . 

BELL:  Call . 

Each 

.  12 

2.7 

.  .  . 

.  .  . 

.  .  . 

77182 

X.  . 

BIT,  AUGER,  5/16- INCH: . 

Each 

.16 

0.1 

77183 

X.  . 

BIT,  AUGER,  i-INCH: . 

Each 

.16 

0.1 

77184 

X.  . 

BIT,  AUGER,  3/4-INCH: . 

Each 

.16 

0.1 

77185 

X.  . 

BIT,  ATJGER,  1-INCH: . 

Each 

.  16 

0.1 

77186 

X.  . 

BIT,  DRILL,  ASSORTED:  3 . 

Set 

.GO 

0.1 

77187 

X.  . 

BIT,  EXPANSIVE,  h  to  l£  INCHES:.  .  . 

Each 

1.67 

0.1 

77190 

X.  . 

BIT,  SCREWDRIVER,  3/8- INCH:  For  use 
with  brace. 

Each 

.  16 

0.1 

77192 

X.  . 

BIT.  SCREWDRIVER,  i-INCH:  For  use 
wixh  brace. 

Each 

.  18 

0.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al  lowance 
per  1000* 

1 

2 

3 

77194 

X.  . 

BIT,  SCREWDRIVER,  5/8-INCH:  For  use 
with  brace. 

Each 

$0.18 

0.1 

77196 

.  .  . 

BLOWTORCH:  Gasoline,  1  qt  capacity. 

Each 

3.11 

77205 

.  .  . 

BOX,  CASH:  Metal,  with  lock.  . 

Each 

.60 

77210 

X.  . 

BOX,  OINTMENT,  1  OZ: . 

Dozen 

.27 

19.2 

77220 

X.  . 

POX,  OINTMENT,  2  OZ: . 

Dozen 

.48 

20.7 

77230 

X.  . 

BOX,  OINTMENT,  4  OZ: . 

Dozen 

.63 

9.0 

77240 

X.  . 

BOX,  OINTMENT,  3  IN  NEST:  h  oz,  1  oz, 
2  oz  capacity,  nests. 

Dozen 

.94 

50.1 

77245 

.  .  . 

BOX  OPENER: . 

.65 

77250 

X.  . 

BOX,  PILL:  3  in  nest,  nests. 

Dozen 

.28 

23.3 

77260 

X.  . 

BOX,  POWDER:  Rectangular,  3  in  nest, 
nests . 

Dozen 

.09 

24 .9 

77280 

X.  . 

BOX,  TABLET,  FOLDING: . 

500 

.40 

73.3 

.  .  . 

.  .  . 

.  .  . 

77290 

.  .  . 

BRACE:  Ratchet . 

3.20 

77310 

.  .  . 

BUCKET,  ENAMELWARE:  12  qts.  (dressing 
room)  . 

Each 

.81 

77315 

.  .  . 

BUCKET,  KICK.  FRAME  ONLY:  For  use 
with  item  77310. 

Each 

9.00 

77330 

.  .  . 

BURNER,  GASOLINE:  Fire  pot  type. 

Each 

6.72 

77340 

X(3) 

BUTTON:  Large  and  small,  for  pajamas, 

old  type  convalescent  and  operating 
suits . 

Gross 

.23 

1.7 

77342 

X(3) 

BUTTON  SEWING,  HOLE:  For  maroon 
convalescent  coat  and  trousers. 

Gross 

.23 

0.4 

77345 

X(3) 

BUTTON,  STAPLE:  Split  ring.  For 

71740  (maroon)  . 

Gross 

2.75 

0.4 

77350 

.  .  . 

CAN,  5  CAL:  Galvanized  iron, 
corrugated,  with  cover. 

Each 

.97 

77360 

.  .  . 

CAN,  33  GAL:  Galvanized  iron. 

Each 

3.73 

77370 

X.  . 

CAN,  OIL:  Zinc,  2  oz . 

.08 

0.1 

77380 

.  .  . 

CAN,  WASTE:  4  Gal.,  with  footlifting 
device  for  lid,  enamelware. 

Each 

3.30 

77400 

.  .  . 

CANE,  WALKING:  (For  rubber  tip  see 

70735) . 

Each 

.54 

77410 

x.  . 

CAPSULE,  SIZE  00:  Gelatin,  100.  .  . 

Box 

.  15 

23.0 

77420 

x.  . 

CAPSULE,  SIZE  0: . 

Box 

.15 

66.0 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

77430 

X.  . 

CAPSULE,  SIZE  1: . 

Box 

$0.15 

78.5 

77440 

X.  . 

CAPSULE,  SIZE  2: . 

Box 

.15 

31.5 

77450 

X.  . 

CAPSULE,  SIZE  3: . 

Box 

.15 

21.2 

77460 

X.  . 

CAPSULE,  SIZE  4: . 

Box 

.15 

11.5 

77485 

X(9) 

CHALK  LINE  WITH  REEL  AND  AWL, 

COMPLETE: 

Each 

.35 

0.1 

77490 

.  .  . 

CHART,  ANATOMICAL: . 

Each 

12.00 

77500 

(2) 

CHEST,  TOOL,  LARGE:  Complete. 

Each 

56.03 

77501 

(9) 

CHEST,  TOOL,  LARGE,  EMPTY:.  .  . 

Each 

77510 

(2) 

CHEST,  TOOL,  SMALL:  Complete.  .  . 

Each 

33.00 

77511 

(9) 

CHEST,  TOOL,  SMALL,  EMPTY:.  .  . 

Each 

77520 

(9) 

CHISEL,  COLD,  £-INCH:  By  6  inches, 
hand. 

Each 

.40 

77525 

(9) 

CHISEL,  SOCKET  FIRMER,  3/8-INCH: 

With  handle. 

Each 

.45 

77526 

(9) 

CHISEL,  SOCKET  FIRMER,  i-INCH:  With 
handle . 

Each 

1.10 

77527 

(9) 

CHISEL,  SOCKET  FIRMER,  1-INCH:  With 
handle . 

Each 

.45 

77540 

(9) 

CHISEL,  SOCKET  FIRMER,  li-INCH:  With 
handle . 

Each 

1.20 

77550 

X(3) 

CLOTHESLINE:  Rope  or  galvanized  iron 
wire. 

Foot 

.01 

30.3 

77560 

.  .  . 

COMMODE:  15&  by  11  inches,  pail 

type,  with  cover. 

Each 

2.45 

77563 

(9) 

CONDENSER,  UNIVERSAL:  Fitted  with 
adjustable  clamp.  (For  use  with 
78333) . 

Each 

2.75 

77590 

X.  . 

CORK  No.  1:  7/l6  by  5/l6  inch,  100. 

Bag 

.15 

2.4 

77600 

X.  . 

CORK  No.  2:  £  by  3/8  inch,  100.  . 

Bag 

.12 

4.5 

77610 

X.  . 

CORK  No.  3:  9/l6  by  13/32  inch,  100. 

Bag 

.20 

2.6 

77620 

X.  . 

CORK  No.  4:  5/8  by  7/l6  inch,  100. 

Bag 

.24 

3.0 

77630 

X.  . 

CORK  No.  5:  11/16  by  h  inch,  100.  . 

Bag 

.28 

1.9 

77640 

X.  . 

CORK  No.  6:  3/4  by  9/16  inch,  100. 

Bag 

.31 

1.9 

77650 

X.  . 

CORK  No.  7:  13/16  by  5/8  inch,  100. 

Bag 

.36 

1.2 

77660 

X.  . 

CORK  No.  8:  7/8  by  2l/32  inch,  100. 

Bag 

.45 

0.8 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

77670 

X.  . 

CORK  No.  10:  1  by  13/16  inch,  100. 

Bag 

$0.63 

0.7 

77675 

X.  . 

CORK  No.  12:  1  l/8  by  15/16  inch.  . 

Dozen 

.09 

0.7 

77680 

X.  . 

CORK  No.  13:  1  3/16  by  31/32  inch. 

Dozen 

.10 

1.1 

77682 

X.  . 

CORK  No.  14:  14  by  1  inch.  .  .  . 

Dozen 

.12 

0.6 

77690 

X.  . 

CORK  No.  18:  14  by  14  inches. 

Dozen 

.19 

0.9 

77700 

X.  . 

CORK  No.  20:  1  5/8  by  1  3/8  inches. 

Dozen 

.22 

1.2 

Note. — Above  corks  are  tapered, 
regular  length,  and  the  dimensions 
given  are  the  diameters. 

77710 

X.  . 

CORK  FOR  VIAL:  50  (No.  2) .  .  .  . 

Bag 

.22 

0.4 

77720 

.  .  . 

CORK  BORER:  12 . 

Set 

1.98 

77740 

X.  . 

CORK  EXTRACTOR: . 

Each 

.05 

0.2 

77750 

.  .  . 

CORK  PRESSER: . 

Each 

.60 

77760 

X.  . 

CORKSCREW:  With  bottle  cap  remover, 
wooden  handle,  large. 

Each 

.20 

0.5 

77770 

X.  . 

COUNTERSINK: . 

Each 

.15 

0.04 

77780 

X.  . 

CUP,  PAPER:  Collapsible,  250.  .  . 

Ctn. 

.19 

131.0 

77790 

X.  . 

CUP,  SPIT,  PAPER:  100 . 

Pkg. 

.24 

132.4 

77810 

.  .  . 

CUP,  SPIT,  ENAMELWARE:  34  by  2  5/8 
inches. 

Each 

.31 

77820 

X  (l) 

CUSHION,  RUBBER:  Rectangular .  .  . 

Each 

1.44 

0.1 

77830 

X(1) 

CUSHION,  RUBBER,  OPEN  CENTER: .  .  . 

Each 

2.05 

0.9 

77836 

(1) 

CYLINDER,  CARBON  DIOXIDE,  250  GAL. , 
FILLED:  (For  anesthesia)  (painted 

gray)  . 

Each 

9.00 

77837 

.  .  . 

CYLINDER,  CARBON  DIOXIDE.  250  GAL. , 
EMPTY:  (For  anesthesia)  (for  gas 

see  item  78052)  (painted  gray)  . 

Each 

7.00 

77838 

(1) 

CYLINDER,  CARBON  DIOXIDE  MIXTURE,  80 
GAL.,  FILLED:  (Carbon  dioxide,  7% 
oxygen  93$)  (Painted  gray  top  and 
upper  one— third;  lower  two-thirds 
green)  . 

Each 

8.85 

77839 

•  •  • 

CYLINDER,  CARBON  DIOXIDE  MIXTURE,  80 
GAL.,  EMPTY:  (For  gas  see  item 

78054)  (painted  gray  top  and  upper 
one-third;  lower  two— thirds  green). 

Each 

6.75 

77840 

(1) 

CYLINDER,  NITROUS  OXIDE,  250  GaL  . , 
FILLED:  (Painted  lighx  blue) .  ' 

Each 

9.37 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

77841 

.  .  . 

CYLINDER,  NITROUS  OXIDE,  250  GAL., 
EMPTY:  (For  gas  see  item  78057) 

(painted  light  blue). 

Each 

$7.00 

77850 

(1) 

CYLINDER,  NITROUS  OXIDE,  2000  GAL. , 
FILLED:  (Painted  light  blue). 

Each 

21.24 

77851 

.  .  . 

CYLINDER,  NITROUS  OXIDE,  2000  GAL., 
EMPTY:  (For  gas  see  item  78057) 

(painted  light  blue). 

Each 

11.00 

77855 

(1) 

CYLINDER,  OXYGEN,  80  GAL#.  FILLED: 

(For  anesthesia  and  metabolisms) 
(painted  green)  . 

Each 

8.03 

77856 

CYLINDER,  OXYGEN,  80  GAL  .,  EMPTY: 

(For  anesthesia  and  metabolisms) 

(for  gas  see  item  78058)  (painted 
green) . 

Each 

6.75 

77860 

(1) 

CYLINDER,  OXYGEN,  750  GAL FILLED: 

(For  anesthesia  and  oxygen  tents) 
(painted  green)  . 

Each 

20.20 

77861 

•  •  • 

CYLINDER,  OXYGEN,  750  GAL.,  EMPTY: 

(For  anesthesia  and  oxygen  tents) 

(for  gas  see  item  78058)  (painted 
green) . 

Each 

13 . 00 

77870 

(1) 

CYLINDER,  OXYGEN,  1500  GAL.,  FILLED: 

(For  anesthesia  and  oxygen  tents  at 
hospitals  possessing  facilities  for 
movement  of  this  size)  .  (Painted 

green) . 

Each 

36.40 

77871 

CYLINDER,  OXYGEN,  1500  GAL.,  EMPTY: 

(For  anesthesia  and  oxygen  tents  at 
hospitals  possessing  facilities  for 
movement  of  this  size)  .  (For  gas 

see  item  78058)  (Painted  green). 

Each 

18.00 

77890 

•  •  • 

CYLINDER,  VALVE  ADAPTER,  HIGH 

PRESSURE:  For  connecting  commercial 

tanks  to  medical  valve. 

Each 

.50 

77910 

S(3) 

DISINFECTOR,  PORTABLE:  Hospital 
linen,  etc. 

Each 

2200.00 

77930 

(2) 

DISPENSING  SET:  Complete.  .  .  . 

Set 

31.40 

77940 

(2) 

DISPENSING  SET,  VETERINARY:  Complete 

Set 

29.30 

77945 

(9) 

DIVIDER,  8- INCH: . 

Each 

.80 

77946 

.  .  . 

DOLL,  HOSPITAL,  ADULT  SIZE:.  .  .  . 

Each 

150.00 

77947 

(9) 

DRAWING  KNIFE,  CARPENTER'S:  Oval 
blade,  10— inch. 

Each 

77950 

X  (l) 

DROPPER,  MEDICINE: . 

Dozen 

.17 

27.0 

77960 

y .  . 

FAN:  Palm  leaf.  . 

Each 

.03 

1.1 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al lowance 
per  1000* 

1 

2 

3 

77970 

(4) 

FAN,  OSCILLATING,  12-INCH:.  .  .  . 

Each 

$14.50 

77980 

(4) 

FAN,  OSCILLATING,  lfi-INCH: .... 

Each 

10.25 

77990 

X.  . 

FILE,  5—  INCH:  Triangular,  without 
handle. 

Each 

.09 

1.5 

77992 

X(9) 

FILE,  FLAT  BASTARD:  10-inch,  with 
hand le . 

Each 

.08 

0.4 

77999 

X(9) 

FILE,  MILL  BASTARD:  0-inch.  .  .  . 

Each 

.00 

0.4 

77994 

X(9) 

FILE.  ROUND  BASTARD:  (Rat -tail)  10- 
incn,  with  handle. 

Each 

.09 

0.2 

77995 

X(9) 

FILE,  SAW,  TAPER,  3J-INCH:  With 

handle. 

Each 

.03 

0.4 

77990 

X  (9) 

FILE,  SAW,  TAPER,  4-INCH:  With 
handle . 

Each 

.08 

0.3 

78010 

.  .  . 

FLASHLIGHT:  1  h  by  8*  inches,  with 

lamp  (78020)  and  without  battery. 

Each 

.82 

78020 

X(3) 

FLASHLIGHT  LAMP:  3  volt,  ep.  .  . 

Each 

.  07 

2.5 

78050 

.  .  . 

FUNNEL,  0-INCH:  Enamelware.  .  .  . 

Each 

.45 

78052 

X  (1) 

GAS-CARBON  DIOXIDE:  (For  cylinders 
see  41221  and  77837) . 

Gallon 

.002 

45.1 

78054 

X  (l) 

GAS-CARBON  DIOXIDE,  7£  IN  OXYGEN: 

(For  cylinder  see  7783  9)  . 

Gallon 

.02 

6.3 

78050 

X  (1) 

GAS— CHLORINE:  (For  cylinder  see 

41601)  . 

Pound 

.50 

0.03 

78057 

X  (l) 

GAS-NITROUS  OXIDE,  USP:  (For 
cylinders  see  77841  and  77851). 

Gallon 

.  008 

21.7 

78058 

X  (1) 

GAS-OXYGEN:  (For  cylinders  see  77850, 

77861  and  77871). 

Gal Ion 

.  016 

205.0 

78060 

(9) 

GAGE,  MARKING: . 

.40 

78062 

X.  . 

GIMLET:  Wood  handle,  assorted,  3. 

Set 

.25 

0.05 

78070 

X.  . 

GLASS,  MEDICINE:  Graduated,  1  oz. 

Each 

.02 

303.3 

78080 

X.  . 

GLASS  CUTTER: . 

Each 

.05 

0.2 

78090 

X.  . 

GRADUATE,  10  CC:  Glass . 

Each 

.  16 

4.8 

78110 

X.  . 

GRADUATE,  125  CC:  Class . 

Each 

.42 

3.9 

.  .  . 

.  .  . 

.  .  . 

78120 

X.  . 

GRADUATE,  250  CC:  Glass . 

Eac  h 

.45 

3.5 

78130 

X.  . 

GRADUATE,  500  CC:  Glass . 

Each 

.86 

5.0 

78150 

X.  . 

GRADUATE,  1000  CC:  Glass . 

Each 

1.57 

4.2 

78100 

.  .  . 

GRINDER,  TOOL:  Portable,  hand 
operated,  0-inch. 

Each 

9.50 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A1  lowance 
per  1000* 

1 

2 

3 

78170 

(9) 

HAMMER:  Nail  (claw)  adze  eye,  plain. 

Each 

$1.20 

78180 

(9) 

HATCHET:  Claw,  4— inch  blade.  .  .  . 

Each 

.50 

78190 

.  .  . 

HONE  OIL,  8  BY  2  INCHES.  ARKANSAS 
STONE:  In  hinged  wood  dqx. 

Each 

.28 

78192 

(9) 

HONE.  OIL,  8  BY  2  INCHES,  CARBORUNDUM: 
Combination,  medium-fine,  in  wood 
box. 

Each 

1.50 

/ 

78200 

(4) 

HOT  PLATE,  ELECTRIC,  1-BURNER:  6-inch 
diameter. 

Each 

4.60 

78205 

(4) 

HOT  PLATE,  ELECTRIC,  2-BURNER: .  .  . 

Each 

6.00 

78210 

.  .  . 

HOT  PLATE,  GAS:  2— burner , open— top. 
(State  whether  for  natural  or 
artificial  gas)  . 

Each 

2.31 

78220 

.  .  . 

IRRIGATOR:  2  qt . 

Each 

.61 

78230 

•  •  • 

IRRIGATOR  STAND: . 

Each 

12. 10 

78235 

•  •  • 

JACKET,  CAMISOLE:  Restraint.  .  .  . 

Each 

6.  50 

78236 

•  •  • 

JACKET,  CAMISOLE,  SMALL:  Restraint. 

Each 

6.00 

78240 

X.  . 

JAR,  4  OZ:  Ointment,  glass,  with 
screw  top. 

Each 

.05 

8.6 

78250 

X.  . 

JAR,  8  OZ:  Ointment,  glass,  with 
screw  top. 

Each 

.08 

10.0 

78260 

X.  . 

JAR,  16  OZ:  Ointment,  glass,  with 
screw  top. 

Each 

.  12 

7. 1 

78270 

•  •  • 

JAR  FOR  DRESSINGS:  With  lid.  .  .  . 

Each 

1.09 

78280 

X.  . 

JAR  FOR  SUTURES:  Glass . 

Each 

.54 

2.0 

78310 

•  •  • 

LADDER,  STEP: . 

Each 

2.10 

78320 

X.  . 

LAMP,  ALCOHOL:  Glass . 

Each 

.65 

2.0 

78330 

X(9) 

LAMP,  ALCOHOL,  WICK: . 

Each 

.01 

4.6 

78332 

(4) 

LAMP,  OPERATING,  CEILING,  SMALL,  FOR 
MINOR  SURGERY: 

Each 

50.00 

78333 

(4) 

LAMP,  EXAMINING  AND  OPERATING, 
PORTABLE:  Floor  stand  tvpe. 

Adjustable  height,  flexible 
gooseneck,  including  base,  reflector, 
and  8  feet  of  cord.  (if  condenser 
is  desired  use  77563). 

Each 

6.50 

78336 

LAMP,  OPERATING,  CELLING.  LAMP  BULB: 
(Specify  voltage  and  wattage). 

Each 

1.00 

0.9 

78337 

(4) 

LAMP.  OPERATING,  EMERGENCY: 

Portable. 

Each 

120.00 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SOPPLT  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

Al  lowance 
per  1000* 

1 

2 

3 

78338 

(4) 

LAMP,  OPERATING,  PORTABLE:.  .  .  . 

Each 

i>70.00 

78339 

x(3)(4 

(9) 

LAMP.  OPERATING  LAMP  BULB:  (Specify 
voltage  and  wattage).  (For  78337- 

38)  . 

Each 

2.00 

0.6 

78340 

(9) 

LEVEL,  SPIRIT:  Pocket,  iron  top 
plate,  Japanned. 

Each 

1.10 

78420 

X.  . 

LINOLEUM:  2  yards  wide . 

Sq.yd 

1.00 

22.5 

78430 

X.  . 

LINOLEUM,  BINDING:  For  edge, 
brass. 

Foot 

.06 

24.1 

78435 

X.  . 

LINOLEUM  BINDING,  SCREWS,  WOOD: 

Flat  head,  brass,  3/4— inch,  No.  6. 

(25  screws  to  each  12  feet  of 
binding) . 

Gr  oss 

.16 

0.3 

78440 

.  .  . 

LITTER:  Complete  with  slings. 

Each 

6.22 

78450 

X(9) 

LITTER  BRACE:  1  and  legs  2.  .  . 

Each 

2.00 

1.4 

78460 

X(9) 

LITTER,  CANVAS: . 

Piece 

1.31 

6.1 

78465 

X(9) 

LITTER,  POLE: . 

Each 

1.00 

2.4 

78470 

X(9) 

LITTER,  RING: . 

Each 

.02 

4.6 

78480 

X(9) 

LITTER,  SLING: . 

Each 

.78 

2.7 

78490 

X(9) 

LITTER,  STRAP: . 

Each 

.04 

12.2 

78500 

X(9) 

LITTER,  STUD: . 

Each 

.003 

15.1 

78510 

X(9) 

LITTER,  TACK:  2  oz . 

Pkg. 

.02 

7.9 

78515 

(4) 

MACHINE,  SEWING:  Electric.  .  .  . 

Each 

125.00 

78517 

.  .  . 

MACHINE,  SEWING,  FOOT  TREADLE  TYPE:  . 

Each 

71.25 

78520 

.  .  . 

MALLET,  CARPENTER'S:  Round.  .  .  . 

Each 

.60 

78530 

.  .  . 

MAT,  DOOR: . 

Each 

1.30 

78550 

X.  . 

MATCH  SAFE: . 

Each 

.20 

0.1 

78555 

X.  . 

MATCHES,  SAFETY: . 

.05 

52.6 

MIRROR,  HAND: . 

Each 

•  •  • 

Use 

54160 

78570 

.  .  . 

MODEL,  ANATOMICAL,  SEXLESS:.  .  .  . 

Each 

159.00 

78580 

.  .  . 

MORTAR  AND  PESTLE,  10  CM:  Diameter, 
Wedgewood. 

Each 

.20 

78590 

.  .  . 

MORTAR  AND  PESTLE,  20  CM:  Diameter, 
Wedgewood. 

Each 

1.50 

78600 

.  .  . 

MORTAR  AND  PESTLE,  30  CM:  Diameter 
Wedgewood. 

Each 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A] 1 owance 
per  1000* 

1 

2 

3 

78610 

•  •  • 

NAIL  PULLER: . 

Each 

$0.94 

78615 

X.  . 

NAIL  SET:  Square,  4— inch . 

Each 

.09 

0.1 

78620 

X.  . 

NEEDLE,  COMMON:  Assorted  sizes, 

25  in. 

Pkg. 

.05 

3.7 

78650 

.  .  . 

PADLOCK,  LARGE:  2— inch,  brass,  with 
chain  and  keys. 

Each 

1.40 

78660 

.  .  . 

PADLOCK,  SMALL:  1^— inch,  steel,  with 

2  keys. 

Each 

.25 

.... 

78680 

X.  . 

PAPER,  TOILET:  1000  sheets.  .  .  . 

Roll 

.08 

1,318.3 

78690 

X.  . 

PAPER,  TOILET,  FIXTURE:  Complete,  for 
roll  type. 

Each 

.07 

0.5 

78710 

X.  . 

PERCOLATOR:  Glass,  4  qt . 

Each 

.45 

0.6 

78720 

.  .  . 

PILL  MACHINE: . 

Each 

7.50 

78750 

X.  . 

PILL  TILE,  10- INCH:  By  10  inches, 
porcelain. 

Each 

1.25 

0.4 

78755 

(9) 

PINCERS,  CARPENTER'S:  Steel  jaws, 

8— inch. 

Each 

.35 

78760 

X.  . 

PIN,  COMMON: . 

Paper 

.05 

25.1 

78770 

X.  . 

PIN,  SAFETY,  LARGE: . 

Card 

.02 

66.8 

78780 

X.  . 

PIN,  SAFETY,  MEDIUM: . 

Card 

.02 

89.2 

78790 

X.  . 

PIN,  SAFETY,  SMALL: . 

Card 

.04 

28.7 

78800 

.  .  . 

PITCHER,  4  QT:  Enamelware. 

Each 

.71 

78802 

(9) 

PLANE,  FORE:  Iron  frame,  18— inch. 

Each 

1.25 

.  .  .• 

78804 

(9) 

PLANE,  JACK:  Iron  frame,  14— inch. 

Each 

2.00 

78805 

(9) 

PLANE,  RABBET:  Iron  frame,  8-inch. 

Each 

2.50 

78810 

(9) 

PLANE,  SMOOTHING:  Iron  frame,  9-inch. 

Each 

2.60 

78820 

(9) 

PLIERS,  COMBINATION: . 

Each 

.66 

78830 

(9) 

PLIERS,  SIDE-CUTTING:  6-inch.  .  . 

Each 

.65 

78837 

(9) 

POT,  CHAMBER:  Enamelware . 

Each 

.80 

78839 

X(9) 

RASP,  WOOD:  Half-round,  10- inch, 
with  handle. 

Each 

.40 

0.1 

78840 

.  .  . 

RESTRAINT  APPARATUS:  Humane  sheet, 
Hooper  type. 

Each 

13.00 

78850 

X(9) 

RULE:  Boxwood,  brass— bound,  2— foot. 

Each 

.60 

0.1 

78860 

(9) 

SAW,  CROSSCUT,  20-INCH:  Blade,  10 
point. 

Each 

2.10 

*  Deteriorating  items  -  1,000  men  for  6  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 
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No. 

Notes 

Item 

Unit 

Unit 

Price 

A] 1 owance 
per  1000* 

1 

2 

3 

78870 

(9) 

SAW,  CROSSCUT,  22-INCH:  Blade,  8 
point . 

Each 

$1.38 

78875 

(9) 

SAW,  KEYHOLE:  12-inch  blade.  .  . 

Each 

.45 

78880 

(9) 

SAW,  RIP:  22-inch  blade . 

Each 

2.00 

78885 

(9) 

SAW  SET: . 

Each 

.75 

78887 

.  .  . 

SCALE,  BABY: . 

Each 

10.00 

78890 

.  .  . 

SCALE,  PHYSICIAN'S: . 

Each 

23.40 

78900 

.  .  . 

SCALE,  PLATFORM: . 

Each 

21.45 

78905 

.  .  . 

SCALE,  PORTABLE:  Bathroom  type. 

Each 

2.50 

78910 

•  •  • 

SCALE,  PRESCRIPTION:  Torsion  4£  KGM 
capacity. 

Each 

21.60 

78920 

.  .  . 

SCALE,  PRESCRIPTION,  WEIGHTS:  1/100 
GM  to  1  kilo. 

Set 

7.00 

78922 

X(9) 

SCREWS,  ASSORTED: . 

Box 

.72 

0.5 

78925 

(9) 

SCREW,  BENCH,  IRON:  1-inch  diameter. 

Each 

.75 

78930 

(9) 

SCREW  DRIVER,  3-INCH:  Blade.  .  . 

Each 

.20 

78940 

.  .  . 

SCREW  DRIVER,  6-INCH:  Blade.  .  . 

Each 

.18 

78965 

(9) 

SCREW  DRIVER,  RATCHET,  6-INCH: .  .  . 

Each 

1.10 

78967 

(9) 

SCREW,  HAND:  10-inch . 

Each 

.88 

l 

78970 

.  .  . 

SHEARS,  COMMON:  6-inch  blade, 
Japanned. 

Each 

1.11 

78990 

.  .  . 

SHEARS,  TIN  SNIPS:  Straight  cut, 

13^  inch  with  3^— inch  cut. 

Each 

2.15 

79000 

X(l) 

SHEETING,  RUBBER:  54— inches  wide.  . 

Yard 

.86 

11.6 

79005 

(9) 

SICKLE: . 

Each 

.26 

79008 

.  .  . 

SKELETON.  HUMAN:  Adult,  articulated, 
with  cabinet. 

Each 

145.00 

79010 

X.  . 

SLIPPERS,  COTTON: . 

Pair 

.74 

52.3 

79020 

X.  . 

SPATULA,  3-INCH  BLADE: . 

Each 

.15 

1.2 

79030 

X.  . 

SPATULA,  6-INCH: . 

Each 

.27 

0.8 

79040 

X.  . 

SPATULA,  8-INCH: . 

Each 

.40 

0.5 

79050 

(9) 

SPOKES  HAVE:  10-inch  with  blade 

21/8  inches. 

Each 

1.70 

79060 

X(3) 

STAIR  TREAD:  Linoleum . 

Each 

.12 

0.7 

79070 

X(3) 

STAIR  TREAD,  MOLDING:  Wood.  .  .  . 

Yard 

.03 

0.4 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SDPPLT  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

All owance 
per  1000* 

1 

2 

3 

79080 

X(l)(3) 

STAIR  TREAD,  RUBBER,  NOSING: .  .  . 

Yard 

$0.48 

4.7 

79090 

(4) 

STERILIZER,  HOSPITAL,  BEDPAN: 

5  bedpan  capacity. 

Each 

100.00 

79100 

S(4) 

STERILIZER,  HOSPITAL:  Complete.  .  . 

Note. — Above  sterilizer  consists  of  1 
dressing  sterilizer  (79101),  2  water 
sterilizer  tanks  with  filter,  8  to  50 
gallons  capacity  (79102) ,  1  utensil 
sterilizer  (79103) ,  1  instrument 
sterilizer  (79104)  .  (Size  furnished  to 
be  the  nearest  approximate  size  asked 
for).  Requisitions  will  state  the 
size  of  each  component  that  is  desired 
and  the  most  economical  and  practical 
method  of  heating,  i.e.,  steam,  gas, 
oil.  or  electricity.  (if  steam  state 

whether  a  separate  boiler  is  required). 
(Floor  dimensions  required  where  space 
for  installation  is  limited.) 

Each 

L500.00 

79101 

3  (3)  (4) 

STERILIZER  DRESSING,  PRESSURE  TYPE:. 

Each 

425.00 

79102 

S(3)  (4) 

STERILIZER.  WATER  PRESSURE  TYPE:  Con¬ 
sisting  oi  1  tank  for  hot  water  and  1 
tank  for  cold  water,  with  filter. 

Each 

570.00 

79103 

S  (3)  (4) 

STERILIZER,  UTENSIL,  NONPRESSURE  TYPE: 

Each 

337.00 

79104 

3  (3)  (4) 

STERILIZER,  INSTRUMENT,  NONPRESSURE 
TYPE: 

Each 

285.00 

79105 

S  (3)  (4) 

STERILIZER,  INSTRUMENT,  PRESSURE  TYPE: 

Each 

675.00 

79110 

X.  . 

STERILIZER,  CONTROLS: . 

Box 

4.50 

2.3 

79120 

(9) 

STERILIZER,  DRUM,  9-INCH:  For 
dressings,  etc. 

Each 

3.95 

79140 

.  .  . 

STERILIZER,  DRUM,  14-INCH:.  .  .  . 

Each 

15.00 

79150 

.  .  . 

STERILIZER,  DRUM,  18-INCH:.  .  .  . 

Each 

23.10 

79170 

(4) 

STERILIZER,  INSTRUMENT,  ELECTRIC, 

SMALL:  1,000  watts. 

Each 

17.74 

79180 

(4) 

STERILIZER,  INSTRUMENT,  ELECTRIC,  ON 
STAND:  Size  20  by  10  by  9  inches. 

Each 

140 . 00 

79195 

(3)  (4) 

STERILIZERS,  ELECTRIC,  HEATING 

ELEMENT:  (Note:  This  item  covers 

all  types  of  heating  elements  for 
sterilizers. ) 

Each 

79198 

(9) 

STOVE,  ALCOHOL: . 

Each 

3.00 

79199 

x  (9) 

STOVE,  ALCOHOL,  TANK: . 

Each 

.20 

0.01 

79230 

X.  . 

STRAP  AND  BUCKLE,  3-FEET:  By  H-inch, 
webbing. 

Each 

.55 

7.7 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

AT  lcwance 
per  1000* 

1 

2 

3 

79240 

X.  . 

STRAP  AND  BUCKLE,  6-FEET:  By  lfc- 
inch,  webbing. 

Each 

$0.95 

1.8 

79250 

.  .  . 

SUPPOSITORY,  MOLD: . 

Each 

4.00 

79265 

.  .  . 

T-BEVEL,  8-INCH: . 

Each 

.22 

79267 

X.  . 

TACKS  AND  BRADS,  ASSORTED:.  .  .  . 

Tin 

.25 

0.7 

79270 

X.  . 

TACKS,  CARPET,  MEDIUM:  Flathead,  cut 
size  8,  2  oz. 

Pkg. 

.02 

2.0 

79280 

X.  . 

TACKS,  CARPET,  SMALL:  Flathead,  cut 
size  3,  2  oz. 

Pkg. 

.02 

1.4 

79290 

X.  . 

TAPE  MEASURE,  60  INCHES:  Linen.  . 

Each 

.08 

6.3 

79300 

(9) 

TAPE  MEASURE,  50  FEET: . 

Each 

.50 

79320 

X.  . 

THERMOMETER,  CLINICAL: . 

Each 

.30 

372.0 

79330 

X.  . 

THERMOMETER,  WARD: . 

Each 

.27 

1.2 

79340 

X.  . 

THREAD,  COTTON:  No.  60  three  cord 
(state  color  desired). 

Spool 

.16 

31.3 

79350 

X.  . 

THREAD,  LINEN  No.  25:  Unbleached, 

200  yds. 

Spool 

.16 

2.2 

79354 

X.  . 

TISSUES,  CELLULOSE:  Approximately  6 
by  8  inches.  100. 

Box 

.05 

441.0 

79357 

(9) 

TOOL,  UNIVERSAL: . 

Each 

1.50 

79360 

X.  . 

TOWEL,  PAPER:  Folded,  150.  .  .  . 

Pkg. 

.12 

392.6 

79370 

.  .  . 

TOWEL,  PAPER,  FIXTURE: . 

Each 

.99 

79380 

X.  . 

TRAP,  MOUSE:  Spring . 

Each 

.01 

0.9 

79390 

X.  . 

TRAP,  RAT:  Spring . 

Each 

.49 

0.4 

79400 

.  .  . 

TRAY,  INSTRUMENT,  APPROXIMATELY  15- 
INCH:  By  9  by  2  inches. 

Each 

.60 

79405 

.  .  . 

TRUCK,  PLATFORM:  4-wheel.  Platform 
30  by  60  inches,  capacity  1600  lbs. 

Each 

25.50 

79410 

.  .  . 

TRUCK,  WAREHOUSE:  Hand,  2-wheel. 

Each 

12.38 

79420 

.  .  . 

TRY  SQUARE:  9— inch,  rosewood. 

Each 

1.10 

79430 

.  .  . 

TUB,  FOOT: . 

Each 

79440 

.  .  . 

URINAL,  ENAMELWARE:  16  oz.  .  .  . 

Each 

.48 

79450 

X.  . 

URINAL,  CLASS:  Graduated,  16  oz. 

Each 

.46 

19.0 

79455 

.  .  . 

VAPORIZER,  ELECTRIC:  1  qt.  .  .  . 

Each 

6.66 

79457 

X.  . 

VIAL,  h  OZ:  With  screw  cap. 

Dozen 

.11 

52.3 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — Miscellaneous  Hospital  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

79460 

X.  . 

VIAL,  1  OZ:  With  screw  cap. 

Dozen 

$0.14 

86.8 

79470 

X.  . 

VIAL,  2  OZ:  With  screw  cap. 

Dozen 

.19 

102.9 

79480 

X.  . 

VIAL,  4  OZ:  With  screw  cap. 

Dozen 

.26 

120.2 

.  .  . 

.  • 

.  .  . 

79490 

X.  . 

VIAL,  8  OZ:  With  screw  cap. 

Dozen 

.31 

52.0 

79500 

X.  . 

VIAL,  16  OZ:  With  screw  cap. 

Dozen 

.33 

10.5 

79510 

X.  . 

VIAL,  32  OZ:  With  screw  cap. 

Each 

.04 

47.3 

79530 

.  .  . 

WATER  COOLER,  INVERTED  BOTTLE:  5 
gals.,  on  metal  stand. 

Each 

10.25 

79540 

.  .  . 

WRENCH,  MONKEY:  10-inch . 

Each 

1.03 

79550 

WRENCH,  PIPE:  14-inch . 

Each 

1.55 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorat ing  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  7. —  (issue  While  In  Stock  Items). 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1  lcwance 
per  1000* 

1 

2 

3 

70350 

.  .  . 

CHAIR,  ARM,  LIBRARY:  Leather  seat 
and  Dack. 

Each 

$32.50 

70570 

.  .  . 

DESK,  OFFICE,  66- INCH:  By  36  inches, 
flat  top. 

Each 

42.55 

71200 

(4) 

LAMP,  THERAPEUTIC,  INFRA-RED,  LARGE: 

Each 

97.50 

71220 

(4) 

LAMP,  THERAPEUTIC,  INFRA-RED,  SMALL: 

Each 

13.00 

71610 

.  .  . 

MATTRESS,  HAIR:  In  3  equal  parts 
each  4  Dy  36  by  26  inches  long. 

Each 

10.00 

71680 

.  .  . 

PILLOW,  HAIR: . 

Each 

1.25 

71730 

.  .  . 

SHIRT:  Bed,  cotton . 

Each 

1.16 

72050 

.  .  . 

BLOCK,  BUTCHER:  30  by  30  by  16 
inches . 

Each 

27.75 

72220 

(4) 

BROILER,  GRIDDLE,  AND  TOASTER: 

Griddle  approximately  44  by  20 
inches.  For  use  with  g as.  (Requi¬ 
sitions  will  state  whether  natural 
or  artificial.) 

Each 

55.50 

72400 

(4) 

CHOPPER  FOOD,  LARGE:  With  removable 
bowl,  1  H. P.  motor.  (Requisitions 
will  state  whether  or  not  chopper 
with  or  without  pedestal  is  re¬ 
quired)  . 

Each 

281.60 

72410 

(4) 

CHOPPER,  FOOD,  SMALL:  Stationary 
bowl,  l/3  H.  P.  motor.  (Requisitions 
will  state  whether  or  not  chopper 
with  or  without  pedestal  is  re¬ 
quired)  . 

Each 

184.00 

72430 

(4) 

CHOPPER,  MEAT,  ELECTRIC: . 

Each 

92.00 

72600 

.  .  . 

CUTTER,  COOKIE: . 

Each 

.27 

72650 

.  .  . 

DIPPER,  MILK:  1  qt,  long  handle. 

Each 

.39 

72770 

(4) 

DISHWASHER,  ELECTRIC,  LARGE:  (Requi¬ 
sitions  will  state  mounting,  i.e., 
straightaway  or  corner;  whether 
right  or  left  hand  feed.  Also, 
floor  plan  will  be  submitted  showing 
fixed  installations  including  win¬ 
dows  and  doors.  Requisitions  also 
will  state  type  of  auxiliary  heating. 
If  gas,  whether  artificial  or 
na/tura,!)  • 

Each 

1087. 5C 

72775 

(4) 

DISHWASHER,  ELECTRIC,  SMALL:  (Requi¬ 
sitions  will  state  mounting,  i.e., 
straightaway  or  corner;  whether 
right  or  left  hand  feed.  Also, 
floor  plan  will  be  submitted  snowing 
fixed  installations  including  win¬ 
dows  and  doors.  Requisitions  also 
will  state  type  of  auxiliary  heat— 

Each 

479.00 

ing.  If  gas,  whether  artificial  or 
natural)  . 


*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 


0 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. —  (issue  While  In  Stock  Items) - Continued 


NO. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

72785 

(3)  (9) 

DISHWASHER,  ELECTRIC,  RACK,  TYPE  1, 
MIXED  DISHES:  (For  72770  and 
72775) . 

Each 

$3.75 

72795 

(3)  (9) 

DISHWASHER,  ELECTRIC,  RACK,  TYPE  2, 
PLATES:  (For  72770  and  72775). 

Each 

3.85 

72805 

(3)  (9) 

DISHWASHER,  ELECTRIC,  RACK,  TYPE  3, 
SILVER  AND  GLASSES:  (For  72770 
and  72775). 

Each 

4.75 

72815 

(3)  (9) 

DISHWASHER,  ELECTRIC,  RACK,  TYPE  4, 
CUPS:  Individual  compartments. 

(For  72770  and  72775)  . 

Each 

4.75 

72860 

.  .  . 

FORK,  FLESH,  12-INCH:  Two  tines.  . 

Each 

.19 

72975 

X.  . 

GRATER,  NUTMEG: . 

Each 

.15 

73010 

(3) 

KETTLE,  ROASTING:  Steam  jacket.  .  . 

Each 

135.00 

73020 

(3) 

KETTLE.  STEAM,  40  GAL:  2/3  Steam 
jacket. 

Each 

148.52 

73030 

(3) 

KETTLE.  STEAM,  60  GAL:  2/3  Steam 

jacket. 

Each 

197.18 

73040 

(3) 

KETTLE,  STEAM,  100  GAL: . 

Each 

330.00 

73190 

.  .  . 

MASHER,  POTATO:  Wood . 

Each 

.59 

73220 

.  .  . 

MEASURE,  DRY,  1  QT: . 

Each 

.27 

73260 

(3)  (4) 

MIXER:  Motor  driven . 

Each 

300.00 

73460 

(4) 

PEELER,  VEGETABLE,  16-INCH:.  .  .  . 

Each 

145.00 

73470 

(4) 

PEELER,  VEGETABLE,  26-INCH:.  .  .  . 

Each 

245.00 

73550 

X.  . 

PITCHER,  9  PT:  China . 

Each 

3.04 

73980 

(4) 

SLICER,  MEAT,  LARGE:  Electric  without 
pedestal • 

Each 

214.62 

74070 

(3) 

STEAMER,  VEGETABLE:  Cabinet,  vertical, 
3  compartments.  (Requisitions  should 

state  steam  pressure  required.) 

Each 

327.59 

74130 

(3) 

TABLE,  COOK’S:  1  shelf,  1  drawer, 
steel  top.  (Units  6  feet  long 

unless  stated  otherwise.) 

Each 

75.00 

74180 

TABLE,  STEAM:  Requisitions  will  state 
type  of  heat  including  steam 
pressure,  and  will  be  accompanied  by 
a  diagram  showing  design  and  measure¬ 
ments. 

Each 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1, 000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  L942 


CLASS  7.  —  (issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

74225 

(3)  (4) 

TOASTER,  CONVEYOR  TYPE:  Motor  driven 
conveyor.  Electric  or  gas.  (If 

heated  by  gas,  requisitions  will 
state  whether  natural  or  artificial, 
and  number  of  slices  per  hour,  in 
addition  to  proper  notes  for  current, 
voltage,  etc.,  for  motor). 

Each 

$250.00 

74275 

.  .  . 

TRUCK,  TRAY  SERVICE : . 

Each 

57.  75 

74310 

(3) 

URN,  COFFEE,  BATTERY:  Consisting  of 
two  coffee  urns  and  one  water  urn. 
Steam,  gas,  or  electric. 

Each 

74320 

(3) 

URN,  COFFEE,  COMBINATION:  Consisting 
of  water  and  coffee  compartments  in 
a  single  urn,  steam,  gas,  or  electric. 

Each 

175.00 

74600 

.  .  . 

BRUSH,  WEIGHTED:  For  polishing  floor, 
complete  with  handle. 

Each 

6.64 

74610 

X(3) 

BRUSH,  WEIGHTED,  BRUSH:.  .  .  . 

Each 

2.00 

74790 

X.  . 

POLISH,  FLOOR,  LIQUID,  1  GAL:.  .  . 

Tm 

.60 

74800 

X.  . 

POLISH,  FLOOR,  LIQUID,  5  GALS:.  .  . 

Tin 

2.85 

74805 

X.  . 

POLISH,  FLOOR,  LIQUID,  WATER  EMULSION: 

5  gals. 

Tin 

9.00 

74810 

X.  . 

POLISH,  FLOOR  WAX,  2  LBS: . 

Can 

.30 

74820 

X.  . 

POLISH,  FLOOR  WAX,  8  LBS: . 

Can 

.89 

74834 

(4) 

POLISHER,  FLOOR,  LARGE  ELECTRIC, 
complete. 

Each 

90.00 

74836 

X(3)(9) 

POLISHER,  FLOOR,  LARGE,  BRUSH, 
POLISHING: 

Each 

4.00 

74838 

X(3)(9) 

POLISHER,  FLOOR,  LARGE,  BRUSH, 
SCRUBBING: 

Each 

4.00 

74840 

(4) 

POLISHER,  FLOOR,  SMALL:  Electric, 
complete.  Approximately  10  inches 
diameter. 

Each 

60.00 

74850 

X  (3)  (9) 

POLISHER,  FLOOR,  SMALL,  BRUSH, 
POLISHING: 

Each 

2.75 

74860 

X  (3)  (9) 

POLISHER,  FLOOR,  SMALL,  BRUSH, 
SCRUBBING: 

Each 

2.75 

75585 

.  .  . 

FINGER  PRINT  PAD,  COMPLETE:.  .  .  . 

Each 

2.50 

76234 

X.  . 

PENCIL,  MECHANICAL: . 

Each 

.07 

76236 

X(l)(3) 

PENCIL,  MECHANICAL,  ERASER:.  .  .  . 

Each 

.02 

76238 

X(3) 

PENCIL,  MECHANICAL,  LEAD  REFILL:  12 
in.  (Requisitions  should  state 

whether  black,  blue,  red  or  indelible! 

Pkg. 

.05 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  7. — (issue  While  In  Stock  Items) - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1 1  owance 
per  1000* 

1 

2 

3 

77200 

X.  . 

BLOWER,  INSECT  POWDER: . 

Each 

$0.30 

77585 

X.  . 

CORK  No.  0:  3/8  by  £  inch,  100.  . 

Bag 

.  15 

77674 

X.  . 

CORK  No.  11:  1  l/8  by  7/8  inch.  . 

Dozen 

.08 

77683 

X.  . 

CORK  No.  15:  1  5/l6  by  1  l/l6  inches. 

Dozen 

.  13 

77684 

X.  . 

CORK  No.  16:  1  3/8  by  1  l/8  inches. 

Dozen 

.16 

77685 

X.  . 

CORK  No.  17:  1  7/ 16  by  1  3/16  inches. 

Dozen 

.18 

77920 

(3) 

DISINFECTOR,  STATIONARY:  Hospital 
linen,  etc. 

Each 

2500. OC 

.... 

78030 

X  (l) 

FLY  PAPER:  Double  sheet . 

Each 

.02 

78040 

X.  . 

FLY  SWATTER:  Wire  handle.  .  .  . 

Each 

.05 

78215 

X.  . 

INSECTICIDE:  For  use  in  electric  and 

hand  sprayers,  items  79055-58.  5 

gallon. 

Drum 

5.00 

78335 

(4) 

LAMP,  OPERATING,  CEILING:  Shadowless. 
(Requisitions  should  state  height  of 
ceiling. ) 

Each 

300. Oil 

78540 

.  .  . 

MAT,  STEEL: . 

Each 

1.14 

78725 

.  .  . 

PILL  TILE,  4-INCH:  Metal.  .  .  . 

Each 

.50 

78730 

.  .  . 

PILL  TILE,  5-INCH:  By  10  inches, 
porcelain. 

Each 

.64 

78803 

(9) 

PLANE,  HOLLOW:  Wood  frame.  .  .  . 

Each 

.60 

78806 

(9) 

PLANE,  ROUND:  Wood  frame. 

Each 

1.75 

79053 

(4) 

SPRAYER,  ELECTRIC,  LARGE: .... 

Each 

100.00 

79055 

(4) 

SPRAYER,  ELECTRIC,  SMALL:  Universal 
motor . 

Each 

17.00 

79056 

.  .  . 

SPRAYER,  HAND:  Knapsack  type.  .  . 

Each 

5.28 

79058 

.  .  . 

SPRAYER,  HAND:  Continuous  sprayer  for 
insecticide  (78215) . 

Each 

.96 

79130 

.  .  . 

STERILIZER,  DRUM,  10-  INCH:  .... 

Each 

4.95 

79190 

X(3)(9) 

STERILIZER,  INSTRUMENT,  ELECTRIC, 
FUSIBLE  PLUG:  (For  use  with  79180)  . 

Each 

.06 

79200 

.  .  . 

STOVE,  1-BURNER,  KEROSENE:.  .  .  . 

Each 

2.90 

79210 

.  .  . 

STOVE,  2— BURNER,  KEROSENE:  .... 

Each 

4.60 

79220 

X.  . 

STOVE,  WICK: . 

Each 

.  10 

79310 

X.  . 

THERMOMETER,  BATH: . 

Each 

.41 

79534 

X.  . 

WIRE,  COPPER:  14  gage  £  lb.  .  .  . 

Spool 

.39 

79536 

X.  . 

WIRE,  GALVANIZED  IRON,  No.  8:  Gage. 

Foot 

.01 

Deteriorating  items  -  1,000  men  for  0  months 
Non-deteriorating  items  -  1,  000  men  for  12  months 


CLASS  8 


80000-89990.  Veterinary  Equipment  and  Supplies. 


* 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  8. — Veterinary  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Al  1  owance 
per  1000* 

1 

2 

3 

80020 

.  .  . 

BAG,  INSTRUMENT:  Empty,  10-inch, 
leather. 

Each 

$10.20 

80022 

X.  . 

BANDAGE,  DERBY,  4-INCH:  By  3  yards. 

Each 

.35 

1.7 

80026 

(9) 

BISTOURY,  PROBE-POINTED,  CURVED,  2- 
INCH:  Blade. 

Each 

.57 

80027 

.  .  . 

BISTOURY,  SHARP-POINTED,  CURVED,  2- 
INCH:  Blade. 

Each 

.45 

80032 

.  .  . 

BOX  AND  CRATE  OPENER:  Pocket  size. 

Each 

.75 

80045 

X.  . 

BROOM,  STABLE: . 

Each 

.54 

0.3 

80050 

X.  . 

BRUSH,  HORSE : . 

Each 

1.55 

0.2 

80070 

.  .  . 

BURR,  VENTRICULAR,  SNELL'S:.  .  .  . 

Each 

1.  69 

80085 

(4) 

CANDLER,  EGG:  Electric . 

Each 

7.  50 

80087 

x  (4)  (9) 

CANDLER,  EGG,  LAMP: . 

Each 

.30 

0.04 

80093 

X.  . 

CAPSULE,  h  OZ:  Gelatin  10.  .  .  . 

Box 

.  15 

0.8 

80095 

X.  . 

CAPSULE,  1  OZ:  Gelatin  10.  .  .  . 

Box 

.  18 

1.5 

80098 

(4) 

CASE,  CAUTERY,  ELECTRIC:  Complete.  . 

Each 

31.50 

80100 

.  .  . 

CASE,  CAUTERY:  Ether,  complete. 

Each 

10.  75 

80110 

(9) 

THERMO-CAUTERY: . 

Each 

12.00 

80120 

(9) 

THERMO-CAUTERY  LAMP: . 

Each 

.90 

80130 

(9) 

THERMO-CAUTERY  TIP: . 

Each 

1.65 

80140 

(9) 

THERMO-CAUTERY  WRENCH: . 

Each 

.30 

80190 

(2) 

CASE,  HYPODERMIC  TABLETS,  VETERINARY: 
Complete. 

Each 

9.63 

80191 

(9) 

CASE,  HYPODERMIC  TABLETS, 
VETERINARY,  EMPTY: 

Each 

80200 

(2) 

CASE,  MALLEIN  TEST:  Carlisle  model, 
complete. 

Each 

15.  67 

80210 

(2) 

CASE,  MEAT  AND  DAIRY  INSPECTION: 
Complete. 

Each 

25.  92 

80211 

(9) 

CASE  MEAT  AND  DAIRY  INSPECTION, 
EMPTY :  Canvas . 

Each 

3.65 

80230 

(2) 

CASE,  POCKET,  VETERINARY:  Complete. 

Each 

8.  14 

80235 

(9) 

CASE,  POCKET,  VETERINARY  EMPTY: 
Canvas . 

Each 

.40 

80240 

(2) 

CASE,  POST-MORTEM,  VETERINARY: 
Complete. 

Each 

20.31 

*  Deteriorating  items  -  1, 000  men  for  0  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  8. — Veterinary  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

A 1 1  owance 
per  1000* 

1 

2 

3 

80241 

(9) 

CASE,  POST-MORTEM,  VETERINARY, 
EMPTY:  Canvas. 

Each 

$1.90 

80250 

x(i) 

CATHETER,  COLT:  Rubber,  without 
stylet,  60-inch. 

Each 

.50 

0.01 

80255 

X(9) 

CATHETER,  COLT,  STYLET:  Reed.  . 

Each 

.06 

0.01 

80260 

K(l) 

CATHETER,  HORSE:  Rubber  without 
stylet,  60-inch. 

Each 

.56 

0.  1 

80270 

X(9) 

CATHETER,  HORSE,  STYLET:  Reed.  . 

Each 

.06 

0.  1 

80280 

.  .  . 

CATHETER,  MARE:  Metal  plated.  .  . 

Each 

.50 

80285 

.  .  . 

CHART,  ANATOMICAL: . 

Each 

9.25 

80290 

S.  . 

CHEST,  CLIPPING:  Complete.  .  .  . 

Each 

76.50 

80295 

(9) 

CHEST,  CLIPPING,  EMPTY:  Wooden.  .  . 

Each 

80300 

(9) 

CLIPPER,  COMPLETE:  Stewart,  No.  1, 
ball  bearing. 

Each 

4.88 

80310 

(9) 

CLIPPER,  BOTTOM  PLATE: . 

Each 

.90 

80320 

(9) 

CLIPPER,  CHAIN:  Flexible  shaft.  . 

Link 

1.08 

80330 

X(9) 

CLIPPER,  CHAIN  GREASE  1  LB: .  .  . 

Tin 

.24 

0.01 

80340 

(9) 

CLIPPER,  HEAD:  Complete  Stewart. 

Each 

2.10 

80350 

(9) 

CLIPPER,  TOP  PLATE: . 

Each 

.75 

80360 

X(9) 

CLIPPER,  TENSION  BOLT: . 

Each 

.05 

0.01 

80370 

X(9) 

CLIPPER,  TENSION  NUT: . 

Each 

.05 

0.01 

80380 

(9) 

CLIPPER,  TENSION  SPRING: .... 

Each 

.25 

80390 

(9) 

CLIPPER,  TWO-HAND: . 

Each 

1.88 

80400 

(9) 

SHEARS,  FETLOCK:  Plain.  .  .  . 

Each 

1.00 

80440 

(4) 

CLIPPER,  ELECTRIC:  110  volt.  .  .  . 

Each 

9.75 

80442 

(9) 

CLIPPER,  ELECTRIC,  BOTTOM  PLATE: .  . 

Each 

1.75 

804-14 

(9) 

CLIPPER,  ELECTRIC,  TOP  PLATE: .  .  . 

Each 

1.25 

80515 

.  .  . 

CHLORINE  TEST  SET: . 

Each 

1.00 

80520 

X.  . 

COMB,  CURRY:.  . 

Each 

.13 

0.2 

80528 

X(9) 

CONTAINER,  INK:  For  inspection  stamp. 

Each 

.  18 

0.02 

80530 

.  .  . 

CRADLE,  NECK: . 

Each 

3.58 

80540 

CURETTE,  34°:  Nail  hole  7-inch, 

Hughes. 

Each 

.67 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  8.  —  Veterinary  Equipment  and  Supplies - continued 


No. 

Notes 

Item 

Unit 

Unit 

Price 

Al  1  owance 
per  1000’ 

1 

2 

3 

80550 

.  .  . 

CURETTE ,  45°:  Nail  hole  7- inch, 
Hughes. 

Each 

80560 

.  .  . 

CURETTE,  FISTULA:  16-inch.  .  .  . 

Each 

3.80 

80570 

.  .  . 

CTTRETTE,  SHARP:  Double  end,  5— inch. 

Each 

.66 

80572 

.  .  . 

DISINFECTOR,  50  GAL:  Spray  pump.  . 

Each 

45.83 

80580 

.  .  . 

ECRASEUR,  CASTRATING: . 

Each 

10.95 

80585 

.  .  . 

ECRASEUR,  SPAYING,  WILLIAMS 1 \  .  .  . 

Each 

10.95 

80590 

.  .  . 

EMASCULATOR :  White . 

Each 

4.48 

80600 

X.  . 

FILE  AND  RASP:  Straight,  incisor, 

12— inch. 

Each 

.45 

0.01 

80610 

X.  . 

FILE,  HOOF  KNIFE:  4-inch.  .  .  . 

Each 

.  11 

0.02 

80620 

.  .  . 

FLOAT,  DENTAL,  ANGULAR:  Jointed.  . 

Each 

.85 

80630 

X.  . 

FLOAT,  DENTAL,  FILE  BLADE:  Universal, 
to  fit  standard  floats. 

Each 

.12 

0.1 

80640 

.  .  . 

FLOAT,  DENTAL,  HANDLE: . 

Each 

.55 

80650 

X.  . 

FLOAT,  DENTAL,  RASP  BLADE:  Universal, 
to  fit  standard  floats. 

Each 

.12 

0. 1 

80660 

.  .  . 

FLOAT,  DENTAL,  STRAIGHT:  Jointed.  . 

Each 

.85 

80662 

(9) 

FORCEPS  HEMOSTATIC.  PEAN,  5^— INCH: 
Straight  screw  Iock. 

Each 

.94 

80665 

•  •  • 

FORCEPS,  SPLINTER:  8-inch,  Van 

Buren. 

Each 

2.13 

80670 

.  .  . 

FORCEPS,  WOLF-TOOTH,  9-INCH: .  .  . 

Each 

2.10 

80680 

.  .  . 

FORCEPS  WOLF-TOOTH,  13-INCH: 

Duckbill  type. 

Each 

80685 

(3) 

FROCK,  BUTCHER'S:  Sizes  44  and  52 
(state  size)  . 

Each 

4.20 

80690 

S.  . 

FURNACE  AND  CALDRON:  Mott,  portable, 
45  gal.  capacity. 

Each 

51.00 

80695 

(1) 

GLOVES,  GAUNTLET:  Rubber,  cloth 
lined,  heavy,  size  14. 

Pair 

1.60 

80700 

.  .  . 

GOUGE,  HOOF : . 

Each 

1.00 

80710 

.  .  . 

GROOVER,  HOOF,  OVAL:  Hughes.  .  . 

Each 

.94 

80720 

.  .  . 

GROOVER,  HOOF,  POINTED:  Hughes.  . 

Each 

.94 

80730 

.  .  . 

GUN,  BALLING:  Aluminum  head,  Morgan. 

Each 

1.21 

80740 

•  •  • 

HALTER,  OPERATING:  Extra  heavy,  6- 
ring. 

Each 

3.11 

*  Deteriorating  items  -  1, 000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  8. — Veterinary  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

All owance 
per  1000* 

1 

2 

3 

80750 

• 

•  • 

HANDLES,  UNIVERSAL:  Wood  grips,  to 
fit  standard  cutters  and  extractors. 

Pair 

$1.81 

80760 

• 

•  • 

HARNESS,  CASTING:  Complete  Conkey 
improved  hobbles  and  securing  harness 

Set 

21.35 

80780 

• 

.  • 

HOBBLES:  Complete,  Conkey. 

Set 

8.  60 

80785 

• 

•  • 

HOLDER,  RAZOR  BLADE:  (For  blades 
requisition  item  37210). 

Each 

1.65 

80790 

• 

•  • 

HOOD:  Humane,  operating,  with  blinds. 

Each 

2.30 

80800 

(8) 

HOOK,  GLAND:  8-inch . 

Each 

.85 

80810 

• 

•  • 

HOOK,  NEURECTOMY:  Merillat.  .  .  . 

Each 

.43 

80820 

• 

•  • 

HOOK,  NEURECTOMY,  RIGHT:  With  eye.  . 

Each 

.60 

80832 

X 

•  • 

INK,  SPECIAL,  4  OZ:  Meat  brand.  .  . 

Bottle 

.70 

0.6 

80834 

• 

•  • 

INTRAVENOUS  OUTFIT,  SHIKLES:  500  CC. 

Each 

2.25 

80835 

X  (l) 

INTRAVENOUS  OUTFIT,  SIMPLEX:  Complete 
with  3  ft.  of  rubber  tubing  and  14 
gage,  l|-inch  rustless  needle. 

Each 

1.25 

0.04 

80840 

• 

•  • 

KNIFE  HOOF  DOUBLE-EDGE:  Searching, 
metal  handle. 

Each 

.85 

80850 

. 

.  • 

KNIFE,  HOOF,  SEARCHING:  Metal  handle. 

Each 

.96 

80860 

• 

•  • 

KNIFE  HOOF,  THREE  BLADES:  And  iron 
handle,  in  canvas  roll. 

Set 

1.46 

80870 

• 

•  • 

KNIFE  SAGE,  I)Ot^LE-EDGE:  Metal 
handle • 

Each 

.85 

80880 

. 

•  . 

KNIFE,  SAGE,  LEFT:  Metal  handle.  . 

Each 

.75 

.90890 

. 

.  . 

KNIFE,  SAGE,  RIGHT:  Metal  handle.  . 

Each 

.  75 

80900 

. 

.  • 

MALLET,  LEAD: . 

Each 

1.  19 

80910 

. 

•  • 

MOLAR  CUTTER,  CLOSED: . 

Each 

5.95 

80920 

. 

•  • 

MOLAR  CUTTER,  HALF-OPEN: . 

Each 

5.95 

80930 

• 

•  • 

MOLAR  CUTTER,  MULTIPLE-LEVER:  Wide 
open  j  aw. 

Each 

12.05 

80940 

• 

•  • 

MOLAR  CUTTER,  OPEN: . 

Each 

5.95 

80950 

. 

•  • 

MOLAR  EXTRACTOR,  LOWER:  Improved.  . 

Each 

5.95 

80960 

• 

•  • 

MOLAR  EXTRACTOR,  UPPER:  Improved.  . 

Each 

5.  95 

80970 

• 

•  • 

MOLAR  ROOT  EXTRACTOR:  Long  narrow 
jaw. 

Each 

5.95 

80980 

• 

•  • 

MUZZLE:  Horse,  galvanized  wire,  wool 

bound . 

..Each 

2.30 

*  Deteriorating  items  -  1,000  men  for  fi  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  8. — Veterinary  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

80988 

X.  . 

NEEDLE,  HYPODERMIC:  4-inch,  16  gage. 

Each 

$0.35 

0.4 

80989 

X.  . 

NEEDLE  SET,  INTRAVENOUS,  INJECTION: 
With  2  side  openings  near  closed 
rounded  end,  corrosion  resisting 
metal,  6  inches,  18  g age. 

Set 

.80 

0.  1 

80990 

.  .  . 

NEEDLE,  SETON:  10-inch,  jointed,  with 
sharp  point  and  eye. 

Each 

1.00 

80993 

X.  . 

OAKUM:  Roll . 

Pound 

.32 

4.1 

80995 

X(9) 

OPENER,  CAN,  SPECIAL: . 

Each 

.45 

0.02 

81000 

•  •  • 

PARER,  HOOF:  12-inch . 

Each 

1.31 

81010 

•  •  • 

PICK,  DENTAL:  Merillat . 

Each 

.84 

81015 

X.  . 

PIN,  BLANKET:  Medium  size. 

Each 

.01 

1.1 

81017 

X.  . 

PROBE,  10-INCH: . 

Each 

.08 

0.02 

81018 

(9) 

PROBE,  JOINTED,  10-INCH: . 

Each 

.29 

81020 

•  •  • 

PUMP,  COMBINATION:  Continuous  flow, 
injection  and  suction. 

Each 

2.64 

81040 

•  •  • 

PUNCH,  DENTAL,  CURVED:  Williams'.  . 

Each 

.33 

81045 

.  .  . 

PUNCH,  DENTAL,  STRAIGHT: . 

Each 

.33 

81050 

X.  . 

RETAINER:  Dressing,  foot,  metal,  3 
sizes. 

Set 

.06 

0.4 

81060 

.  .  . 

RETRACTOR,  SELF-RETAINER:  Williams*. 

Each 

5.25 

81061 

X(9) 

ROPE,  COTTON,  3/4-INCH: . 

Foot 

00 

0 

2.3 

81062 

X  (9) 

ROPE,  MANILA,  5/ 8-INCH: . 

Foot 

.05 

4.3 

81075 

•  •  • 

SCALE.  EGG  WEIGHING,  COMPLETE:  With 
check  weight. 

Each 

2.85 

81077 

X.  . 

SCALE,  EGG  WEIGHING,  CHECK  WEIGHT:  . 

Each 

.30 

0.03 

81080 

Each 

4.41 

81090 

SLING:  Horse,  complete . 

Each 

22.50 

81095 

SPECULUM,  EYE,  VETERINARY:  7- inch.  . 

Each 

2.00 

81100 

SPECULUM,  MOUTH:  Without  lever. 

Each 

5.80 

81103 

SPECULUM,  NASAL:  (Speculum,  rectal, 
bi-valve,  Sims)  . 

Each 

1.40 

81105 

SPECULUM,  VAGINAL,  VETERINARY:  Knowles. 

Each 

14.90 

81110 

.  .  . 

SPLITTER,  HOOF:  Merillat . 

Each 

j  90  ‘ 

81115 

.  .  . 

STAMP,  MEAT  INSPECTION,  METAL: 
Approximately  l£  by  2t  inches, 
complete  with  dating  set. 

Each 

7.50 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  8. — Veterinary  Equipment  and  Supplies - Continued 


No.  . 

Notes 

Item 

Unit 

Unit 

Price 

Allowance 
per  1000* 

1 

2 

3 

81117 

X(l) 

STAMP,  MEAT  INSPECTION  RUBBER,  LARGE: 
Approximately  l£  by  2£  inches,  com¬ 
plete  with  dating  set.  Wood  Dase 
and  handle. 

Each 

$1.25 

0. 1 

81119 

X(l) 

STAMP,  MEAT  INSPECTION,  RUBBER,  SMALL: 
Approximately  3/4  by  1  inch. 

Each 

.27 

0.02 

81120 

s.  . 

STOCK:  Metal,  Ajax.  . 

Each 

75.00 

81121 

(9) 

STONE,  CARBORUNDUM:  6  by  l£  by  £  inch. 

Each 

.45 

81122 

X.  . 

SUTURE,  CATGUT,  CHROMIC,  SIZE  4:.  . 

Tube 

.20 

0.4 

81124 

X.  . 

SUTURE,  CATGUT,  PLAIN,  SIZE  4:.  .  . 

Tube 

.20 

0.4 

81132 

X.  . 

SUTURE,  TAPE,  COTTON:  Merzon,  £-inch 
by  5  yards. 

Roll 

.09 

0.2 

81134 

X.  . 

SUTURE  CLIP,  WOUND,  LARGE:  13/16- 
inch. 

100 

.75 

0.3 

81136 

X.  . 

SUTURE  CLIP,  WOUND,  MEDIUM:  5/8-inch. 

100 

.60 

0.5 

81138 

.  .  . 

SUTURE  CLIP,  WOUND,  FORCEPS:  For  ap¬ 
plying  and  removing. 

Pair 

2.00 

81140 

•  •  • 

SYRINGE,  DOSE  METAL,  1  OUNCE:  With 

2  tips  and  shield. 

Each 

.75 

81150 

•  •  • 

SYRINGE,  DOSE.  METAL,  2  OUNCES:  With 

2  tips  and  shield. 

Each 

1.10 

81151 

•  •  • 

SYRINGE.  DOSE,  4  OUNCES:  All  metal, 
with  shield  and  2  tips,  Pomeroy. 

Each 

2.45 

81155 

X.  . 

SYRINGE,  FILLER,  AUTOMATIC:  Shikles 
type. 

Each 

6.00 

1.1 

SYRINGE,  HYPODERMIC,  1  CC:  Tuberculin. 

Each 

.  .  . 

Use  38430 

... 

SYRINGE,  HYPODERMIC,  1  CC,  NEEDLE: 
25— gage,  J— inch  canula. 

Each 

.  .  . 

Use  38470 

... 

81160 

•  •  • 

SYRINGE,  HYPODERMIC,  10  CC:  Quitman 
type,  with  Luer  slip  and  2  needles  in 
hollow  plunger. 

Each 

4.10 

81170 

X(9) 

SYRINGE,  HYPODERMIC,  NEEDLE  FOR, 
HEAVY,  STANDARD  LUER,  19  GAGE:  1- 
inch  canula  (for  81160) . 

Each 

.15 

0.  2 

81180 

X(9) 

SYRINGE,  HYPODERMIC,  NEEDLE  FOR, 
HEAVY,  STANDARD  LUER,  16  GAGE:  1- 
inch  canula  (for  81160) . 

Each 

.39 

0.3 

81200 

.  .  . 

SYRINGE,  HYPODERMIC,  10  CC:  Hog  chol¬ 
era,  long  style,  with  Luer  slip. 

Each 

1.13 

81210 

*  *  * 

SYRINGE,  HYPODERMIC,  30  CC:  Hog  chol¬ 
era.  long  style,  in  case  with  needles, 
with  Luer  slip. 

Each 

1.75 

*  Deteriorating  items  -  1,  000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  8. — Veterinary  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

A1  Icwance 
per  1000* 

1 

2 

3 

81220 

X.  . 

SYRINGE,  LUER  A  CC:  Graduated  to 

1/100  CC  (Malle in). 

Each 

$0.74 

1.1 

81230 

s.  . 

TABLE,  OPERATING:  Equine,  Kyle.  .  . 

Each 

208. 50 

81235 

(9) 

TACKLE  BLOCK,  STEEL  (SAFETY  HOIST) 
MEDIUM  SIZE:  2,000  lb. 

Each 

5.54 

81240 

.  .  . 

TESTER,  HOOF,  LARGE : . 

Each 

1.78 

81250 

.  .  . 

TESTER,  HOOF,  SMALL: . 

Each 

1.78 

81254 

.  .  . 

TESTER,  SEDIMENT:  Wizard . 

Each 

3.00 

81256 

X(9) 

TESTER,  SEDIMENT,  EXTRA  FILTER  DISCS: 

1,000 

2.00 

0.05 

81260 

X.  . 

THERMOMETER,  BREEDER'S:  10- inch,  in 
metal  case. 

Each 

1.50 

0.005 

81270 

X.  . 

THERMOMETER,  CLINICAL:  In  case.  .  . 

Each 

.39 

2.8 

81280 

X.  . 

THERMOMETER,  DAIRY: . 

Each 

1.19 

0.1 

81290 

.  .  . 

TRIER,  CHEESE,  LARD  AND  BUTTER:  6- inch. 

Each 

1.53 

81295 

• 

TRIER,  GRAIN:  (Requisitions  will 
state  whether  bag  or  car  trier  is 
desired. ) 

Each 

2.75 

81310 

.  .  . 

TRIER,  LARD  AND  BUTTER,  12- INCH:  .  . 

Each 

3.57 

81320 

(9) 

TRIER,  LARD  AND  BUTTER,  18- INCH: .  . 

Each 

3.82 

81330 

(9) 

TRIER,  MEAT,  8- INCH: . 

Each 

.38 

81335 

.  .  . 

TROCAR,  BLEEDING:  14-gage,  3-inch,  6. 

Pkg. 

.75 

81340 

.  .  . 

TROCAR,  HORSE:  Large,  reversible, 
with  5-inch  canula,  Ball. 

Each 

.59 

81345 

.  .  . 

TUBE,  LACHRYMAL: . 

Each 

2.00 

81348 

X(l) 

TUBE,  STOtACH,  COLT:  Rubber,  10  feet 
by  9/ 16  inch. 

Each 

2.25 

0.04 

81350 

x(l) 

TUBE,  STOMACH,  HORSE:  Rubber,  10-foot. 

Each 

2. 10 

0.1 

% 

81360 

X(9) 

TUBE,  STCMACH,  HORSE,  STYLET:.  . 

Each 

.20 

0.05 

81362 

.  .  . 

TUBE,  TRACHEAL,  BOYETTE:  Large,  oval. 

Each 

.98 

81380 

.  .  . 

TUBE,  TRACHEAL,  SELF-RETAINING: 

1-inch,  plain. 

Each 

1.18 

81391 

.  .  . 

TWITCH,  CHAIN: . 

Each 

1.25 

81400 

X.  . 

VIAL,  6&  CC;  Rubber  stoppered.  .  . 

Each 

.10 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  8. — Veterinary  Equipment  and  Supplies - Continued 

flssue  while  in  stock  items)  


No. 

Notes 

Item 

Unit 

Unit 

Pr  ice 

Allowance 
per  1000* 

1 

2 

3 

80010 

(1) 

BAG,  BREEDER'S: . 

Each 

$0.48 

80030 

.  .  . 

BLANKET  COVER:  Horse,  blanket  lined. 

Each 

3.20 

80510 

(2) 

CHEST,  VETERINARY  OFFICER:  Complete. 

Each 

51.99 

80526 

•  •  • 

COMB,  MANE: . 

Each 

.29 

80770 

•  •  • 

HAY  CUTTER:  Ohio,  hand— feed  cutter, 
Silver  Mfg.  Co.  type. 

Each 

31.90 

81030 

•  •  • 

PUNCH,  DENTAL,  BAYONET  SHAPE: 

Williams ' . 

Each 

c 

CD 

81130 

.  .  . 

SUTURES,  ASSORTED:  With  3  half-curved 
needles. 

Box 

.47 

81190 

(9) 

SYRINGE,  HYPODERMIC,  6  CC,  CASE:  Can¬ 
vas.  (For  81160)  . 

Each 

.93 

81191 

(9) 

SYRINGE,  HYPODERMIC,  6  CC,  NEEDLE: 
16^-gage.  l4— inch  canula.  (For 

81160) . 

Each 

o 

00 

81192 

(9) 

SYRINGE,  HYPODERMIC,  6  CC,  NEEDLES 
CASE:  Metal.  (For  81160) . 

Each 

.93 

81322 

.  .  . 

TRIER,  LARD  AND  BUTTER,  24-INCH: .  . 

Each 

4.33 

81390 

TWITCH:  Humane,  metal . 

Each 

1.48 

*  Deteriorating  items  -  1,000  men  for  6  months 
Non-deteriorating  items  -  1,000  men  for  12  months 


CLASS  9 


FIELD  EQUIPMENT  AND  SUPPLIES. 


91010-91230. 

92000-92127. 

93085-93337. 

93500-93797. 

94010-94424. 

95021-95095. 

96025-96246. 

97040-97135. 

97195-97377. 

97450-97930. 

98005-98160. 

99010-99650. 


Drugs  and  Chemicals. 

Surgical  Dressings. 

Surgical  Instrument  Sets. 

Miscellaneous  Surgical  Instruments,  Appliances  and  Supplie 
Laboratory. 

Dental . 

X-Ray. 

Individual  Equipment. 

Unit  Equipment. 

Unit  Assemblages  and  Component  Parts. 

Veterinary. 

Miscellaneous . 
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MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies 


No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

Drugs  and  Chemicals 

91010 

X.  . 

ACID,  BORIC,  OINTMENT,  1  OZ,  USP: 

In  collapsible;. 

Tube 

$0.04 

91015 

X.  . 

ACID,  SALICYLIC,  OINTMENT  1  OZ:  5 
per  cent  in  petrolatum,  Doth  USP. 

In  collapsible. 

Tube 

.07 

91018 

X.  . 

ACID,  TANNIC,  OINTMENT,  WITH 
CHLORBUTANOL,  li  OZ:  In 
collapsible. 

Tube 

.24 

91020 

X.,  . 

ALCOHOL,  DENATURED,  1  PT:  (Ethyl) 

(In  97720). 

Tin 

.22 

91025 

x(l) 

AMMONIA,  AROMATIC,  l/3  CC:  Ampule. 
10. 

Pkg. 

.  12 

91026 

X.  . 

AMYL  SALICYLATE: . 

Pint 

.62 

91030 

X.  . 

BISMUTH  SUBCARBONATE,  USP,  5  GR  TAB: 
500. 

Bottle 

.65 

91040 

X.  . 

BURN- IN JURY  SET,  TANNIC  ACID 

OINTMENT:  Consists  of  two  3/4— 

ounce  tubes  of  Tannic  Acid  Ointment, 
10$,  with  Sulfadiazine,  5$,  in  a 
water  soluble  base,  with  1  wooden 
spatula. 

Set 

.30 

91042 

X.  . 

BURN- INJURY  SET,  SULFADIAZINE 
OINTMENT:  Consists  of  two  3/4— 

ounce  tubes  of  Sulfadiazine 

Ointment,  5$,  in  a  water  soluble 
base,  with  1  wooden  spatula. 

Set 

.35 

91053 

X.  . 

CALCIUM  HYPOCHLORITE: . 

3- 3/4  lb, 

1.13 

91070 

X(6) 

COCAINE  HYDROCHLORIDE,  USP,  2  GR 

HYPO  TAB:  10. 

Tube 

1.40 

91080 

X.  . 

CRESOL,  SAPONATED  SOLUTION:  1  qt. 

(in  97730). 

Tin 

.40 

91085 

X.  . 

D ICHLORAMINE-T ,  20$,  IN  TRIACETIN: . 

Pint 

1.67 

91086 

X.  . 

DICHLORAMINE— T ,  20$,,  IN  TRIACETIN, 

2h  OZ: 

Bottle 

.  65 

91090 

x(l) 

EYE  AND  NOSE  DROPS,  1  OZ: .  .  .  . 

Bottle 

.31 

91091 

x(l) 

EYE  AND  NOSE  DROPS,  h  OZ:  With 
separate  dropper. 

Pkg. 

.25 

91095 

X.  . 

EYE-DRESSING  SET:  Consists  of  three 
2— inch  eye  pads;  three  double-strip 
adhesive  plaster  packets;  two  l/8— 
ounce  tubes  of  Boric  Acid  Ointment; 
and  one  l/8— ounce  tube  of  Met ap hen 
Ophthalmic  Ointment  with  Butyn. 

Set 

.  60 

91096 

X.  . 

FOOT  POWDER,.  2  OZ: . 

Can 

.06 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

91097 

X.  . 

GENTIAN  VIOLET,  1%.  MERTHIOLATE, 
1:5000:  Water  soluble  jelly  base, 

1  oz.  in  collapsible  tube. 

Tube 

$0.  10 

• 

91098 

X.  . 

FRAZER'S  SOLUTION,  HALF-STRENGTH, 

1.  OZ: 

Bottle 

.30 

91100 

X.  . 

HOMATROPINE  HYDRQBRQMIDE ,  USP,  1/250 
GR,  OPHTHALMIC  DISK:  25. 

Tube 

.20 

91105 

x(l) 

HYDROGEN  PEROXIDE,  SOLUTION,  8%,  2% 
OZ: 

Bottle 

.  10 

91110 

X.  . 

IODINE,  15  GR,  AND  POTASSIUM  IODIDE, 
22.5  GR,  USP:  10  tubes  in. 

Box 

.50 

91118 

X.  . 

IODINE,  2%,  2  CC:  Capillary  feed  tip 
vial. 

Vial 

.15 

91120 

X.  . 

IODINE  SWAB,  1^  CC:  6 . 

Box 

.  15 

91122 

X.  . 

IODINE  SWAB,  10  MIN: . 

Pkg. 

.  12 

91125 

X.  . 

LEAD  ACETATE,  COMPOUND  TAB:  10.  . 

Tube 

.  12 

91140 

X.  . 

MERCURIAL  OINTMENT,  MILD,  h  OZ,  USP: 
In  collapsible. 

Tube 

.07 

91145 

X.  . 

MERCURIC  OINTMENT,  AMMONIATED ,  1  OZ, 
USP:  In  collapsible. 

Tube 

.08 

91150 

X.  . 

MERCUROUS  CHLORIDE  OINTMENT,  1  OZ: 
(Calomel  30%).  In  collapsible. 

Tube 

.07 

91155 

x(6) 

MORPHINE  TARTRATE,  USP,  h  GR 

SOLUTION:  In  collapsible  tube  with 

sterile  needle.  5. 

Box 

1.00 

91157 

X(6) 

MORPHINE  TARTRATE,  USP,  h  GR 

SOLUTION:  In  collapsable  tube  with 

sterile  needle. 

Each 

.20 

91160 

X.  . 

OIL  CASTOR,  i  GAL,  USP:  (in  97717)  . 

Tin 

.95 

91172 

X.  . 

PHOSPHORUS  BURN  SET:  Consists  of  1 
2^— ounce  bottle  of  copper  sulfate 
solution,  10%,  with  1  3^— inch 
forceps  (93626)  . 

Set 

.35 

91187 

X.  . 

PROTECTIVE  OINTMENT,  CWS:  (For 
protection  of  skin  against  vesicant 
agents) .  3  oz. 

Tube 

.40 

91190 

X.  . 

PROTEIN  SILVER,  MILD,  USP,  4-6/10  GR 
TAB:  100. 

Bottle 

.50 

91200 

X.  . 

PROTEIN  SILVER,  STRONG,  USP,  4-6/10 

GR  TAB:  100. 

Bottle 

.50 

91202 

X.  . 

SODIUM  CHLORIDE,  8  GR  TABLET,  100: . 

Bottle 

.  15 

91204 

X.  . 

SULFADIAZINE,  0.5  GM  (7.7  GR)  TAB: 

8  In  waterproof  container. 

Pkg. 

.15 

91205 

X.  . 

SULFAGUANIDINE,  0.5  GM  (7.7  GR)  TAB:. 

100 

3.60 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

91211 

X.  . 

SULFANIIAMIDE ,  CRYSTALLINE.  5  GRAMS 

IN  STERILE  INDIVIDUAL  DOUBLE- 
WRAPPED  ENVELOPE:  With  shaker  top. 

6. 

Pkg. 

$0.20 

91215 

X.  . 

SULFUR  OINTMENT,  1  OZ,  USP:  In 
collaps ible. 

Tube 

.05 

91220 

X.  . 

TAR,  PINE,  COMMERCIAL:  1  pt.  .  . 

Tin 

.14 

91230 

X.  . 

ZINC  OXIDE  OINTMENT,  1  OZ,  USP:  In 
c  ollaps ib le . 

Tube 

.05 

Surgical  Dressings 

92000 

x(l) 

BANDAGE,  GAUZE,  ADHESIVE,  1  BY  3 
INCHES:  In  individual  waxed 

envelopes,  16  bandages  to  the 
package. 

Pkg. 

.16 

92002 

X.  . 

BANDAGE,  GAUZE,  COMPRESS,  4  BY  4 
INCHES: 

Each 

.04 

92004 

X.  . 

BANDAGE,  GAUZE,  COMPRESS,  2  BY  2 
INCHES:  4. 

Pkg. 

o 

00 

92010 

X.  . 

BANDAGE,  GAUZE.  COMPRESSED,  3- INCH: 

By  ^  yards,  72. 

Box 

2.50 

92015 

X.  . 

BANDAGE,  GAUZE,  4-INCH:  By  6  yards. 
With  two  large  safety  pins. 

Pkg. 

.  10 

92030 

X(l) 

BANDAGE,  PLASTER  OF  PARIS,  6-INCH: 

By  5  yards. 

Dozen 

1.44 

92040 

X.  . 

BANDAGE,  TRIANGULAR,  COMPRESSED:  With 
two  safety  pins. 

Each 

.  10 

92050 

X.  . 

DRESSING,  FIRST-AID,  LARGE:  Carlisle 
model.  (See  20313—14—15)  . 

Pkg. 

00 

rH 

92060 

X.  . 

DRESSING,  FIRST-AID.  SMALL:  Carlisle 
model.  (See  20317J  . 

Pkg. 

.  18 

92070 

X.  . 

GAUZE,  SUBLIMATED:  2  half-yard 
lengths,  1  yard  wide,  compressed. 

Pkg. 

.08 

92080 

X.  . 

OAKUM,  2  OZ:  Compressed . 

Pkg. 

.05 

92115 

X.  . 

PACK,  ABDOMINAL,  8  BY  36  INCHES,  30: 

Bag 

3.00 

92117 

X.  . 

PACK,  ABDOMINAL,  11  BY  12  INCHES,  80: 

Bag 

5.  60 

92118 

X.  . 

PAD,  COTTON,  APPROXIMATELY  lj  BY  2 
INCHES:  60. 

Pkg. 

.07  . 

92119 

X.  . 

PAD,  SURGICAL,  8  BY  10  INCHES,  50:. 

Bag 

2.75 

92121 

X.  . 

PAD,  SURGICAL,  12  BY  16  INCHES,  20: . 

Bag 

00 

o 

92122 

X(l) 

PLASTER,  ADHESIVE,  1  INCH  BY  5  YARDS: 
Dryback. 

Spool 

.  12 

92123 

X.  . 

SPONGE,  SURGICAL,  2  BY  2  INCHES,  200: 

Bag 

.60 

92125 

X.  . 

SPONGE,  SURGICAL,  4  BY  4  INCHES,  500: 

Bag 

2. 15 

t 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

92127 

X.  . 

SPONGE,  SURGICAL,  4  BY  8  INCHES,  180: 

Bag 

$1.80 

Surgical  Instrument  Sets 

93085 

(2) 

CASE,  OPERATING,  SMALL,  IMPROVED, 
COMPLETE: 

Each 

58.85 

93086 

.  .  . 

CASE,  OPERATING,  SMALL,  IMPROVED, 
EMPTY:  Canvas. 

Each 

2.00 

93090 

(2) 

CASE,  POST-MORTEM,  COMPLETE:.  .  . 

Each 

32.59 

93091 

.  .  . 

CASE,  POST-MORTEM,  EMPTY:  Canvas. 

Each 

2.12 

93092 

.  .  . 

CASE,  POST-MORTEM,  CONTAINER, 

METAL,  FOR  INSTRUMENTS: 

Each 

4.55 

93098 

(2) 

CASE,  TRIAL  LENSES,  POCKET  SET:.  . 

Each 

33.50 

93100 

(2) 

CASE,  WARD,  COMPLETE:  Dressing. 

Each 

82.45 

93101 

.  .  . 

CASE,  WARD,  EMPTY:  Canvas.  .  . 

Each 

3.67 

93210 

(2) 

BASIC  INSTRUMENT  SET,  COMPLETE 
(1942  MODEL)  : 

Set 

525.00 

93212 

.  .  . 

BASIC  INSTRUMENT  SET,  (1942  MODEl), 
CASE,  EMPTY: 

Each 

18.50 

93250 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  CHEST 
INJURIES,  COMPLETE  (1942  MODEL) : 

Set 

189.00 

93252 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET,  CHEST 
INJURIES,  (1942  MODEL),  CASE, 
EMPTY: 

Each 

4.50 

93270 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  EAR, 

NOSE  AND  THROAT  INJURIES,  COMPLETE 
(1942  MODEL)  : 

Set 

302.65 

93272 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET,  EAR, 
NOSE  AND  THROAT  INJURIES  (1942 
MODEL),  CASE,  EMPTY: 

Each 

8.00 

93290 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  EYE 
INJURIES,  COMPLETE  (1942  MODEL) : 

Set 

172.94 

93292 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET,  EYE 
INJURIES,  (1942  MODEL  ) ,  CASE, 
EMPTY: 

Each 

8.50 

93310 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  FRAC¬ 
TURES  AND  AMPUTATIONS,  ORTHOPEDIC, 
COMPLETE  (1942  MODEL) : 

Set 

246.00 

93312 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET,  FRAC¬ 
TURES  AND  AMPUTATIONS,  ORTHO¬ 
PEDIC  (1942  MODEL),  CASE,  EMPTY: 

Each 

12.00 

93320 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  GENITO¬ 
URINARY  INJURIES,  COMPLETE: 

Set 

24.61 

93325 

SUPPLEMENTAL  INSTRUMENT  SET, 
GENITO-URINARY  INJURIES,  CASE, 
EMPTY:  Canvas 

Each 

6.00 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

93330 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  MAXILLO¬ 
FACIAL  INJURIES,  COMPLETE  (1942 
MODEL) : 

Set 

$288 . 60 

93332 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET. 

MAX LLLO-F AC IAL  INJURIES,  (1942 
MODEL),  CASE,  EMPTY: 

Each 

10.00 

93335 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  NEURO¬ 
SURGICAL,  BRAIN  AND  NERVE  INJURIES, 
COMPLETE  (1942  MODEL) : 

Set 

462.20 

93337 

*  *  * 

SUPPLEMENTAL  INSTRUMENT  SET, 
NEURO-SURGICAL,  BRAIN  AND  NERVE 
INJURIES  (1942  MODEL),  CASE 

EMPTY: 

Each 

20.00 

Miscellaneous  Surgical  Instruments, 
Appliances  and  Supplies 

93500 

.  .  . 

ANESTHESIA  APPARATUS,  PORTABLE: 

Nitrous  oxide. 

Each 

130.00 

93510 

(2) 

ANESTHESIA  SET,  COMPLETE: .... 

Set 

73 . 86 

93512 

.  .  . 

ANESTHESIA  SET,  CONTAINER: .  .  . 

Each 

3.00 

93525 

(9) 

BOARD,  HARDWOOD,  2  BY  8  BY  J  INCH: 

(In  93330)  . 

Each 

.20 

93550 

(2) 

CASE,  HYPODERMIC,  COMPLETE:.  .  .  . 

Each 

2.25 

93623 

DRILL,  BONE,  DETACHABLE  METAL  HANDLE: 
With,  square  socket,  drills  4£  inches 
long  of  best  drill  rod  steel,  i  inch 
in  diameter  at  handle  with  tips 

3/32,  1/8,  3/16  inch. 

Set 

2.10 

93626 

X.  . 

FORCEPS.  DRESSING  3£-INCH:  (For 
field  kits,  etc.). 

Each 

.15 

93632 

.  .  . 

HEADLIGHT,  METAL  BAND: . 

Each 

7.85 

93634 

X(3)(4) 

HEADLIGHT,  METAL  BAND,  LAMP: .  . 

Each 

.40 

93638 

S.  . 

OPTICAL  REPAIR  UNIT,  MOBILE,  LARGE: 

Each 

18,500.00 

93640 

(1) 

OXYGEN  THERAPY  APPARATUS,  CLOSED 
CIRCUIT:  Boothby-Lovelace . 

Each 

140.00 

93643 

(1) 

OXYGEN  THERAPY  OUTFIT,  WITH  MANIFOLD: 
For  dual  administration,  complete 
with  nasal  and  or o— nasal  masks. 

(For  replacement  masks  requisition 
items  37127  and  37128.) 

Each 

50,00 

93645 

.  .  . 

PROBE,  5— INCH:  Straight,  with  eye. 

Each 

.45 

93690 

X.  .. 

SCISSORS,  DOUBLE  BLUNT,  FIRST  AID, 
4-INCH:  (For  field  kits,  etc.). 

Each 

.25 

93692 

X.  . 

SCISSORS,  1  POINT  SHARP,  5£-INCH. 
STRAIGHT :  (For  field  kits,  etc.). 

Each 

.50 

93705 

.  .  . 

SHIELD,  MIRROR,  METAL:  (For  36910). 

Each 

.16 
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No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

93707 

(2) 

SHOCK  TEAM  SET,  COMPLETE:.  .  .  . 

Set 

$232.45 

93708 

.  .  . 

SHOCK  TEAM  SET,  CONTAINER: .  .  . 

Each 

4.00 

93711 

.  .  . 

SPLINT,  ARMY,  ARM,  HALF-RING, 

FOLDING: 

Each 

12.00 

93712 

.  .  . 

SPLINT,  ARMY,  LEG  AND  THIGH,  HALF¬ 
RING,  FOLDING: 

Each 

15.00 

.  .  . 

93750 

X.  . 

SPLINT,  WIRE  GAUZE:  5fc  inches  by  1 
yard. 

Roll 

.10 

93770 

X.  . 

SUTURES,  SILK,  BRAIDED,  NON-CAPILLARY, 
3  sizes;  Sizes  00  1,  2,  black. 

(Two  18— inch  lengths  of  each  item 
37971,  37975,  37978) . 

Pkg. 

.08 

93780 

X.  . 

TOURNIQUET,  FIELD: . 

Each 

.25 

93795 

.  .  . 

TOURNIQUET,  KIRK:  2  in  set.  .  .  . 

Set 

3.85 

93797 

X.  . 

TOURNIQUET-SCISSORS-FORCEPS  SET: 
Consists  of  1  tourniquet;  1  pair  of 
double— blunt ,  4— inch  scissors,  and  1 
3^— inch  forceps. 

Set 

.60 

Laboratory 

94010 

.  .  . 

AUTOCLAVE,  LABORATORY,  FIELD:.  .  . 

Each 

V  22.00 

94020 

.  .  . 

BASIN,  STAINING:  Rectangular, 
copper. 

Each 

2.75 

94030 

.  .  . 

BEAKER,  250  CC:  With  spout.  .  .  . 

Each 

.35 

94040 

X.  . 

BOTTLE,  NARROW  MOUTH,  350  CC: 

Citrate  magnesia  type,  with  patent 
stopper,  for  water  sample. 

Each 

.05 

94050 

•  •  • 

BUCKET,  GALVANIZED  IRON,  SQUARE: 
Nested.  9  by  9  by  10  inches,  and  7% 
by  7£  t>y  9-7/8  inches,  with  handle,  2L 

Set 

1.90 

94060 

.  .  . 

BURNER,  ALCOHOL,  BUNSEN  TYPE:  With 
reservoir  and  metallic  tubing,  di¬ 
ameter  of  burner  13/16  inch. 

Each 

10.50 

94070 

.  .  . 

BURNER,  GASOLINE,  BLAST:  With  swivel 
burner,  for  bending  glass  tubing 
where  gas  is  not  available. 

Each 

5.50 

94095 

(2) 

CHEST,  LABORATORY,  FIELD:  .... 

Each 

150.64 

94295 

.  .  . 

CHLORINE  TEST  SET:  For  testing 
drinking  water  in  the  field. 

Set 

16.25 

94297 

.  .  . 

COLORIMETER,  CHLORINE  AND  TOXIC 

GASES: 

Each 

54.00 

94320 

.  .  . 

INCUBATOR,  1920  FIELD  MODEL: .  .  . 

.  Each 

95.00 

94321 

(3) 

INCUBATOR,  1920  FIELD  MODEL,  LAMP, 
COMPLETE:  Metal. 

Each 

3.75 

94322 

(3) 

INCUBATOR,  1920  FIELD  MODEL,  LAMP 

C  RHINE  Y:  Metal. 

Each 

.50 
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NO. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

94323 

X(3) 

INCUBATOR,  1920  FIELD  MODEL,  WICK: 

Each 

$0.01 

94330 

.  .  . 

MAGNIFIER,  FOLDING:  Triple  aplanat 
10X  in  folding  pocket  case. 

Each 

5.00 

944-10 

(2) 

URINALYSIS  SET:  Small . 

Each 

8.50 

94420 

.  .  . 

WATER  BATH,  SEROLOGICAL,  1920  PIELD 
MODEL:  (For  lamp  see  94321  and  for 

chimney  see  94322) . 

Each 

59.00 

94423 

(3) 

WATER  BATH,  SEROLOGICAL,  1920 

FIELD  MODEL,  PARAFFIN  EMBEDDING 
BATH:  Copper. 

Each 

15.75 

94424 

(3) 

WATER  BATH.  SEROLOGICAL,  1920 

FIELD  MODEL,  TEST  TUBE  RACK: 

(Holds  20  Wassermann  test  tubes.) 

Each 

.85 

Dental 

95021 

.  .  . 

CHAIR,  DENTAL,  FIELD:  (For  95036).  . 

Each 

50.00 

95022 

S(2) 

CHEST,  DENTAL  PACK,  "A",  COMPIBTE: 

(For  97218). 

Each 

170.50 

95023 

S(2) 

CHEST,  DENTAL  PACK,  "B»,  COMPLETE: 

(For  97218). 

Each 

100.00 

95025 

S(2) 

CHEST,  MD,  No.  60:  Dental  operating. 
(This  item  makes  un— numbered  item 
Dental  Dispensary  Equipment — See 
"Organizational  equipment  of  medical 
and  veterinary  detachments  attached 
to  other  branches"  in  Appendix.) 

Each 

305 . 82 

95026 

S(2) 

CHEST,  MD,  No.  61:  Dental  laboratory. 

Each 

161.58 

J266.88 

95027 

S(2) 

CHEST,  MD,  No.  62:  Dental  laboratory. 

Each 

349.36 

95055 

S.  . 

DENTAL  CLINIC,  No.  1: . 

Each 

36,211.00 

95056 

S.  . 

DENTAL  CLINIC,  No.  2: . 

Each 

22,134.00 

95057 

S.  . 

DENTAL  CLINIC,  No.  3: . 

Each 

12,301.00 

95062 

x(l) 

ISOLATOR,  RUBBER:  Craig o  type, 
assorted.  12. 

Box 

.  90 

95065 

(2) 

KIT,  DENTAL,  MAX ILLO-F AC IAL : .  .  . 

Each 

140.86 

95066 

.  .  . 

KIT,  DENTAL,  MAXILLO-FACIAL,  CASE, 
EMPTY: 

Each 

.75 

95067 

.  .  . 

LAMP,  ALCOHOL,  LARGE,  MODIFIED:.  . 

Each 

18.00 

95070 

.  .  . 

LATHE,  HAND,  MODIFIED:  Complete  with 
3  chucks. 

Each 

8.70 

95090 

X.  . 

SLAB,  SQUARE:  Glass,  mixing,  2— inch. 

Each 

.  10 

95093 

SYRINGE,  HYPODERMIC,  CARTRIDGE  TYPE, 
COMPLETE:  With  ten  1-inch  needles 
and  ten  1  7/8— inch  needles.  Packed 
in  metal  box.  (Consists  of  1  of 

Item  55930,  10  of  Item  55938  and  10 
of  Item  55940). 

Set 

4.75 

jWith  gold  packed 
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1 

2 

3 

95095 

•  •  • 

TEETH,  COMBINATION  SET:  Complete  in 
case. 

Set 

$245.  86 

'  .  .  . 

X-Ray 

96025 

•  •  • 

X-RAY  FIELD  UNIT,  CHEST,  FILM,  X-RAY: 

Each 

95.00 

96055 

s.  . 

X-RAY  FIELD  UNIT,  DRYER,  AND  LOADING 
BIN  COMBINATION:  Complete  with  air 
circulator,  for  field  processing 
unit. 

Each 

365. 00 

.  .  . 

.  .  . 

.  .  . 

96060 

s.  . 

X-RAY  FIELD  UNIT,  GENERATOR.  GASOLINE, 
ELECTRICAL:  Complete  in  chest. 

Each 

515.00 

96085 

s.  . 

X-RAY  FIELD  UNIT,  MACHINE,  X-RAY, 
MOBILE,  COMPLETE:  For  field 
fluoroscopy,  roentgenography  and 
superficial  roentgenotherapy. 
(Consisting  of  96086,  96087  and 
96088).  (1  pair  of  gloves,  1  apron 

and  1  pair  of  goggles  included  with 
each  assembly)  . 

Each 

1335.00 

96086 

s.  . 

X-RAY  FIELD  UNIT,  TRANSFORMER 
CHEST,  MD  X-2: 

Each 

200. 00 

96087 

s.  . 

X-RAY  FIELD  UNIT,  TUBE  UNIT,  CHEST, 
MD  X— 3: 

Each 

740.00 

96088 

s.  . 

X-RAY  FIELD  UNIT,  CONTROL  UNIT, 
CHEST,  MD  X-4: 

Each 

400.00 

96090 

s.  . 

CHEST,  MD,  X— 1:  Chassis  for 
converting  item  96085  to  a  mobile 
x-ray  unit  for  bedside  use. 

Each 

455.00 

96115 

s.  . 

X-RAY  FIELD  UNIT  PROCESSING  UNIT, 

FOR  DARKROOM:  For  film  processing. 

Each 

500. 00 

96117 

s.  . 

X-RAY  FIELD  UNIT,  PROCESSING  UNIT, 
AUXILIARY  WASH  TANK: 

Each 

230.00 

96145 

s.  . 

X-RAY  FIELD  UNIT,  TABLE  UNIT:  For 
field  fluoroscopy,  foreign  body 
localization  and  roentgenography. 
Complete  in  chest. 

Each 

800.00 

96175 

s.  . 

X-RAY  FIELD  UNIT,  TENT,  DARKROOM: 

For  fluoroscopy  and/or  film 
processing. 

Each 

347.00 

96191 

s.  . 

X-RAY  FIELD  UNIT,  BI-PLANE  MARKER  AND 
RE-ORIENTATING  DEVICE: 

Each 

250. 00 

96205 

(1)(9) 

X-RAY  FIELD  UNIT,  SHOCKPROOF  CABLES: 

Each 

85.00 

96208 

(9) 

X-RAY  FIELD  UNIT,  TUBE  ADAPTER:  For 
utilizing  x-ray  tube  of  96085  with 
61580. 

Each 

3.75 

96215 

s.  . 

X-RAY  FIELD  UNIT,  FLUOROSCOPIC 

FOREIGN  BODY  LOCALIZATION,  COMPLETE: 
With  table  unit;  shockproof,  15  MA 
machine  for  use  with  both  110V  and 
220V.  (l  pair  of  gloves,  1  apron  and 
1  pair  of  goggles  included  with  each 

Set 

2000.00 

assembly, 
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1 

2 

3 

96245 

S(9) 

X-RAY  FIELD  UNIT,  KIT,  SPARE  PARTS 

AND  REPAIR,  X-RAY  MACHINE: 

Each 

$140.00 

96246 

S(9) 

X-RAY  FIELD  UNIT,  KIT,  SPARE  PARTS 

AND  REPAIR,  TABLE  UNIT: 

Each 

.... 

Individual  Equipment 

97040 

.  .  . 

CASE,  COTTON,  FOR  DENTAL  INSTRUMENTS:. 

Each 

.25 

97050 

(2) 

CASE,  INSTRUMENT,  MEDICAL  OFFICER'S: 
Belt  and  kit. 

Each 

7. 11 

97051 

.  .  . 

CASE,  INSTRUMENT,  MEDICAL  OFFICER'S, 
EMPTY:  Canvas. 

Each 

.45 

97052 

•  •  • 

CASE,  INSTRUMENT,  MEDICAL  OFFICER'^ 
CONTAINER,  METAL,  FOR  2  KNIVES: 

5  l/8  by  1  by  3/16-inch. 

Each 

.25 

97065 

.  .  . 

KIT  COMPONENT,  CANTLE  RING  STRAP: .  . 

Each 

.20 

97070 

.  .  . 

KIT  COMPONENT,  INSERT,  TYPE  I,  WITH 
LACE: 

Each 

.21 

97075 

.  .  . 

KIT  COMPONENT,  INSERT,  TYPE  II,  WITH 
LACE: 

Each 

.20 

97080 

.  .  . 

KIT  COMPONENT,  LITTER  STRAP: .  .  . 

Each 

.25 

97085 

.  .  . 

KIT  COMPONENT,  POUCH,  WITH  LACE: 

Canvas . 

Each 

.75 

97090 

X.  . 

KIT  COMPONENT,  POUCH,  LACE:  For 
items  97070,  97075,  and  97085. 

4 

Each 

.01 

97095 

.  .  . 

KIT  COMPONENT,  SUSPENDER: .... 

Each 

.79 

97100 

(2) 

KIT,  DENTAL  OFFICER'S: . 

Each 

45.60 

97105 

(2) 

KIT,  DENTAL  PRIVATE'S: . 

Each 

14.88 

97107 

X(2) 

KIT,  JUNGLE,  MEDICAL,  INDIVIDUAL: .  . 

Each 

6.25 

97108 

X.  . 

KIT,  JUNGLE,  MEDICAL,  INDIVIDUAL, 
CANVAS  ROLL: 

Each 

.50 

97110 

(2) 

KIT,  MEDICAL  NONCOMMISSIONED 

OFFICER'S: 

Each 

23. 10 

97115 

(2) 

KIT ,  MED ICAL  OFFICER ' S : . 

Each 

26.20 

97116 

X(2) 

KIT,  MEDICAL,  PARACHUTIST'S:.  .  . 

Each 

18.95 

97120 

(2) 

KIT,  MEDICAL  PRIVATE'S: . 

Each 

9.31 

97125 

(2) 

KIT,  VETERINARY  NONCOMMISSIONED 
OFFICER'S: 

Each 

19.50 

97130 

(2) 

KIT,  VETERINARY  OFFICER'S: .  .  .  . 

Each 

26.48 

97135 

(2) 

KIT,  VETERINARY  PRIVATE'S: .  .  .  . 

Each 

16.28 
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2 

3 

Unit  Equipment 

97195 

s. 

. 

AIR  BASE  GROUP  AID  STATION  EQUIPMENT:. 

Each 

$7,574.85 

97200 

S. 

• 

AMBULANCE  COMPANY,  ANIMAL  DRAWN:  .  . 

Each 

1,  050. 90 

97203 

s. 

- 

AUXILIARY  SURGICAL  GROUP  EQUIPMENT: . 

Each 

19, 270.92 

97205 

s. 

• 

BATTALION  MEDICAL  EQUIPMENT: .  .  .  . 

Each 

669.80 

97210 

s. 

. 

CONVALESCENT  CAMP,  1000-BED:.  .  .  . 

Each 

40,204.51 

97215 

s. 

. 

CONVALESCENT  HOSPITAL,  3000-BED:.  . 

Each 

99, 129.95 

97218 

s. 

• 

DENTAL  PACK  EQUIPMENT: . 

Each 

270.50 

•  •  • 

•  • 

• 

DENTAL  DISPENSARY  EQUIPMENT:  (Consists 
of  one  95025.  Chest,  MD,  No.  60 
dental  operating. ) 

.... 

97223 

s. 

• 

EVACUATION  HOSPITAL,  MOTORIZED,  400- 
BED: 

Each 

62,518.85 

97225 

s. 

. 

EVACUATION  HOSPITAL,  750-BED:.  .  . 

Each 

85,482.51 

97227 

s. 

. 

FIELD  HOSPITAL,  400-BED: . 

Each 

41,794.63 

97228 

s. 

. 

FLIGHT  SURGEON'S  UNIT  NO.  1:  .  .  .  . 

Each 

2,564.22 

97229 

s. 

• 

FLIGHT  SURGEON'S  EXAMINING  UNIT  AND 
AIR  CORPS  INFIRMARY  COMBINED: 

Each 

2,570.00 

97230 

s. 

. 

GENERAL  DISPENSARY  EQUIPMENT: .  .  . 

Each 

3,422.46 

97234 

s. 

• 

GENERAL  HOSPITAL,  CANTONMENT  TYPE,  ZI, 
1000-BED: 

Each 

292,662. 18 

97235 

s. 

. 

GENERAL  HOSPITAL,  CZ,  1000-BED:.  .  . 

Each 

177,516.98 

.  .  . 

•  . 

. 

HOSPITAL  CENTER:  (issue  97210) .  .  . 

Each 

.... 

97246 

s. 

• 

HOSPITAL  EXPANSION  UNIT,  CANTONMENT 
TYPE,  ZI,  25-BED: 

Each 

4, 902.59 

97247 

s. 

. 

HOSPITAL  EXPANSION  UNIT,  CZ,  25-BED:. 

Each 

3,196.33 

97248 

s. 

• 

HOSPITAL  EXPANSION  UNIT,  CANTONMENT 
TYPE,  ZI,  50-BED: 

Each 

11, 551.83 

97249 

s. 

. 

HOSPITAL  EXPANSION  UNIT,  CZ,  50-BED: 

Each 

5,889.68 

97250 

s. 

• 

HOSPITAL  EXPANSION  UNIT,  CANTONMENT 
TYPE,  ZI,  100-BED: 

Each 

22,329.41 

97251 

s. 

. 

HOSPITAL  EXPANSION  UNIT,  CZ,  100-BED: 

Each 

10,757.39 

97252 

s. 

• 

HOSPITAL  EXPANSION  UNIT,  CANTONMENT 
TYPE,  ZI,  250-BED : 

Each 

.... 

97253 

s. 

. 

HOSPITAL  EXPANSION  UNIT,  CZ,  250-BED: 

Each 

26,  828 . 23 

97254 

s. 

• 

HOSPITAL  EXPANSION  UNIT,  CANTONMENT 
TYPE,  ZI,  500-BED: 

Each 

95,942.48 

97255 

s. 

• 

HOSPITAL  EXPANSION  UNIT,  CZ,  500-BED: 

Each 

52,288.67 

r 
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Unit 

Unit  Price 

1 

2 

3 

.  .  . 

HOSPITAL  TRAIN:  (For  unit  car  see 
97334:  for  ward  cars  see  97375  and 
97377.) 

Each 

•  •  •  • 

S.  . 

INDUSTRIAL  DISPENSARY  EQUIPMENT:  .  . 

Each 

*$1,861.28 

S.  . 

INFIRMARY  EQUIPMENT,  CZ,  10-BED:.  . 

Each 

2,491.82 

s.  . 

INFIRMARY  EQUIPMENT,  ZI,  10-BED: .  . 

Each 

2,476.72 

s.  . 

INFIRMARY  EQUIPMENT,  REGIMENTAL,  3- 
BED: 

Each 

802. 74 

s.  . 

INFIRMARY  EQUIPMENT,  REGIMENTAL,  3- 
BED,  SUPPLEMENT  "A*': 

Each 

878.23 

s.  . 

MEDICAL  BATTALION.  ARMORED  DIVISION: 
Including  1  of  97262—05  and  3  of 
97262-10. 

Each 

34,712.96 

s.  . 

MEDICAL  BATTALION,  ARMORED 
DIVISION,  HEADQUARTERS  AND 
HEADQUARTERS  COMPANY: 

Each 

•  •  •  • 

s.  . 

MEDICAL  BATTALION,  ARMORED 
DIVISION,  MEDICAL  COMPANY: 

Each 

•  •  •  • 

s.  . 

MEDICAL  BATTALION,  ENGINEER  AMPHIBIAN 
BRIGADE:  Including  1  of  97263-05 

and  3  of  97263-10. 

Each 

46,117.64 

s.  . 

MEDICAL  BATTALION,  ENGINEER 
AMPHIBIAN  BRIGADE,  HEADQUARTERS 
AND  HEADQUARTERS  DETACHMENT: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  ENGINEER 
AMPHIBIAN  BRIGADE,  MEDICAL 
COMPANY: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  GAS  TREATMENT: 
Including  1  of  97264—05  and  3  of 
97264-10. 

Each 

54,533.55 

s.  . 

MEDICAL  BATTALION,  GAS  TREATMENT, 
HEADQUARTERS  AND  HEADQUARTERS 
DETACHMENT: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  GAS  TREATMENT, 
CLEARING  COMPANY: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  INFANTRY  DIVISION: 
Including  1  of  97265-05,  3  of 
97265-10  and  1  of  97265-15. 

Each 

23,060.00 

s.  . 

MEDICAL  BATTALION,  INFANTRY 
DIVISION,  HEADQUARTERS  AND 
HEADQUARTERS  DETACHMENT: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  INFANTRY 
DIVISION,  COLLECTING  COMPANY: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  INFANTRY 
DIVISION,  CLEARING  COMPANY: 

Each 

.... 

s.  . 

MEDICAL  BATTALION,  MOTOR  AMBULANCE: 
Including  1  of  97266-05  and  3  of 
97266-10. 

Each 

11,568.06 

Price  figured  on  the  basis  of  1, 000  employees. 
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1 

2 

3 

97266-05 

S.  . 

MEDICAL  BATTALION,  MOTOR  AMBULANCE, 
HEADQUARTERS  AND  HEADQUARTERS 
DETACHMENT: 

Each 

.... 

97266-10 

S.  . 

MEDICAL  BATTALION,  MOTOR  AMBULANCE, 
MEDICAL  AMBULANCE  COMPANY: 

Each 

.... 

97267 

S.  . 

MEDICAL  BATTALION,  MOTOR  AMBULANCE, 
BUS  TYPE:  Including  1  of  97267-05 
and  3  of  97267-10. 

Each 

$31, 439.66 

97267-05 

S.  . 

MEDICAL  BATTALION,  MOTOR  AMBULANCE, 
BUS  TYPE,  HEADQUARTERS  AND 
HEADQUARTERS  DETACHMENT: 

Each 

.... 

97267-10 

S.  . 

MEDICAL  BATTALION,  MOTOR  AMBULANCE, 
BUS  TYPE,  MEDICAL  AMBULANCE 
COMPANY: 

Each 

.... 

97268 

S.  . 

MEDICAL  BATTALION,  MOTORIZED: 

Including  1  of  97268-05,  3  of 
97268-10  and  1  of  97268-15. 

Each 

37, 100.38 

97268-05 

S.  . 

MEDICAL  BATTALION,  MOTORIZED, 
HEADQUARTERS  AND  HEADQUARTERS 
DETACHMENT: 

Each 

.... 

97268-10 

s.  . 

MEDICAL  BATTALION.  MOTORIZED, 
COLLECTING  COMPANY: 

Each 

.... 

97268-15 

s.  . 

MEDICAL  BATTALION,  MOTORIZED, 
CLEARING  COMPANY: 

Each 

.... 

97269 

s.  . 

MEDICAL  BATTALION.  MOUNTAIN  DIVISION: 
Including  1  of  97269—05,  3  of 
97269-10,  1  of  97269-15  and  1  of 
97269-20. 

Each 

40, 540 . 17 

97269-05 

s.  . 

MEDICAL  BATTALION,  MOUNTAIN 
DIVISION,  HEADQUARTERS  AND 
HEADQUARTERS  DETACHMENT: 

Each 

.... 

97269-10 

s.  . 

MEDICAL  BATTALION,  MOUNTAIN 
DIVISION,  COLLECTING  COMPANY: 

Each 

.... 

97269-15 

s.  . 

MEDICAL  BATTALION,  MOUNTAIN 
DIVISION,  CLEARING  COMPANY: 

Each 

.... 

97269-20 

s.  . 

MEDICAL  BATTALION,  MOUNTAIN 
DIVISION,  VETERINARY  COMPANY: 

Each 

.... 

97270 

s.  . 

MEDICAL  PACK  EQUIPMENT: . 

Each 

215.79 

97272 

s.  . 

MEDICAL  COMPANY,  AIRBORNE  DIVISION:  . 

Each 

14,742.73 

97273 

s.  . 

MEDICAL  EXAMINING  BOARD  FOR  SELECTIVE 
SERVICE,  EQUIPMENT  FOR:  (Less 

phot oroentgenographic  equipment)  . 

Each 

982.32 

97274 

s.  . 

MEDICAL  EXAMINING  BOARD  FOR  SELECTIVE 
SERVICE,  PHOTOROENTGENOGRAPHIC 
EQUIPMENT  FOR: 

Each 

7,791.68 

97275 

s.  . 

MEDICAL  LABORATORY,  ARMY  OR 
COMMUNICATIONS  ZONE: 

Each 

11,342.66 

97276 

s.  . 

MEDICAL  LABORATORY,  GENERAL:  .  .  . 

Each 

25,375.99 

.  .  . 

.  .  . 

.  .  . 

j • 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Fquipnent  and  Supplies - Continued 


Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

s.  . 

MEDICAL  LABORATORY,  SERVICE  COMMAND: 

Each 

$14, 985.49 

s.  . 

MEDICAL  EQUIPMENT,  PARACHUTISTS ' 
COMBAT  UNIT: 

Each 

228.00 

s.  . 

MEDICAL  REGIMENT:  Including  1  of 
97285-05,  6  of  97285-10  and  2  of 
97285-15. 

Each 

55,326.05 

s.  . 

MEDICAL  REGIMENT,  HEADQUARTERS 

AND  HEADQUARTERS  AND  SERVICE 
COMPANY: 

Each 

.... 

s.  . 

MEDICAL  REGIMENT,  COLLECTING 
COMPANY: 

Each 

.... 

s.  . 

MEDICAL  REGIMENT,  CLEARING 

COMPANY: 

Each 

.... 

s.  . 

MEDICAL  SQUADRON,  CAVALRY  DIVISION: 
Including  1  of  97290—05,  1  of 
97290-10,  1  of  97290-15  and  1  of 
97290-20. 

Each 

*  *  *  * 

s.  . 

MEDICAL  SQUADRON,  CAVALRY 

DIVISION,  HEADQUARTERS  AND 
HEADQUARTERS  DETACHMENT: 

Each 

.... 

S.  . 

MEDICAL  SQUADRON,  CAVALRY 

DIVISION,  COLLECTING  TROOP: 

Each 

.... 

s.  . 

MEDICAL  SQUADRON,  CAVALRY 

DIVISION,  CLEARING  TROOP: 

Each 

.... 

s.  . 

MEDICAL  SQUADRON,  CAVALRY 

DIVISION,  VETERINARY  TROOP: 

Each 

.... 

s.  . 

MEDICAL  SUPPLY  DEPOT,  ARMY  OR 
COMMUNICATIONS  ZONE: 

Each 

.... 

s.  . 

REGIMENTAL  HEADQUARTERS  MEDICAL 
EQUIPMENT: 

Each 

464.75 

s.  . 

SQUADRON  AID  STATION  EQUIPMENT:.  . 

Each 

905.16 

s.  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  2,5-BED: 

Each 

12,508.17 

s.  . 

STATION  HOSPITAL,  CZ,  25-BED: .  .  . 

Each 

9,  841 . 22 

s.  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  50-BED: 

Each 

33,568.90 

s.  . 

STATION  HOSPITAL,  CZ,  50-BED:.  .  . 

Each 

15,556.73 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  75— BED:  (issue  1  of  item 

97311  and  1  of  item  97246.) 

Each 

.... 

.  .  . 

STATION  HOSPITAL,  CZ,  75-BED:  (issue 

1  of  item  97312  and  1  of  item 

97247 . ) 

Each 

.... 

s.  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  100-BED: 

Each 

51,469.51 

s.  . 

STATION  HOSPITAL,  CZ,  100-BED:.  .  . 

Each 

32,  904  .31 
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Notes 
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Un  i  t 

Unit  Price 

1 

2 

3 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE,  ZL 
150-BED:  (issue  1  of  item  97313  and 

1  of  item  97248.) 

Each 

.... 

•  •  • 

.  .  . 

STATION  HOSPITAL,  CZ  150-BED: 

(issue  1  of  item  97315  and  1  of 
item  97249.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE,  ZI. 
200-BED:  (issue  1  of  item  97313  and 

1  of  item  97250.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ  200-BED: 

(issue  1  of  item  97315  and  1  of 
item  97251.) 

Each 

.... 

97317 

s.  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  250-BED: 

Each 

101,546.33 

97320 

s.  . 

STATION  HOSPITAL,  CZ,  250-BED:.  .  . 

Each 

55, 150 . 52 

•  •  • 

.  .  . 

STATION  HOSPITAL.  CANTONMENT  TYPE, 

ZI,  300— BED:  (issue  1  of  item 

97317  and  1  of  item  97248.) 

Each 

.... 

.  .  . 

•  •  • 

STATION  HOSPITAL,  CZ  300-BED: 

(issue  1  of  item  97320  and  1  of 
item  97249.) 

Each 

.... 

•  •  • 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  350-BED:  (Issue  1  of  item  97317 
and  1  of  item  97250.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ,  350-BED: 

(issue  1  of  item  97320  and  1  of 
item  97251.) 

Each 

.... 

*  *  * 

•  •  • 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI.  400— BED:  (issue  1  of  item 

97317,  1  of  item  97250,  and  1  of 
item  97248.) 

Each 

•  *  *  * 

*  *  * 

*  *  *  * 

*  *  * 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ,  400-BED: 

(issue  1  of  item  97320,  1  of  item 
97251,  and  1  of  item  97249.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  450-BED:  (Issue  1  of  item  97317 
and  2  of  item  97250.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ,  450-BED: 

(issue  1  of  item  97320  and  2  of  item 
97251.) 

Each 

.... 

97321 

s.  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  500-BED: 

Each 

166, 864.32 

97323 

s.  . 

STATION  HOSPITAL,  CZ,  500-BED: .  .  . 

Each 

133,801.74 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  600-BED:  (issue  1  of  item  97321 

and  1  of  item  97250.) 

Each 

.... 

*  #  * 

STATION  HOSPITAL,  CZ,  600-BED: 

(issue  1  of  item  97323  and  1  of  item 
97251.) 

Each 

MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


NO. 
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1 

2 

3 

•  •  • 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  700-BED:  (Issue  1  of  item  97321 
and  2  of  item  97250.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ,  700-BED: 

(issue  1  of  item  97323  and  2  of  item 
97251.) 

Each 

.... 

97324 

s.  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  750-BED: 

Each 

$225,681.72 

97325 

s.  . 

STATION  HOSPITAL,  CZ,  750-BED: .  .  . 

Each 

164,232.99 

•  •  • 

.  .  . 

STATION  HOSPITAL,  CANTONMENT  TYPE, 

ZI,  800-BED:  (Issue  1  of  item  97324 
and  1  of  item  97248.) 

Each 

.... 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ  800-BED: 

(issue  1  of  item  97325  and  1  of  item 
97249.) 

Each 

.... 

*  *  * 

•  •  • 

STATION  HOSPITAL.  CANTONMENT  TYPE, 

ZI,  900— BED:  (issue  1  of  item  9y324, 

1  of  item  97250,  and  1  of  item 

97248.) 

Each 

•  *  *  * 

.  .  . 

.  .  . 

STATION  HOSPITAL,  CZ,  900-BED: 

(issue  1  of  item  97325,  1  of  item 
97251,  and  1  of  item  97249.) 

Each 

.... 

97330 

s.  . 

SURGICAL  HOSPITAL: . 

Each 

.... 

97332 

s.  . 

TRAINING  EOTJIPMENT  FOR  AUXILIARY 
SURGICAL  GROUP,  CONVALESCENT 

HOSPITAL,  EVACUATION  HOSPITALS,  GEN¬ 
ERAL  HOSPITALS,  HOSPITAL  CENTER, 
STATION  HOSPITALS,  FIELD  HOSPITAL, 
MEDICAL  CONCENTRATION  CENTER  AND 
MEDICAL  SUPPLY  DEPOT: 

Each 

2,526.62 

97333 

s.  . 

TRAINING  EQUIPMENT  FOR  VETERINARY 
EVACUATION  AND  VETERINARY  GENERAL 
HOSPITAL: 

Each 

1,066.32 

97334 

s.  . 

UNIT  CAR,  MEDICAL  EQUIPMENT:.  .  . 

Each 

3,104.91 

97335 

s.  . 

VETERINARY  CONVALESCENT  HOSPITAL, 

1000  PATIENTS: 

Each 

.... 

97336 

s.  . 

VETERINARY  COMPANY,  SEPARATE:.  .  . 

Each 

838.25 

97340 

s.  . 

VETERINARY  DISPENSARY  EQUIPMENT:  .  . 

Each 

1,054.17 

97345 

s.  . 

VETERINARY  EVACUATION  HOSPITAL,  150 
PATIENTS: 

Each 

.... 

97350 

s.  . 

VETERINARY  GENERAL  HOSPITAL,  500 
PATIENTS: 

Each 

.... 

97355 

s.  . 

VETERINARY  PACK  EQUIPMENT: .... 

Each 

74.73 

97360 

s.  . 

VETERINARY  STATION  HOSPITAL,  CZ  OR 

ZI,  150  PATIENTS: 

Each 

2,874.63 

97375 

s.  . 

WARD  CAR,  MEDICAL  EQUIPMENT:  .  .  . 

Each 

1,271.60 
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NO. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

97377 

S.  . 

WARD  CAR,  MEDICAL  EQUIPMENT, 

MODIFIED:  With  dressing  room. 

Unit  Assemblages  and  Component  Parts 

Each 

$1,360.43 

' 

97450 

(2) 

BEDPANS,  BOX  OF: . 

Each 

21.75 

97455 

(2) 

BLANKET  SET,  LARGE: . 

Each 

182.55 

97460 

.  .  . 

BLANKET  SET,  LARGE,  CASE,  EMPTY:.  . 

Each 

4.90 

97465 

(2) 

BLANKET  SET,  SMALL: . 

Each 

82.65 

97470 

.  .  . 

BLANKET  SET,  SMALL,  CASE,  EMPTY:.  . 

Each 

2.85 

97475 

*  *  * 

BLOCK:  Wood,  for  syringes  and 
needles  in  80200,  with  metal  pro¬ 
tector  and  cover.  Drilled  to 
receive  12  of  38470  and  4  of  81220. 

Each 

97505 

•  •  • 

CABINET,  DENTAL  LABORATORY:  Complete 
with  four  drawers.  (97910,  Tray 
set,  type  6)  . 

Each 

5.00 

97510 

•  •  • 

CABINET,  STATIONERY:  Complete  with 
one  drawer  and  three  document  files, 
(in  97895,  Tray  set,  type  3)  . 

Each 

5.00 

97515 

.  .  . 

CASE,  TENT  PIN:  Canvas,  empty. 

Each 

1.08 

97520 

(2) 

CHEST,  COOKING  UTENSILS: . 

Each 

34.24 

97525 

.  .  . 

CHEST,  COOKING  UTENSILS,  EMPTY:  . 

Each 

11.65 

97530 

.  .  . 

CHEST,  FIELD,  DRAWER:  (For  97540)  . 

Each 

1.50 

97535 

.  .  . 

CHEST,  FIELD,  PLAIN: . 

Each 

10.35 

97540 

CHEST,  FIELD,  MODIFIED:  Consisting 
of:  1  Chest,  field,  plain  (97535) 
(less  one  handle),  equipped  with  a 
bracket  table  board  and  containing: 

2  Chest,  field,  drawer  (97530) 

2  Litter  support  bracket  (97790) 
This  item  is  the  container  for  item 
97565,  Chest,  MD,  No.  1. 

Each 

19.00 

97545 

(2) 

CHEST,  FLIGHT  SERVICE,  COMPLETE:.  . 

Each 

105 . 00 

97550 

.  .  . 

CHEST,  FLIGHT  SERVICE,  EMPTY: 

With  built-in  operating  trays. 

Each 

19.00 

97565 

(2) 

CHEST,  MD,  No.  l: . 

Each 

59.91 

97570 

(2) 

CHEST,  MD,  No.  2: . 

Each 

201.64 

97575 

S(2) 

CHEST,  MD,  No.  4: . 

Each 

75.53 

97580 

(2) 

CHEST,  MD,  No.  5:  .  . 

Each 

53 . 90 

97615 

(2) 

CHEST,  MEDICAL  PACK,  "A",  COMPLETE: 
(For  97270)  . 

Each 

106.83 

97620 

(2) 

CHEST,  MEDICAL  PACK,  "B»,  COMPLETE : 
(For  97270). 

Each 

65.19 

t 
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2 

3 

97625 

(2) 

CHEST,  MESS: . 

Each 

$46.40 

97630 

.  .  . 

CHEST,  MESS,  EMPTY: . 

Each 

17.18 

97632 

(9) 

CHEST,  PACK.  DENTAL,  "A",  EMPTY: 

(For  95022)  . 

Each 

14.00 

97633 

(9) 

CHEST,  PACK.  DENTAL,  "B»,  EMPTY: 

(For  95023)  . 

Each 

14.50 

97635 

.  .  . 

CHEST,  PACK,  EMPTY:  (For  97615, 

97620,  98122  and  98125) . 

Each 

18.00 

97640 

(2) 

CHEST,  STERILIZER: . 

Each 

51.46 

97645 

(2) 

CHEST,  TABLEWARE: . 

Each 

80.92 

97650 

.  .  . 

CHEST,  TABLEWARE,  EMPTY: .... 

Each 

11.30 

97660 

•  •  • 

CONTAINER,  HARD  RUBBER,  No.  2:  With 
screw  top. 

Each 

.35 

97662 

X(9) 

CONTAINER,  FOR  KIT,  FIRST  AID, 

ARCTIC: 

Each 

1.50 

97663 

(9) 

CONTAINER,  FOR  KIT,  FIRST  AID,  GAS 
CASUALTY: 

Each 

1.25 

97664 

X(9) 

CONTAINER,  FOR  KIT,  FIRST  AID, 

JUNGLE: 

Each 

1.75 

97665 

•  •  • 

CONTAINER,  METAL,  LARGE:  Galvanized, 
15  3/4  by  6  by  th  inches,  with  bail. 
(For  97620). 

Each 

1.10 

97670 

•  •  • 

CONTAINER,  METAL,  SMALL:  Galvanized. 
8h  by  3  3/8  by  oi  inches,  with  bail. 
(For  97620). 

Each 

1.00 

97675 

X.  . 

CONTAINER,  METAL,  No.  1: . 

Each 

.05 

97680 

X.  . 

CONTAINER,  METAL,  No.  2:  For  hypo¬ 
dermic  syringe. 

Each 

.05 

97685 

X.  . 

CONTAINER,  METAL,  No.  4:  For  60  CC 
vials. 

Each 

.10 

97690 

X.  . 

CONTAINER,  METAL,  No.  5:  For 
catheters. 

Each 

.30 

97700 

X.  . 

CONTAINER  METAL,  No.  7:  With  screw 
top  for  Tablets,  12  oz. 

Each 

.15 

97710 

X.  . 

CONTAINER,  METAL,  No.  9:  With  screw 
top  for  tablets,  3  oz. 

Each 

.06 

97715 

X.  . 

CONTAINER,  METAL,  No.  10:  1  gal., 

screw  top  tin,  for  gasoline. 

Each 

.14 

97717 

X.  . 

CONTAINER,  METAL,  No.  11:  h  gal. , 
screw  top  tin,  for  kerosene.  (Also 

used  for  91160)  . 

Each 

.11 

97720 

X.  . 

CONTAINER,  METAL,  No.  12:  1  pt, 

screw  top  tin. 

Each 

.07 

97725 

X.  . 

CONTAINER,  METAL,  No.  13:  Friction 
top  tin,  for  nails,  assorted. 

Each 

.08 
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2 

3 

97730 

X.  . 

CONTAINER,  METAL,  No.  14:  1  qt , 

screw  top  tin. 

Each 

$0.10 

97731 

X.  . 

CONTAINER,  PAPER  (CARDBOARD) ,  1  BY 

2p  INCHES:  With  screw  cap. 

Each 

.05 

97733 

X.  . 

CONTAINER,  PAPER  (CARDBOARD) ,  l£  BY 
2p  INCHES:  With  screw  cap. 

Each 

.07 

97734 

X.  . 

CONTAINER,  PAPER  (CARDBOARD)  ,  l£  BY 

4  INCHES:  With  screw  cap. 

Each 

.08 

97735 

(9) 

COVER,  CANVAS:  (For  97635).  .  .  . 

Each 

1.05 

97737 

(9) 

COVER,  CANVAS,  DENTAL  PACK  CHESTS: 

(For  97632  and  97633). 

Each 

1.25 

97740 

(2) 

CRASH  SPLINT  UNIT: . 

Each 

60.00 

97750 

(2) 

DISPENSING  SET,  FIELD: . 

Each 

4.25 

97755 

.  .  . 

DISPENSING  SET,  FIELD,  CONTAINER: 

Each 

2.25 

97757 

.  .  . 

GAS  CASUALTY  SET,  COMPLETE:  Consists 
of  2  of  97758  and  1  of  97759. 

Set 

411.00 

97758 

(9) 

GAS  CASUALTY  CASE,  APRONS  AND  GLOVES: 
Consists  of  97470,  blanket  set  case, 
small,  containing  20  aprons,  im¬ 
permeable  (item  99030)  and  29  pairs 
of  gloves,  impermeable  (item  99263). 

Each 

165.50 

97759 

(2) 

GAS  CASUALTY  CHEST:  Containing 
agents  for  treatment  of  gas 
casualties. 

Each 

80.00 

97760 

.  .  . 

INSERT,  PLYWOOD:  (For  97615,  98122 
and  98125) . 

Each 

1.40 

97762 

X(2) 

KIT,  FIRST  AID,  ARCTIC:  (For 
container  use  97662) . 

Each 

15.42 

97763 

X(2) 

KIT,  FIRST  AID,  JUNGLE:  (For 
container  use  97664). 

Each 

21.15 

97764 

(2) 

KIT,  FIRST  AID,  GAS  CASUALTY:  (For 
container  use  97663) . 

Each 

4.65 

97765 

X(2) 

KIT,  FIRST  AID,  AERONAUTIC:.  .  .  . 

Each 

4.89 

97770 

X.  . 

KIT,  FIRST  AID,  AERONAUTIC, 
CONTAINER: 

Each 

1.00 

97771 

(2) 

KIT,  FIRST  AID,  MOTOR  VEHICLE,  24- 
UNIT: 

Each 

6.60 

97772 

•  •  • 

KIT,  FIRST  AID,  MOTOR  VEHICLE, 
24-UNIT,  CONTAINER: 

Each 

1.60 

97773 

(2) 

KIT,  FIRST  AID,  MOTOR  VEHICLE,  12- 
UNIT: 

Each 

3.75 

97774 

.  .  . 

KIT,  FIRST  AID,  MOTOR  VEHICLE, 
12-UNIT,  CONTAINER: 

Each 

1.25 

97775 

(2) 

LANTERN  SET: . . 

Each 

7.87 
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2 

3 

97780 

•  •  • 

LANTERN  SET,  CRATE,  EMPTY:  .  .  . 

Each 

$4.40 

.  .  . 

.  .  . 

LANTERN  SET,  KEROSENE  CAN,  EMPTY: 

4  gal.  (Use  97717)  . 

Each 

.... 

97785 

X(2) 

PACKET,  FIRST  AID,  PARACHUTE: .  .  . 

Each 

1.00 

97786 

X.  . 

PACKET,  FIRST  AID,  PARACHUTE, 
CONTAINER: 

Each 

.45 

97790 

.  .  . 

LITTER  SUPPORT  BRACKET:  (For  97540). 

Each 

.75 

97791 

(9) 

PAJAMA  SET,  COAT,  SUMMER:  50  medium, 
30  large,  and  20  small  of  71630 
packed  in  97470. 

Each 

155.00 

97792 

(9) 

PAJAMA  SET  TROUSERS,  SUMMER:  50 
medium,  30  large,  and  20  small  of 
71650  packed  in  97470. 

Each 

131.00 

97793 

(9) 

PAJAMA  SET,  COAT  WINTER:  30  medium, 
20  large,  and  10  small  of  71640 
packed  in  97470. 

Each 

95 . 00 

97794 

(9) 

PAJAMA  SET,  TROUSERS,  WINTER:  30 
medium,  20  large,  and  10  small  of 
71660  packed  in  97470. 

Each 

113.00 

97795 

(2) 

PHYSICAL  EXAMINATION  SET,  FLIGHT 
SURGEON'S: 

Each 

385.45 

97800 

.  .  . 

PHYSICAL  EXAMINATION  SET,  FLIGHT 
SURGEON'S,  CHEST,  EMPTY: 

Each 

11.00 

97805 

(2) 

PHYSICAL  EXAMINATION  SET,  RECRUITING: 

Each 

81.69 

97810 

.  .  . 

PHYSICAL  EXAMINATION  SET. 
RECRUITING,  CHEST,  EMPTY: 

Each 

16.65 

97812 

(9) 

PILLOW  CASE  SET:  100  of  71690 
packed  in  97470. 

Each 

35.00 

97814 

(9) 

SHEET  SET:  60  of  71720  packed  in 
97470. 

Each 

59.00 

97815 

(2) 

SPLINT  SET: . 

Each 

32.95 

97820 

.  .  . 

SPLIOT  SET,  CASE,  EMPTY:.  .  .  . 

Each 

3.55 

97822 

(2) 

SPLINT  SET,  ARMY:  Folding  splints. 

Each 

31.00 

97823 

.  .  . 

SPLINT  SET,  ARMY,  CASE,  EMPTY:.  . 

Each 

3.00 

97825 

(2) 

SURGICAL  DRESSINGS: . 

Box 

42.19 

97830 

.  .  . 

TABLE,  LABORATORY:  With  supporting 
metal  legs.  (in  97910,  Tray  set, 

type  6.) 

Each 

.... 

97835 

•  •  • 

TABLE  AND  STOOL  SET:  (Consists  of 
one  folding  office  table  and  four 
folding  stools.)  (in  97895,  Tray 
set,  type  3.) 

Each 

10.57 

97840 

*  #  # 

TABLE  TOP:  For  tray  sets.  (in 

97890  Tray  set,  Type  1,  97905,  Tray 
set,  type  5,  and  97915,  Tray  set, 
type  7). 

Each 

.90 
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1 

2 

3 

97845 

.  .  . 

TABLE,  TYPEWRITING:  With  supporting 
legs.  (in  97895,  Tray  set,  type  3). 

Each 

$1.78 

97847 

(o) 

TOWEL  SET,  BATH:  50  of  71770  packed 
in  97470. 

Each 

29.00 

97848 

(9) 

TOWEL  SET,  HAND:  150  of  71780  packed 
in  97470. 

Each 

24.00 

97850 

.  .  . 

TRAY,  No.  1:  (in  97890,  Tray  set, 

type  l)  . 

Each 

1.76 

97855 

.  .  . 

TRAY,  No.  2:  (in  97890,  Tray  set, 
type  1)  . 

Each 

2.60 

97860 

.  .  . 

TRAY,  No.  3:  (in  97890,  Tray  set, 
type  l)  . 

Each 

2.40 

97865 

.  .  . 

TRAY,  No.  6,  PLAIN:  (in  94095,  Chest, 
Laboratory,  Field,  98070,  Chest,  MD, 
No.  80,  and  98080,  Chest,  MD,  No.  8l). 

Each 

1.25 

97870 

.  .  . 

TRAY,  No.  7:  (in  97580,  Chest,  MD, 

No.  5)  . 

Each 

1.25 

97875 

.  .  . 

TRAY,  No.  8:  (in  97905,  Tray  set, 
type  5)  . 

Each 

2.48 

97880 

•  .  . 

TRAY,  No.  9:  (in  97905,  Tray  set, 
type  5)  . 

Each 

3.50 

97885 

.  .  . 

TRAY,  No.  10:  (in  97915,  Tray  set, 

type  7)  . 

Each 

2.50 

97890 

TRAY  SET,  TYPE  1:  (Consists  of  one 

each  of  97840,  Table  top,  97850, 

Tray,  No.  1,  97855,  Tray,  No.  2,  and 
97860,  Tray,  No.  3.)  (in  97570, 

Chest,  MD,  No.  2) . 

Each 

6.25 

97895 

TRAY  SET,  TYPE  3:  (Consists  of  one 

each  of  97510,  Cabinet,  stationery, 
97835,  Table  and  stool  set,  and 

97845,  Table  typewriting)  .  (in 

97575,  Chest,  MD,  No.  4). 

Each 

16.50 

97905 

TRAY  SET,  TYPE  5:  (Consists  of  one 
each  of  97840  Table  top,  97875, 

Tray,  No.  8,  97880,  Tray,  No.  9,  and 
97920,  Tray,  tool),  (in  95025,  Chest, 
MD,  No.  60) . 

Each 

11.00 

97910 

TRAY  SET,  TYPE  6:  (Consists  of  one 

each  of  97505,  Cabinet,  dental 
laboratory,  and  97830,  Table, 
laboratory).  (in  950&6,  Chest,  MD, 

No.  61). 

Each 

97915 

*  *  * 

TRAY  SET,  TYPE  7:  (Consists  of  one 

each  of  97840  Table  top,  and 

97885,  Tray,  No.  10) .  (In  95027, 
Chest,  MD,  No.  62). 

Each 

3.40 

97917 

(9) 

TRAY  SET,  TYPE  8:  (in  97759,  Gas 
Casualty  Chest)  . 

Each 

2.50 

MEDICAL  DEPARTMENT  SDPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


No. 

Notes 
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1 

2 

3 

97920 

.  .  . 

TRAY,  TOOL:  With  holder  and  trunk 
bracket.  (in  97905,  Tray  set,  type 

Each 

$2.80 

97925 

(2) 

VENEREAL  PROPHYLACTIC  UNIT: .... 

Each 

24.70 

97930 

.  .  . 

VENEREAL  PROPHYLACTIC  UNIT,  CHEST, 
EMPTY: 

Each 

7.50 

Ve  terinary 

98005 

.  .  . 

APPARATUS,  LEADING,  VETERINARY: .  .  . 

Each 

200.00 

98020 

(2) 

CASE,  DENTAL,  VETERINARY,  COMPLETE:. 

Each 

61.02 

98021 

.  .  . 

CASE,  DENTAL,  VETERINARY,  EMPTY: 
Canvas . 

Each 

1.75 

98030 

(2) 

CASE,  FOOT,  COMPLETE: . 

Each 

19.27 

98031 

.  .  . 

CASE,  FOOT,  EMPTY:  Canvas.  .  . 

Each 

4.00 

98040 

(2) 

CASE.  FORCEPS,  HEMOSTATIC,  VETERINARY, 
COMPLETE: 

Each 

13.37 

98041 

.  .  . 

CASE,  FORCEPS,  HEMOSTATIC, 
VETERINARY,  EMPTY:  Canvas . 

Each 

1.50 

98050 

(2) 

CASE,  GENERAL,  OPERATING,  VETERINARY, 
COMPLETE: 

Each 

65.79 

98051 

.  .  . 

CASE,  GENERAL  OPERATING, 

VETERINARY,  EMPTY:  Canvas. 

Each 

7.50 

98052 

*  *  * 

CASE,  GENERAL  OPERATING, 

VETERINARY,  CONTAINER,  METAL,  FOR 
4  KNIVES:  7  by  2h  by  3/16-inch 
(also  used  for  80230]  . 

Each 

2.25 

98055 

(2) 

CASE,  INSTRUMENT,  VETERINARY 
NONCOMMISSIONED  OFFICER'S,  COMPLETE: 

Each 

10.61 

98056 

.  .  . 

CASE,  INSTRUMENT,  VETERINARY 
NONCOMMISSIONED  OFFICER'S,  EMPTY: 
Canvas . 

Each 

.40 

98057 

(2) 

CASE,  INSTRUMENT,  VETERINARY  PRIVATE'S 
COMPLETE: 

Each 

3.00 

98058 

.  .  . 

CASE,  INSTRUMENT,  VETERINARY 
PRIVATE'S,  EMPTY:  Canvas. 

Each 

.  10 

98060 

(2) 

CASE,  STOMACH  AND  RECTAL,  COMPLETE: . 

Each 

6.21 

98061 

.  .  . 

CASE,  STOMACH  AND  RECTAL,  EMPTY: 
Canvas . 

Each 

1.00 

98070 

(2) 

CHEST,  MD,  No.  80:  Veterinary. 

Each 

125.08 

98080 

(2) 

CHEST,  MD,  No.  81:  Veterinary. 

Each 

142.57 

98100 

(2) 

CHEST,  PIONEER: . 

Each 

.... 

98105 

.  .  . 

CHEST,  PIONEER,  EMPTY: .... 

Each 

7.90 
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2 

3 

98122 

(2) 

CHEST,  VETERINARY  PACK,  "A":  (For 
97355) . 

Each 

$38.60 

98125 

(2) 

CHEST,  VETERINARY  PACK,  "B":  (For 
97355) . 

Each 

36.13 

98130 

(2) 

CHEST,  MEDICAL  AND  SURGICAL, 
VETERINARY: 

Each 

43.17 

98140 

(2) 

CHEST,  RESTRAINT: . 

Each 

53 . 75 

98150 

(2) 

CHEST,  RESTRAINT,  SUPPLEMENTARY:.  . 

Each 

47.41 

98160 

(2) 

SURGICAL  DRESSINGS,  VETERINARY: .  . 

Misce  l laneous 

Box 

31.36 

99010 

(1)  (9) 

ACETYLENE  UNIT,  CYLINDER,  FILLED: 
Containing  70  cu.  ft.  of  gas, 
Prestolite  "A".  For  dental  use. 

Each 

16.40 

99015 

(9) 

ACETYLENE  UNIT,  CYLINDER,  EMPTY:.  . 

Each 

9.00 

99030 

X(l)(9) 

APRON,  IMPERMEABLE: . 

Each 

6.60 

99040 

.  .  . 

AXE,  HAND,  FIRE: . 

Each 

2.35 

99050 

*  *  * 

BALANCE  PRESCRIPTION,  FIELD:  Folding 
agate  bearing,  capacity  120  GM, 
sensitivity  1  MGM.  Complete  with 
weights. 

Each 

54.00 

99055 

x(i) 

BANDS,  RUBBER,  ASSORTED:  50%.  No. 

18,  40%  No.  32,  10%  No.  64,  %  lb. 

Ctn. 

.05 

99060 

.  .  . 

BAR,  MOSQUITO,  FRAME:  For  cot,  Gold 
Medal. 

Pair 

.25 

99065 

.  .  . 

BAR,  MOSQUITO,  SPREADER:  For  frame. 

Each 

.  13 

99070 

.  .  . 

BASIN,  CANVAS:  Hand . 

Each 

.70 

99073 

.  .  . 

BASKET,  DISH  STERILIZING:  Immersion 
type.  (For  use  with  77360.) 

Each 

4.50 

99075 

.  .  . 

BED,  FOLDING:  Hospital  cot  76  by  36 
by  32 i  inches. 

Each 

6.  00 

99080 

.  .  . 

BED  FRAME,  GATCH: . 

Each 

4.00 

99090 

.  .  . 

BLANKET,  O.D.  :  Wool,  90  by  66  inches. 

Each 

6.00 

99095 

(1) 

BLANKET,  RUBBER: . 

Each 

3.90 

99100 

s.  . 

BOILER,  STEAM:  Complete  with  pipes 
and  fittings,  for  use  with  steam 
operated  equipment. 

Each 

1,  200. 00 

99105 

X.  . 

BOOK,  NOTE,  APPROXIMATELY  24-INCH: 

By  4  inches,  96  pages. 

Each 

.18 

99110 

X.  . 

BOOK,  NOTE,  MANIFOLDING,  BINDER:  4 
by  6  inches. 

Each 

.05 

99115 

X.  . 

BOOK,  NOTE,  MANIFOLDING,  FILLER:  4 
by  6  inches. 

Each 

.05 

! 
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2 

3 

99120 

X. 

• 

BOWL,  SUGAR,  ENAMELWARE:  With  lid, 
17*’ oz. 

Each 

$0.08 

99130 

.  . 

• 

BOX,  SOAP: . 

Each 

.  12 

99135 

.  . 

. 

BRASSARD,  GENEVA  CONVENTION: .  .  . 

Each 

.  10 

99137 

•  • 

• 

BRASSARD,  VETERINARY  CORPS:  Green 
cross . 

Each 

.  15 

99140 

•  . 

• 

BUCKET,  CANVAS:  Collapsible,  10  qts. 

Each 

.  98 

99145 

•  • 

• 

BUCKETS,  3  IN  NEST:  Enamelware,  8, 

10,  12  qts. 

Nest 

1.24 

99150 

•  • 

• 

CABINET,  INSTRUMENT,  FIELD:  2  doors, 
all  metal,  white  enamel. 

Each 

54.00 

99155 

•  • 

• 

CABINET  MEDICINE,  FIELD:  1  door, 
all  mexal,  for  wards,  white  enamel. 

Each 

32.00 

99160 

•  . 

. 

CAP,  OPERATING: . 

Each 

.30 

99165 

•  • 

• 

CARRIAGE,  DRESSING,  KNOCKED  DOWN:  31 
by  21  by  38  inches,  with  10-inch 
whe  e  Is . 

Each 

17.55 

99170 

•  • 

• 

CARRIAGE,  WHEELED,  KNOCKED  DOWN:  For 
use  with  litter. 

Each 

39.00 

99175 

•  • 

• 

CARRIER,  FIELD,  COLLAPSIBLE:  For 
litter. 

Each 

36.00 

99180 

•  • 

• 

CARRIER,  FOOD:  Thermos  type, 
vertical,  for  hospital  train. 

Each 

12.00 

99185 

.  . 

• 

CHAIR,  COMMON,  FOLDING: . 

Each 

1.50 

99190 

X. 

. 

CLIP,  PAPER,  HANDY:  2*  inch.  .  . 

Each 

.01 

99195 

X. 

. 

CORKS,  ASSORTED,  300: . 

Bag 

.47 

99200 

X. 

. 

CORKSCREW,  FOLDING: . 

Each 

.  14 

99205 

.  . 

• 

COT,  FOLDING,  CANVAS:  Gold  Medal.  . 

Each 

2.70 

99215 

•  • 

• 

CUP,  ENAMELWARE:  Nesting.  .  .  . 

Each 

.  16 

99220 

.  . 

. 

CUP,  FEEDING,  ENAMELWARE:.  .  .  . 

Each 

.  60 

99223 

X. 

• 

CUP,  PAPER,  12  OUNCE:  Nesting.  .  . 

Each 

.01 

99225 

X. 

. 

CUP,  PAPER,  NONCOLLAPSIBLE: .  .  .  . 

Each 

.01 

99230 

.  . 

. 

DISH,  MEAT,  LARGE,  ENAMELWARE:.  .  . 

Each 

.20 

99235 

.  . 

. 

DISH,  MEAT,  SMALL,  ENAMELWARE:.  .  . 

Each 

.18 

99245 

.  • 

. 

DISH,  VEGETABLE,  ENAMELWARE:.  .  . 

Each 

.20 

99247 

X. 

. 

EMESIS  SACK:  Waxed  paper,  5  pound. 

Each 

.  02 

99250 

•  . 

. 

FLASK,  WITH  CUP: . 

Each 

.33 

99255 

) 

X. 

. 

FLASK,  WITHOUT  CUP: . 

Each 

.09 

99260 

•  • 

• 

FLASK,  CUP: . 

Each 

.  12 
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3 

99263 

X(l)  (9) 

GLOVES,  IMPERMEABLE: . 

Pair 

$1.07 

99265 

(1) 

GLOVES,  RUBBER,  POUCH: . 

Each 

.20 

99270 

• 

GRADUATE,  60  CC: . 

Each 

.20 

99275 

. 

GRADUATE,  500  CC:  Enamelware. 

Each 

.39 

99277 

•  • 

• 

HACKSAW,  FRAME,  ADJUSTABLE:  From  8 
to  12  inches. 

Each 

.75 

99278 

X. 

. 

HACKSAW,  BLADE,  10-INCH: . 

Each 

.05 

99280 

•  • 

• 

HEATER,  WATER:  Without  grate,  on 
base . 

Each 

31.  15 

99285 

•  • 

• 

HONE,  OIL,  3 INCH:  By  1  inch, 
Arkansas  stone  in  hinged  wood  box. 

Each 

.68 

99290 

X. 

• 

INK  BOTTLE,  HARD  RUBBER:  With  screw 
top,  set  in  wood  block. 

Each 

.20 

99295 

X. 

• 

INK,  POWDER,  BLACK:  (Makes  1  qt.). 

Tube 

.  15 

99300 

X. 

• 

INK  TABLETS,  RED:  (Makes  1  pt.).  . 

Bottle 

.  12 

99305 

.  . 

. 

IRRIGATOR  STAND,  FOLDING: .... 

Each 

4.00 

99315 

•  • 

. 

LAMP,  OPERATING,  FIELD: . 

Each 

175.00 

99317 

s. 

LAMP,  OPERATING,  FIELD,  GENERATOR: 
Gasoline,  electric,  350-500  watts. 

Each 

350.  00 

99320 

•  • 

• 

LANTERN:  Hand,  complete  with  globe 

and  wick. 

Each 

1.40 

99325 

X(3) 

LANTERN,  GLOBE,  WHITE:.  .  .  . 

Each 

.20 

99330 

X(3) 

LANTERN,  GLOBE,  GREEN: .... 

Each 

.39 

99335 

X(3) 

LANTERN,  WICK: . 

Each 

.01 

99340 

•  • 

• 

LANTERN,  ELECTRIC:  Less  battery, 
with  lens  guard  (For  battery  use 
77160)  . 

Each 

1.  65 

99345 

X(3) 

LANTERN,  ELECTRIC,  LAMP:  5  volt. 

Each 

.043 

99350 

.  • 

• 

LITTER,  ALUMINUM  POLE: . 

Each 

12.00 

99355 

.  . 

. 

LITTER,  ALUMINUM  POLE,  BRACE:.  . 

Each 

1.  95 

99360 

•  • 

• 

LITTER,  ALUMINUM  POLE,  CANVAS: 
(State  whether  for  99350  or 

99380) . 

Each 

1.50 

99365 

X. 

• 

LITTER,  ALUMINUM  POLE,  HANDLE: 

Wood. 

Each 

.  175 

99370 

.  • 

. 

LITTER,  ALUMINUM  POLE,  STIRRUP: . 

Each 

1.50 

99376 

•  • 

• 

LITTER,  STEEL  POLE: . 

Each 

6.00 

99377 

•  • 

• 

LITTER,  STEEL  POLE,  SPREADER  BAR 
AND  STIRRUPS: 

Each 

2.20 

99378 

•  • 

• 

LITTER,  STEEL  POLE,  CANVAS:.  .  . 

Each 

.55 
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1 

2 

3 

99379 

X.  . 

LITTER,  STEEL  POLE,  HANDLE:.  .  . 

Each 

$0.10 

99380 

.  .  . 

LITTER,  FOLDING: . 

Each 

17.70 

99383 

X.  . 

LITTER  STRAP,  FOLDING  POLE  LITTER: 

For  use  with  99380. 

Each 

.65 

99384 

X.  . 

LITTER  STRAP  STRAIGHT  POLE  LITTER: 
For  use  with  99350  and.  99376. 

Each 

.25 

99385 

.  .  . 

LITTER,  METAL:  (Airplane) .... 

Each 

24.65 

99386 

X.  . 

LITTER  SECURING  STRAP:  For  use  with 
78440,  99350,  99376,  and  99380. 

Each 

.62 

99387 

.  .  . 

MACHINE,  IMPRINTING:  For  use  with 
individual  identification  tags. 

Each 

34.90 

99388 

x(l) 

MACHINE,  IMPRINTING,  RIBBON: 

Black  record  inking. 

Each 

.32 

99390 

.  .  . 

MATTRESS,  FOR  TRANSPORT:  Cotton,  4 
by  28  by  72  inches. 

Each 

5.50 

99395 

.  .  . 

MATTRESS  PAD:  Cotton  (For  99205). 

Each 

3.00 

99400 

X.  . 

MORTAR  AND  PESTLE,  7  CM:  Diameter, 
porcelain. 

Each 

.18 

99405 

X.  . 

NALLS,  ASSORTED,  4  LB:  4d,  6d,  and 
8d,  (In  97725) . 

Tin 

.15 

99410 

.  .  . 

PAD,  HEAT,  COMPLETE: . 

Each 

.60 

99415 

X.  . 

PAD,  HEAT,  REFILL: . 

Each 

.21 

99430 

x(l) 

PASTE,  14  OZ:  Photo,  library,  in 
collapsible. 

Tube 

.06 

99435 

X.  . 

PENS,  STEEL,  ASSORTED: . 

Dozen 

.05 

99445 

X.  . 

PILL  TILE,  5-INCH,  BAKELITE:  By  10 
inches. 

Each 

.42 

99460 

.  .  . 

PLATE,  BREAD  AND  BUTTER,  ENAMELWARE: 
64-inch. 

Each 

.10 

99465 

.  .  . 

PLATE,  DINNER,  ENAMELWARE :  8  7/8- 

inch. 

Each 

.10 

99470 

.  .  . 

PLIERS:  Slip  joint . 

Each 

.90 

99472 

(9) 

RACK,  BEDPAN,  6-BEDPAN:  For  ward 
car. 

Each 

4.00 

99473 

(9) 

RACK,  URINAL,  6-URINAL:  For  ward 
car. 

Each 

2.50 

99490 

.  .  . 

SAUCER,  ENAMELWARE:  5  3/4-inch.  . 

Each 

.06 

99493 

.  . 

SHOVEL,  ENTRENCHING: . 

Each 

1.00 

99495 

X.  . 

SLEEVES,  OPERATING: . 

Pair 

.35 

99500 

.  .  . 

STERILIZER,  DRESSING  AND  UTENSIL: .  . 

Each 

80.00 

99515 

.  .  . 

STERILIZER,  HYPODERMIC  NEEDLE: .  .  . 

Each 

1.50 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

99520 

X.  . 

STERILIZER,  HYPODERMIC  NEEDLE, 
WICK: 

Each 

$0.01 

99525 

.  .  . 

STERILIZER,  INSTRUMENT,  17-INCH: 
Complete  with  burner. 

Each 

12.50 

99530 

.  .  . 

STERILIZER,  INSTRUMENT,  14-INCH: 
Complete  with  burner. 

Each 

11.25 

99535 

.  .  . 

STERILIZER,  INSTRUMENT  12-INCH:  By 

6  by  4  inches,  complete  with  alcohol 
burner. 

Each 

15.00 

99540 

.  .  . 

STERILIZER.  INSTRUMENT,  9  3/4-INCH: 

By  3  3/4  by  2£  inches  high,  with 
base  and  alcohol  lamp,  collapsible. 

Each 

5.50 

99545 

.  .  . 

STERILIZER,  WATER: . 

Each 

68.50 

99550 

•  •  • 

STOVE,  1-BURNER,  GASOLINE: .... 

Each 

3.87 

99555 

.  .  . 

STOVE,  2-BURNER,  GASOLINE: .... 

Each 

4.50 

99560 

•  •  • 

TABLE,  BATH:  With  collapsible 
trusses. 

Each 

12.00 

99565 

•  •  • 

TABLE,  BEDSIDE,  FOLDING:  .... 

Each 

1.35 

99570 

.  .  . 

TABLE,  DINING,  FOLDING: . 

Each 

3.00 

99575 

.  .  . 

TABLE,  INSTRUMENT,  FOLDING:  18  by 

33  by  30  inches. 

Each 

5.95 

99580 

.  .  . 

TABLE,  OPERATING,  FOLDING:  White 
enamel. 

Each 

10.25 

99585 

.  .  . 

TRAY,  INSTRUMENT,  APPROXIMATELY  10- 
INCH:  By  8^  inches,  by  2  inches, 

enamelware . 

Each 

.40 

99592 

.  .  . 

TUB,  WASH,  3  IN  NEST: . 

Set 

1.20 

99595 

s.  . 

TYPEWRITER,  PORTABLE:  Complete  with 
carrying  case. 

Each 

40.10 

99600 

s.  . 

UNIT,  POWER,  ELECTRIC:  Gasoline 
motor  generator,  porta.ble,  110  Volt 
60  cycle  AC. 

Each 

400.00 

99605 

\ 

X.  . 

VIAL,  GLASS,  60  CC:  Amber,  round. 
Takes  stopper,  rubber.  No.  2  (44150). 
Fits  in  container,  mexal,  No.  4 
(97685)  . 

Each 

.04 

99610 

X.  . 

VIAL,  GLASS-STOPPERED:  Three  fit  in 
container,  metal,  No.  1  (97675). 

Each 

.35 

99615 

X.  . 

VIAL,  HARD  RUBBER,  £  OZ :  For  pills 
or  tablets. 

Each 

.15 

99616 

.  .  . 

WASHBOARD: . 

Each 

1.20 

99617 

.  .  . 

WASHING  MACHINE,  WRINGER  TYPE: 
Household  size. 

Each 

90.00 

99620 

X.  . 

WASTE:  Cotton . 

Pound 

.11 

V 


I 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 

CLASS  9. — Field  Equipment  and  Supplies - Continued 


NO. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

99625 

X.  . 

WIRE,  ANNEALED: . 

Coil 

$0.12 

99630 

X.  . 

WIRE,  GALVANIZED  IRON,  No.  14:  Gage. 

Foot 

.01 

99650 

WRINGER,  CLOTHES:  Hand  operated.  . 

Each 

5.00 

MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies 
(issue  While  In  Stock  Items! 


No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

91066 

X 

CARRON  OIL  (SOLIDIFIED):  20  GM. 

Tube 

$0.09 

91060 

X(6) 

COCAINE  HYDROCHLORIDE,  USP,  l/6  GR 
HYPO  TAB:  20. 

Tube 

.40 

91212 

X 

SULFANILAMIDE,  USP,  7.5  GR  TAB:  12 
in  spillproof  metal  box. 

Box 

.10 

92085 

X 

PACK,  ABDOMINAL,  12  BY  12:  Inches. 
100. 

Pkg. 

5.90 

92087 

X 

PAD^  SURGICAL,  8  BY  10:  Inches. 

P  kg. 

5.45 

92089 

X 

PAD,  SURGICAL,  12  BY  16:  Inches. 

144. 

Pkg. 

4.20 

92100 

X 

SPONGE,  GAUZE:  12 . 

Box 

.24 

92106 

X 

SPONGE,  SURGICAL,  2  BY  2:  Inches. 
100. 

Pkg. 

.  15 

92107 

X 

SPONGE,  SURGICAL,  4  BY  4:  Inches. 
100. 

Pkg. 

.35 

92109 

X 

SPONGE,  SURGICAL,  4  BY  8:  Inches. 
100. 

Pkg. 

'  .76 

93200 

(2) 

BASIC  INSTRUMENT  SET,  COMPLETE:.  . 

Set 

308.29 

93205 

.  .  . 

BASIC  INSTRUMENT  SET,  CASE, 

EMPTY:  Canvas. 

Each 

12.00 

93220 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET, 

ABDOMINAL  INJURIES,  COMPLETE: 

Set 

66.80 

93225 

•  •  • 

SUPPLEMENTAL  INSTRUMENT  SET, 
ABDOMINAL  INJURIES,  CASE,  EMPTY: 
Canvas . 

Each 

2.00 

93240 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  CHEST 
INJURIES,  COMPLETE: 

Set 

12.00 

93245 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET, 

CHEST  INJURIES,  CASE,  EMPTY: 
Canvas . 

Each 

1.00 

93260 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  EAR, 

NOSE  AND  THROAT  INJURIES,  COMPLETE: 

Set 

31.17 

93265 

•  •  • 

SUPPLEMENTAL  INSTRUMENT  SET,  EAR, 
NOSE  AND  THROAT  INJURIES,  CASE, 
EMPTY:  Canvas 

Each 

3.50 

93280 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  EYE 
INJURIES,  COMPLETE: 

Set 

97.32 

93285 

.  .  . 

SUPPLEMENTAL  INSTRUMENT  SET,  EYE 
INJURIES  CASE,  EMPTY:  Canvas. 

Each 

5.00 

93300 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET, 

FRACTURES  AND  AMPUTATIONS, 
ORTHOPEDIC,  COMPLETE: 

Set 

209.16 

93305 

•  •  • 

SUPPLEMENTAL  INSTRUMENT  SET, 
FRACTURES  AND  AMPUTATIONS, 
ORTHOPEDIC,  CASE,  EMPTY:  Canvas. 

Each 

10.00 

/ 


i 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS  9. — Field  Equipment  and  Supplies - Continued 

(issue  While  In  Stock  Items) — Continued 

No. 

Notes 

Item 

Unit 

Unit  Price 

1 

2 

3 

93306 

•  •  • 

SUPPLEMENTAL  INSTRUMENT  SET,  . 
FRACTURES  AND  AMPUTATIONS, 
ORTHOPEDIC,  CONTAINER,  METAL: 

(For  packing  1  of  Item  33140; 

3  of  Item  33359;  and  1  of  Item 
34640)  . 

Each 

$0.87 

93340 

(2) 

SUPPLEMENTAL  INSTRUMENT  SET,  SKULL 
AND  BRAIN  INJURIES,  COMPLETE: 

Set 

79.21 

93346 

•  •  • 

SUPPLEMENTAL  INSTRUMENT  SET, 

SKULL  AND  BRAIN  INJURIES,  CASE, 
EMPTY:  Canvas. 

Each 

6.00 

93610 

•  •  • 

COMPRESSOR,  AIR:  Hand,  complete. 

Each 

57.88 

93611 

CUTOFF:  Metal . 

Each 

1.00 

93612 

•  •  • 

PUMP:  Force,  hand . 

Each 

•  •  •  • 

93613 

•  •  • 

TANK:  Metal,  with  gage. 

Each 

•  •  •  • 

93614 

x(i) 

TUBING,  INLET:  Heavy  rubber,  1.2 
yards. 

Each 

.23 

93616 

x(i) 

TUBING,  OUTLET:  Heavy  rubber, 
silk  covered,  2.4  yards. 

Each 

1.00 

93621 

•  •  0 

DEPRESSOR,  TONGUE,  FOLDING: 
Fenestrated  blades,  Snowden. 

Each 

.75 

93715 

X 

SPLINT,  COAPTATION:  Wood,  5  sizes. 

Set 

1.00 

93725 

•  •  • 

SPLINT,  HAND  AND  WRIST:.  .  .  . 

Each 

.74 

93760 

•  •  • 

SPUD  AND  NEEDLE,  EYE:  Dix, 
reversible. 

Each 

.60 

93790 

•  •  • 

TOURNIQUET,  FIELD,  WEB:  (in  97000). 

Each 

.07 

94300 

•  •  • 

CONDENSER,  HALLOCK:  400  MM,  copper, 
with  pure  block  tin  condensing 
worm. 

Each 

5.95 

94390 

•  •  • 

STERNBERG  FIELD  OUTFIT,  COMPLETE: 
Nested,  consisting  of  bucket  7  1/8 
inches  diameter,  8h  inches  high, 
heavy  copper  with  pour-out,  handle 
and  lid.  Test  tube  rack  for  18-150 
by  16  MM  test  tubes.  Water  bath 
copper  bucket  6£  inches  diameter 

7  inches  high  with  pour— out  lid  and 
handle. 

Each 

7.25 

95053 

•  •  • 

CUSPIDOR,  ALUMINUM:  Weber,  6 
inches  diameter. 

Each 

3.00 

95060 

•  •  • 

ENGINE,  BIT  HOLDER:  Revolving  head. 

Each 

.30 

96070 

s 

X-RAY  FIELD  UNIT,  GRID,  PORTABLE: 
Lysholm  type  wafer  grid. 

Each 

325.00 

97000 

•  •  • 

BELT,  WEB,  HOSPITAL  CORPS,  COMPLETE: 

Each 

8.05 

97005 

•  •  • 

BELT,  WEB,  HOSPITAL  CORPS,  EMPTY: 

Each 

3.65 

97010 

BELT,  WEB,  MEDICAL  OFFICER'S, 

COMPLETE : 

Each 

14.58 

. 


MEDICAL  DEPARTMENT  SUPPLY  CATALOG  -  1942 


CLASS 


9. — Field  Equipment  and  Supplies - Conti 

(Issue  While  In  Stock  Items) - Continued 


nued 


No. 


Notes 


Item 


Unit 


Unit  Price 


97015 

97035 

97055 

97060 

97655 

97705 

97745 

97940 

97945 

99000 

99045 

99086 

99210 

99240 

99440 

99475 

99480 

99485 

99505 

99510 


(2) 


(1) 


BELT,  WEB,  MEDICAL  OFFICER'S  EMPTY: 

CASE,  COTTON,  FOR  BURS: . 

CASE,  MEDICINE:  For  belt,  Medical 
Officer ' s. 

CASE,  POCKET: . 

COCOA  UNIT,  COMPLETE: . 

CONTAINER,  METAL,  No.  8:  For  sugar. 

DESK,  FIELD,  MD,  No.  2: ..... 

WATER  STERILIZING  SET: . 

WATER  STERILIZING  SET,  CASE, 
CANVAS,  EMPTY: 

ACETYLENE  OUTFIT:  Complete, 
consisting  of  cylinder  band  for 
supporting  cylinder,  double— control 
valve  union,  30  feet  rubber  tubing. 

BAG,  PATIENT'S:  Effects,  muslin  8  by 
6  inch.es  with  draw  string. 

BEDSACK: . . 

COT,  FOLDING,  METAL:  QM.  .  .  . 

DISH,  SOAP:  With  cover  for  office. 

PILLOW  SACK: . 

RAZOR:  Metal  handle.  ..... 

RAZOR  STROP: . 

SADDLE:  Pack . 

STERILIZER.  DRESSING  AND  UTENSIL, 
MEDIUM:  (Same  as  99500,  except 

chamber  is  18  by  18  inches)  . 

STERILIZER,  DRESSING  AND  UTENSIL, 
HOSPITAL  TRAIN:  (Same  as  99505 
except  lid  is- furnished  without 
bracket  arm  and  is  not  equipped 
with  gasoline —  for  burner  use 
77330). 


Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 

Each 


$2.55 

.15 

1.22 

7.08 

6.00 

.16 

7.39 

14.32 

22.15 


1.05 

2.17 

.39 

.29 

.78 

.33 

82.50 

75.00 

50.00 


